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PREFACE 


In this publication there is presented for the 
twelfth consecutive year comprehensive financial 
and operating information on every important 
privately owned electric utihty operatmg m the 
Umted States The mformation was taken from the 
Annual Reports of class A and class B privately 
owned electric utilities to the Federal Power Commis- 
sion for the year 1948 The form of repoit pre- 
scribed for utilities m the above classes, generally 
those which had annual electric revenues of $250,000 
or more, is based upon the Commission’s Uniform 
System of Accounts 

The schedules contamed m this report consist of 
Balance Sheets, Income and Earned Surplus State- 
ments, Capital Stock and Bonds, Electric Operatmg 
Revenues, Customers, and Sales by Classes of Serv- 
ice, Electric Operatmg Expenses, Utility Plant, and 
Physical Quantities. It will be noted by those 
farmliar with this pubhcation that m the present 
volume the sections devoted to Electric Operating 
Expenses and Utility Plant have been expanded to 
include considerably greater detail than was available 
in previous editions. 

The schedules are based upon statements of 
accounts and statistics submitted by respondents m 
their reports to the Commission and present the 


accounts of mdividual respondents only; they do not 
consolidate the accounts of parent and subsidiary 
compames In the financial schedules cents have 
been omitted and in the energy account the unit 
used IS thousands of kilowatt-hours, both without 
rounding; therefore, the various items shown will not 
necessarily add to the totals and subtotals m which 
they are mcluded 

The uniformity of treatment accorded the state- 
ments of respondents m the tabulations contamed 
in the report will generally permit ready comparison 
of items among the various utilies included in the 
compilation Such statements are filed by all class 
A and class B electric utdities whether or not sub- 
ject to the jurisdiction of this Commission in respect 
to accountmg. 

The uniform system of accounts prescribed by the 
Commission for use by electric utilities under its 
jurisdiction was prepared in cooperation -with the 
National Association of Raihoad and Utilities Com- 
missioners and IS in all essential respects identical 
with the system approved by that body It is esti- 
mated that m excess of 90 percent of the electric 
utility mdustry, on the basis of plant, conforms its 
accountmg to one or the other systems of accounts 




SUMMAEY 


At the beginning of 1948 there were 321 class A 
and class B privately owned electric utility companies 
operatmg in the Umted States As a result of merg- 
ers and sales during the year, this number had been 
reduced to 315 at December 31, 1948 Compre- 
hensive financial and operatmg information on all 
companies m the above classes which operated durmg 
1948 IS included m this volume Composite financim 
and operatmg statements of the compames mcluded 
in the report are shown and briefly commented upon 
m the followmg summary 

The combmed total assets of the 315 privately 
owned class A and class B electric utilities operatmg 
m the Umted States at the end of the year amounted 
to $17,346,922,610 The foregomg amount reflects 
the statement of reserves for depreciation and amor- 
tization on the debit side of the balance sheet as 
deductions from the book cost of utihty plant, a 
departure from the previous practice of statmg such 
reserves on the credit side of the balance sheet. Net 
utihty plant mclusive of nonelectric utihty property 
amounted to $13,897,497,521. Total utility reve- 
nues of the above compames for the year 1948 were 
$4,830,154,352. It is estimated that these larger 
compames comprise, both on the basis of assets and 
of revenues, m excess of 98 percent of the privately 
owned electric hght and power mdustry. 

Total electric operatmg revenues were $4,167,- 
285,158. Of this amount $4,115,561,118, or 98 8 
percent, constituted revenues derived from sales of 
electric energy aggregatmg 251,774,653,000 kilowatt- 
hours to an average number of 32,200,917 customers 
Other electric revenues amounted to $51,724,040 or 
1 2 percent of total electric revenues Total electric 
operatmg revenue deductions, mcluding operation, 
mamtenance, taxes, and depreciation and amortiza- 
tion, amounted to $3,388,111,690 or 81 3 percent of 
revenues 

It should be noted that no attempt has been made 
m this compilation to consohdate, m the technical 
accountmg sense, the accounts of the compames m- 
cluded. The combmed totals represent merely the 
sum of all accounts as reported by the mdividual 
compames. Consequently, duplications exist to a 
Limited extent m the composite totals shown m the 
several statements. Total assets, for example, m- 
clude intercorporate investments and receivables, and 
the totals for operatmg revenues and kilowatt-hours 
mclude mtercorporate sales. 

As a result of mergers, consohdations, sales of 
properties to pubhc authorities, and the mtroduction 
of compames which m earher years had electric reve- 
nues of less than $250,000 annually, the dollar figures 
presented m the statements are not representative 
from year to year of exactly the same properties 
However, the various balance sheet and income 
account ratios obtainable from the statements are 
essentially comparable, and tables of such ratios are 
presented following the statements. 


Table 1. — Privately owned class A and class B electric utilities 
in the United States — Composite balance sheet — Dec SI, 
1948 

ASSETS AND OTHER DEBITS 


Item 

Amount 

Percent 
of total 

Electric utility plant 

$ie, 612,674,222 
3, 369, 136, 332 


Reserves for ciepreciation and amortization 


Electric utility plant less reserves _ 


12, 143, 638, 890 

70 0 

Other utility plant 

2, 243, 908, 866 
489, 960, 225 


Reserves for depreciation and amortization 


OtrlieT nrillty plant lesf, reservAq 


1, 763, 068, 631 

10 1 

Total utility plant 

17, 766, 683, 078 

3, 869, 086, 667 


Reserves for depreciation and amortization 


Total utility plant less reserves 


13, 897, 497, 621 

1, 079, 363 

80 1 
0 

Utility plant adjustments less reserves 

Investments m associated companies less reserve 

Other investments and funds less reserves 

977,288,272 
177, 273, 774 

5 6 
1 0 

Net investment and fond accounts 

1,154,662,046 

6 6 

Cash and working funds 

449, 600, 662 
130, 688, 619 
343, 107, 687 
406, 690, 428 
593,332,782 
61,986,782 

2 6 
8 

2 0 

2 3 

3 4 
4 

Special deposits 

Temporary cash investments 

Notes and accounts receivable less reserves 

Materials and supplies 

Other current and accrued assets 

Total current and accmed assets 

1, 986, 206, 660 

11 6 

Unamortized debt discount and expense.. 

134,330,670 
93, 128, 161 

8 

5 

Other deferred debits— - — - 

Total deferred debits 

227, 468, 821 

1 3 

Capital stock discount and expense 

34, 788, 909 
48, 330, 300 

2 

3 

■RA^qnjrRd aecnritlfjp * . .. _ . 

Total assets and other debits 

17, 346, 922, 610 

100 0 



LIABILITIES AND OTHEE CEEPITS 


rinmTnnn capital stncfc 

$4, 226, 570, 109 
2, 178, 700, 713 
186,711,516 

24 4 


12 6 


1 0 


Total capital stock... ....... 

6, 690, 082, 337 

38 0 


0 apltd surplus 

376, 181, 873 

2 1 

Eafned ■mTplns 

1, 036, 741, 380 

6 0 


Total surplus 

1,410,923,263 

8 1 


Total capital stock and surplus 

8,001,006,690 

46 1 



7, 166, 283, 200 
663,386, 082 

41 3 

Othfirlcnfr.tflrrn fiftht 

3 2 


Total long-term debt 

7,718,669,182 

44 6 


■NTntaq and tumnimts payable 

544,489,949 
66,230,917 
641,656, 300 
108,312,607 

3 1 

rjiistoTnera’ deposits* 

4 


3 7 


6 



Tfttftl nriTTATit nti d accmed UftMHtifts 

1, 359,689,863 

7 8 



112,430,266 
100, 460, 237 
54,667,483 

.7 


6 

Oontribnt-1r>''’ff In nt oonstrurtinTi . . 

3 




17,346,922,610 

100 0 



COMPOSITE BALANCE SHEET 

A condensed statement of the combmed balance 
sheets of the electric utihties mcluded in the compila- 
tion IS shown m table 1. Eor purposes of this state- 
ment limited amounts of utihty plant and reserves 

vn 
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for depreciation reported unclassified as to utility 
departments have been assigned to the electric and 
other utility departments on the basis of estimates 

The aggregate of the utility plant accounts of the 
compames at the end of 1948 was $17,756,583,078, 
consisting of $15,512, 674,222 electric utility plant 
and $2,243,908,856 other utility plant For all 
utility opeiations the booh investment in plant per 
dollar of annual revenue amounted to $3 68 As 
between electric operations and other utility opera- 
tions the plant-revenue ratios were $3.72 and $3 39, 
respectively. 

Eeserves for depreciation and amortization of 
utility plant were $3,859,085,557, or 21 7 percent of 
utility plant. After deduction of such reserves 
utility plant amounted to $13,897,497,521 and con- 
stituted 80 1 percent of total assets 


The combined total of current assets amounted 
to $1,985,205,660 and was 1 46 times current lia- 
bilities of $1,359,689,863 

Outstanding securities of the companies aggregate 
$14,123,040,004 including $4,225,670,109 common 
capital stock, $2,178,700,713 preferred capital stock, 
and $7,718,669,182 long-term debt The combined 
surplus accounts of the companies aggregated $1,410,- 
923,253 Common stock represented 28 0 percent of 
total capital stock, long-term debt, and surplus, pre- 
ferred stock 13 9 percent, long-term debt 49 1 percent 
and surplus 9 0 percent 

The composite ratio of long-term debt to gross 
utility plant was 43 5 percent and to net utility plant 
55 5 percent 

In table 2 the above balance sheet ratios are shown 
in comparison with those of the 10 preceding years 


Table 2 ■ — Balance sheet relahonshtps 


Relationship 


Year ended Doc 31— 

194S 1947 1946 I 1946 1044 1943 1 942 1941 1940 1930 1938 


Utility plant per dollar of revenue 3 68 

Current assets times cuixent liabilities 1 46 

Percent of total capital stocfc, long-term debt, and surplus 

Commonstock 28 0 

Preferred stock - 13 9 

Long-term debt 49 l 

Surplus 9 0 

Long-term debt 

Percent of gross utility plant - - 43 6 

Percent of net utility plant 55 C 

Baser VO for depreciation percent of utility plant - 21 7 
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IX 


Figure 2 


CAPITALIZATION 




Table 3 — Selected balance sheet %tems 
[Thousands of doHais] 


Year 

Utility 

plant 

Reserve 
for depre- 
ciation 

Utihty 
plant less 
reserve 

Current 

assets 

Other as- 
sets and 
debits 

Total 

(assets) 

Oiahilities) 

Common ' 
stock 

Preferred 

stock 


Long-term 

debt 

Cnrrent 

liabilities 

Other 
liabilities 
and credits 

1937 

$13, 861, 583 
14,048,019 
14, 114, 695 
14, 406, 987 
14, 736, 793 
14,848,281 
14, 843, 649 
14,764,097 
14, 490, 782 
14, 951, 566 
16, 029,031 
17, 756, 683 

$1, 496, 249 
1, 629, 182 

$12,356, 334 
12,418,837 
12, 362, 308 
12,494,013 
12, 640, 381 
12,642,137 

$969, 076 

1, 083, 709 
1, 041, 676 
1, 122, 902 

$2, 062, 726 

$16,378,135 
16, 691, 436 

$4,402, 964 

$2, 126,431 

$1,026, 279 

$6, 860,194 

$692,384 

$280,893 

1938- 

2’, 088, 889 

4, 393, 690 

2, 002, 231 

1, 024, 399 

7, 060,333 

6, 971,401 


270,363 

1939 

1, 762, 387 
1, 912, 974 

2,023,292 
1, 962, 294 
1, 840, 642 
1, 796, 949 

1 , 710, 243 
1,688,666 
1, 446, 739 
1,405, 185 
1,442,116 
1,464,219 

15,417,276 
16. 670, 209 
16, 698, 130 

4, 423, 267 
4, 492, 633 

2, 059, 959 

2, 078, 219 

1,030, 771 

• nCfril 


1940. 

1,117, 250 

6,896,460 



194i 

2, 096, 412 
2, 306, 144 
2, 667, 240 

i; 217 ; 207 

1, 364, 733 

1, 682, 936 

1, 679, 038 

1, 696, 721 

1, 726, 732 

4, 516, 983 

2, 097, 840 

2, 136, 334 

1, 121, 376 

1, 060, 743 

6, 821, 692 

807, 692 


1942 

16, 703, 819 

4, 461, 572 
4, 310, 133 
4, 233, 164 
3, 991, 129 

6, 763,612 

908,044 


1943. 

12, 286, 409 
11,932, 124 

16, 579, 688 
16, 299, 818 
14, 668, 323 

2, 142, 826 

1,097,651 

1, 104, 439 

6, 687,454 

0, 397,288 

986, 699 


1944 

2, 821, 973 

3, 064, 919 
3, 327, 301 
3, 671, 634 
3, 869,085 

2, 146, 900 

969,763 

468,264 

1946- 

11,426, 863 

2, 071, 133 

1,004, 961 

6,141,463 

964, 830 

394,817 

1946 

li;624; 206 
12,467,397 
13, 897, 498 

14, 766, 122 
16,680.021 

3, 909, 317 

2, 029, 840 

1,262,443 

6, 149, 653 

1, 003, 428 

401,441 

1947 

1, 786, 608 

1, 985, 206 

4, 101, 943 

2, 121, 717 

1, 292, 073 

6, 601,429 

1,203, 602 

365,357 

1948 

17, 346, 923 

4, 411, 382 

2, 178, 701 

1,410,923 

7, 718,669 

1,350,690 

267,558 




Including premiums, assessments, etc 
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COMPOSITE INCOME ACCOUNT 

As shown m the condensed summary of income 
accounts appearing in table 4, utility operating 
revenues of the companies mcluded in the compila- 
tion aggregated $4,830,154,352 for the year 1948 
Of this amount electric revenues constituted $4,167,- 
285,158 or 86.3 percent, and revenues from other 
utility operations $662,869,193 or 13 7 percent 

Electric operating expenses, mcludmg mainte- 
nance, amounted to $2,327,226,442 or 55 8 percent 
of electiic revenues Depreciation and related 
charges amounted to $358,831,470, or 8 6 percent 
of electric revenues and were equivalent to 2 3 
percent of electric plant Taxes m the amount of 
$702,053,778 accounted for 16 9 percent of electric 
revenues Total electric operating revenues deduc- 
tions amounted to $3,388,111,690 and the composite 
ratio of such total deductions to electiic operatmg 
revenues was 81 3 percent 

Total operatmg revenue deductions for all utility 
services were $4,005,565,416 or 82 9 percent of total 
operatmg revenues Total depreciation and related 
charges amounted to $403,072,992 representing 8 3 
percent of total operating revenues and 2 2 percent 
of total utility plant. Total taxes for the year were 
$776,642,926 or 16 1 percent of total utility operating 
revenues. 

Utility operating income was $829,784,895 or 
17 2 percent of revenues Gross mcome for the 
year, including miscellaneous mcome of $65,766,336, 
was $895,551,231. 

Total mcome deductions, mcludmg interest on 
long-term debt, amortization of debt discount, pre- 
mium, and expense, and other interest and miscella- 
neous charges, were $238,743,060 On an over-all 
basis, these chaigos were earned 3 7 tunes Interest 
on long-term debt amounted to $211,797,457, or 4 4 
percent of revenues and was earned 4 2 times 

The aggregate net income of the companies in- 
cluded m the compilation was $656,808,171 for the 
year 1948. Appropriations for dividends on pio- 
ferred stock totaled $98,297,232, which amount 
equaled 2,0 percent of revenues and 15 0 percent of 
net income Appropriations for dividends on com- 
mon stock wore $394,848,829, or 8 2 percent of 
revenues and 60,1 percent of net income. Total 
appropriations for dividends amounted to $493,- 
146,061 equaling 75.1 percent of not income 


Table 4 — Privately owned class A and class B electric utilities 
in the United States 

COMPOSITE INCOME ACCOUNT YEAE ENDED DEO 31, 1948 


Item 

Amount 

Percent 
of reve- 
nues 

Electnc utility operatmg income 

Operating revenues.. 

$4, 167, 285, 168 

100 0 


2, 327, 226, 442 
368, 831, 470 
301, 702, 744 
400, 361, 034 

66 8 
8 6 
7 3 
9 6 

Depreciation and amortization 

Taxes Federal taxes on income. 

Other taxes 

Total operating revenue deductions 

3, 388, 111, 690 

81 3 

Net operating revenues 

779, 173, 468 
6, 194, 930 

18 7 
1 

Income from electric plant leased, to others 

Electric utility operating income - 

784, 368, 398 

18 8 

Other utility operating income 

602, 869, 193 

lOO 0 

Operating expenses . ... ^ 

498,623, 064 
44, 241, 623 
24, 686, 330 
49,902,818 ^ 

76 2 

6 7 
3 7 

7 6 

Depreciation and amortization 

Taxes Federal taxes on income 


Total operating revenue deductions 

617, 463, 726 

93 1 

Not operating revenues 

45, 415, 468 
1, 029 

0 9 
0 

Income from other utility plant leased to othors. 

nther utilltv operatinc income 

45, 416, 497 

6 9 

Total utility operating income 

Operathig revenues 

4, 830, 164, 362 

lOO 0 

Operating expenses 

2,826, 849, 498 
403, 072, 992 
326, 389, 074 
460, 263, 852 

68 6 

8 3 
6 8 

9 3 

Depreciation and amortization 

Taxes Federal taxes on income 

Other taxes., ....... ... 

Total operating revenue deductions 

4, 006, 605, 416 

82 9 

Net operating revenues 

$824, 688, 938 
6, 196, 060 

: 17 1 

1 

Income Irom utility plant leased, to others 

Total utility operating income 

829, 784, 806 
: C6, 766, 330 

17 2 
1 4 

Other income 1 T 

Gross income..-.....----.-...- 

896, 661, 231 

18 6 

Ineomo deductions 

211, 797, 467 
17, 421, 436 
2,902,060 
28, 409, 607 
40,895, 734 

4 4 
4 
.1 

0 

8 

Amortization o'! debt discount and expense 

Amortization of premium on dobt-crodit 

Other income deductions 

Total income deductions 

238,743,000 

4 fl 

Not ineomo .. .. ... . ...... 

(150,808,171 

13 7 

Dividend appropriations 

PrnforrBcl stock 

08, 207, 232 
394,848, 820 

2 0 
8 2 

Common stock.. 



In table 5 the income account ratios discussed in 
the previous paragraphs are shown in comparison 
with those of the preceding 10 years. 



STATISTICS OF ELECTRIC UTILITIES EST THE UNITED STATES FOR TEAR ENDED DECEMBER 31, 194 8 XI 


Table 5. — Income account relationships 






Years ended December 31- 





Eelationshlp 












1948 

1947 

1946 

1946 

1944 

1943 

1942 

1941 

1940 

1939 

1938 

Electric operating revenues percent of total operating revenues 

86 3 

86 2 

86 3 

86 1 

86 0 

85 7 

86 8 

86 5 

86 0 

86 8 

86 1 

Percent of electric operating revenues 

Electric operating expenses 

65 8 

8 6 
16 9 
81 3 
18 8 

2 2 

62 8 

9 0 
17 6 
79 4 
20 7 

2 3 

48 2 




42 8 

42 9 
10 5 
19 5 

42 2 
10 7 
16 5 
69 4 
31 0 

2 0 

42 1 
10 7 
16 1 
67 9 
32 4 

2 0 

43 9 
10 3 
14 7 
67 9 
32 4 

1 8 

Electric depreciation and. amortization 

10 0 



Taxes, electric 

19 0 
76 8 
23 3 

2 4 




Total electric operating revenue deductions 

75 9 
24 2 

2 6 

76 9 

76 8 

76 5 

Electric operating income.. 

27 3 

2 1 

Total depreciation percent of total utility plant 

Interest on long-term debt 

2 4 

2 3 

2 2 

Percent of operatmg revenues 

4 ^ 


5 0 





8 4 

9 5 

10 6 

11 2 
2 9 
19 1 

Tunes earned 


4 6 
15 0 


3 6 
14 0 



Net income percent of operating revenues 

13 7 

16 7 

14 6 

14 6 


17 4 

19 6 

3 1 
20 2 

Dividend appropriations on preferred stock 


Percent of operating revenues 

2 0 
16 0 


2 8 
16 6 

3 0 
21 0 





. . 

f f-r 

4 8 
26 2 

Percent of net income . 

16 0 






23 2 

Dividend appropriations on common stock 






Pei cent of operatmg revenues .. . 

8 2 
80 1 

9 3 
61 9 

9 3 
66 4 

8 0 
55 2 

7 8 

8 2 



11 6 
69 2 

in « 

11 6 
60 6 

Percent of net Income 



1a 1 








Figure 3 
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Figure 4 


t2 


*0 


S 
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INTEREST ON LONGTERM DEBT • PREFERRED DIVIDENDS COMMON DIVIDENDS 



Table 6 — Selected income account items 
[Thousands of dollars] 



Operating 

revenues 

Operating 

expenses 

Depre- 

ciation 

Taxos 

Total 

operating 

revenuo 

deductions 

Oper- 

ating 

income 

Other 

income 

Gross 

income 

Interest on 
long-term 
debt 

Other 

income 

dedncUom 

Not 

income 

Preferred 

dividends 

Common 

dividends 

1937 — 

1938 

1939 

1940 

1941 

1042 

1943 

1944 

1945 

1946 

1947 

1948 

$2, 532, 444 
2, 548, 532 
2, <>47,172 
2, 796, 003 
3,029,430 

3, 216, 480 
3, 464, 429 
3, 614, 572 
3,681,543 
3,816, 135 
4, 201, 066 

4, 830, 154 

$1, 187, 486 
1, 177, 333 

1, 191, 734 
1,267, 304 
1,378, 811 

1, 461, 166 
1, 620, 017 
1, 740, 019 
1,780,220 
1, 035, 868 
2, 382, ill 

2, 826, 840 

*234, 070 
269,297 
279,797 
203,817 
313,637 
320,438 
344,724 
360,388 
369,470 
360,383 
376,081 
403,073 

1 

$1,771,300 

1,802,214 

1,860,021 

1, 909,216 
2, 267,489 
2, 479,675 
2, 711, 968 
2,834,011 
2. 853, 734 
2, 990,887 
3,480,238 
4,006,566 

$708, 063 
763,770 
793,618 
804,888 
769, 667 
743, 687 
769,360 
786,676 
S32, 720 
829,073 
816,367 
829, 784 

$70, 698 
06,919 
70,170 
68,149 
66,092 
68 , 614 
68,020 
68, 123 
54,338 
62,046 
67,343 
66,767 

$839,663 
820, 696 

863.797 
873,037 
836, 249 
802, 201 
817,380 

841. 798 
887,068 
891,119 
882 , 710 
896, 661 

$282, 906 
284,986 
277, 563 
206, 607 
265, 970 
248, 952 
243, 910 
230, 904 
210, 771 
102,610 
190,510 
211, 798 

$47, 279 
48, 493 
51, 400 
58, 760 
53,(112 
63, 371 
71, 947 
104,113 
141, 833 
01,483 
49, 513 
20, 046 

$600,470 
487,217 
634,768 
547, 664 
620,637 
480, 878 
601, 623 
606,781 
534,454 
637,026 
642,682 
660, 808 

$126, 010 
122, 684 
123, 831 
12.1,428 

127.001 
128,317 
124,312 
IK!, 710 

112.002 
106, 101 

96, 190 
08, 297 

$306, 761 
294, 040 
.120,146 
i23, 98(> 
310, 000 
270, 227 
286,702 
280, 883 
294, 901 
.162, 9,19 
397, 867 
394, aio 


GEOGKAPHIC DISTRIBUTION 

The data pertaining to the individual utilities in- 
cluded m the compilation are arranged geographically 
by States, As a matter of interest the totals of 
utihty plant and utility operating revenues by States 
and geographic divisions, together Nvith the percent- 
age relationship of each of the State and divisional 
figures to national totals, are presented in table 7 
The figures in the tabulation are approximate for 
the reason that m some cases utilities operate in 
more than one State. In such cases utility plant and 
operating revenues have been included in the State 
in which the larger portions of electric operations of 
the respective companies are located. 


Table 7 — Privately owned class A and class B electric utihiiC'^ 
in the United States 


UTILITY PLANT AND UTILITY OPERATING REVENUES, DIS- 
TRIBUTION DY STATES AND REGIONS, YEAR ENDED DEO. 
31, ms 


Stiito and region 


Maine 

Now BCompshlro ... 

Vermont-. 

Massachusetts 

Rhode Island 

Oonnootlout-. 

Now England, 


Utility plant 

Utility 01)01 iitiiig 
rovftnuo.s 

Amount 

Percent 

of 

United 

States 

total 

Amount 

Porcent 

of 

United 

States 

total 

$158,646,978 
126,780,409 
47, 779, 109 
634, 031, 694 
116,635,210 
208,818,648 

0 0 

7 

.3 

3.6 

.6 

1 7 

$27, 076, 697 
24,086, 626 
12, 624, 400 
236, 476. 208 
37, 622, 072 
92,805,337 

1 

1, 382, 691, 348 

7.8 

430, 689, 240 

8.0 
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Table 7 — Privately owned class A and class B electric utilities 
in the United States — Continued 



Utility plant 

Utility operatmg 
revenues 

State and region 

Amoimt 

Percent 

of 

Umted 

States 

total 

Amount 

Percent 

of 

Umted 

States 

total 

New York 

$2, 217, 467, 882 

12 6 

$632, 765, 604 

13 1 

New Jersey. 

716, 709, 437 

4 0 

220, 360, 676 

4 6 

Pennsylvania 

1, 527, 126, 248 

8 6 

402,456,418 

8 3 

Middle Atlantic 

4, 460, 393, 667 

26 1 

1, 256, 662, 597 

26 0 

Ohio 

1, 099, 208, 376 

6 2 

321, 709, 024 

6 7 

Indiana 

626, 126, 402 

3 0 

166, 763, 861 

3 4 

Ulinois 

1, 343, 715, 209 

7 6 

373, 276, 484 

7 7 

Michigan 

800, 284, 9S7 

4 6 

215, 860, 276 

4.5 

Wisconsin 

467, 644, 693 

2 6 

130, 149; 582 

2 7 

East North Central 

4,235,879,667 

23 9 

1, 206, 749, 226 

26 0 

Minnesota .. 

269, 418, 214 

1 5 

72,372,551 

1 6 

Iowa 

297, 692, 190 

1 7 

87, 062, 351 

1 8 

Missouri 

374, 620, 626 

2 1 

106, 784, 267 

2 2 

North Dakota.. 

90,988,664 

6 

20, 239, 797 

4 

South Dakota 

Nebraska 

41,808,089 

2 

14, 673, 023 

3 

Kansas 

159, 487, 726 

9 

1 43, 627, 6^ 

9 

West North Central 

1, 234, 016, 408 

6 9 

344, 669, 607 

7 1 

Delaware. 

38, 769, 216 

2 

13, 440, 684 

3 

Maryland 

307, 764, 618 

1 7 

94, 044, 098 

1 9 

District of Columbia 

131, 316, 814 

7 

31, 756, 347 

7 

Virginia. 

222, 461, 763 

1 2 

58, 665, 928 

1 2 

West Virginia 

284, 625, 690 

1 6 

86, 087, 728 

1 8 

North Carolma 

426, 890, 061 

2 4 

102, 269, 130 

2 1 

South Carolina 

84,617,868 

6 

19,934,441 

4 

Georgia 

277, 186, 113 

1 6 

72, 228, 646 

1 6 

Elonda 

269, 466, 767 

1 6 

72, 696, 124 

1 6 

South Atlantic 

2, 031, 978, 009 

11 4 

661, 022, 126 

11 4 

Kentucky 

198, 265, 689 

1 1 

01,933, 619 

1 3 

Tennessee 

24, 873. 453 

2 

6,069,332 

1 

Alabama 

226, 839,779 

1 3 

69, 878, 166 

1 2 

Mississippi 

79, 887,673 

4 

24, 269, 866 

6 

East South Central 

529, 866, 594 

3 0 

161, 160, 872 

3 1 

Arkansas..., 

no, 766, 582 

6 

26, 776, 986 

6 

Louisiana 

166, 279, 261 

9 

61, 923, 191 

1 3 

Oklahoma 

169, 694, 706 

1 0 

40, 883, 163 

8 

Texas 

718, 630, 482 

4 1 

180, 067,903 

3 7 

West South Central 

1, 165, 261, 031 

6 6 

309, 641,232 

6 4 

Montana... 

no, 816, 876 

6 

22,073,671 

5 

Idaho 

72, 643, 677 

4 

11, 166, 687 

2 

Wyoming 

7, 667, 149 


3,047,040 

1 

Colorado 

132, 468, 160 


39,299, 979 

8 

New Mexico .. 

26, 436, 960 


8,319, 008 

2 

Arizona 

75, 017, 783 

4 

21, 738, 831 

4 

Utah 

89, 137, 897 


18,691,300 

4 

Nevada 

17, 240, 942 


6, 473, 690 

1 

Mountain...... 

530, 208,444 

3 0 

129, 710, 008 

2 7 

Washington 

271,340, 216 

1 6 

61, 292, 807 

|m| 

Oregon 

164, 063, 271 

9 

37, 066, 308 


Oalifomia 

1,760,894,623 

9 9 

362,120,331 


Pacific 

2, 186, 288, no 

12 3 

461,069,446 

9 4 

United States 

17, 766, 683, 078 

100 0 ■ 

4,830,164,362 

100 0 


It IS of interest to note that 13 1 percent of the 
total 1948 utility revenues of the privately owned 
electric utility industry, as represented by class A 
and class B utilities, were received by companies 
operating m New York State. Pennsylvania ranked 
second with 8 3 percent, Blmois third with 7.7 
percent, California fomTh with 7.3 percent, and Ohio 
fifth with 6 7 percent These five States accounted 
for 43.1 percent of total revenues No other State 
accounted for as much as 5 percent of the total. 
Twenty-two States account individually for less 
than 1 percent of total revenues and m the aggregate 
for about 9.7 percent. 


On the basis of utihty plant, 7 8 percent of the 
industry is located m New England, 25.1 percent in 
the Middle Atlantic States, and 23.9 percent in the 
East North Central region. In total, 56.8 percent 
of the privately owned industry, on the basis of 
utility plant, is concentrated m the heavily populated 
and mdustnalized northeastern portion of the coun- 
try An additional 14 4 percent is situated in the 
South Atlantic and East South Central divisions. 
In total, 71.4 percent of the privately owned mdustry 
IS contamed m the area east of the Mississippi River 
The Pacific division accounts for 9 4 percent of the 
utdity revenues of class A and class B private electric 
utihties and 12 3 percent of the utility plant of such 
companies The balance of the mdustry, accounting 
for 16 2 percent of the revenues and 16.5 percent of 
the plant, is extended over the West Central and 
Mountam divisions of the country 

COMPOSITE ELECTRIC OPERATING 
REVENUES 

The statement m table 8 presents the combmed 
electric operating revenues, Mowatt-hour sales, and 
number of customers, segregated accordmg to classes 
of service, as reported by the electric utilities in- 
cluded in the compilation 

Table 8 — Privately owned class A and class B electric utilities 
in the United States 


COMPOSITE ELECTRIC OPERATING REVENUES, CUSTOMERS 
AND SALES, YEAR ENDED DEO 31, 1048 


Item 

1 

Amouat 

1 

Percent of 
total 

Number of customers 

Residential or domestic 

25, 893, 928 
1, 762, 416 
4, 420, 799 
25, 087 

80 4 

Rural 

6 5 

Commercial and industrial... 

13 7 

Public street and highway lighting 

1 

Other public authoiltles— ” 

9i; 943 

3 

Railroads and railways 

227 

0 

Interdepartmental ..I.. 

293 

0 

Others 

2,740 

0 


Total ultimate consumers 

32, 197, 433 

100 0 

Other electric utihties 

3,484 

0 



Total customers.. 

32, 200, 917 

IfX) 0 


Kilowatt-hour sales (thousands) 

Residential or domestic.. 

39, 682, 229 
7,021,020 
140, 009, 189 

2, 023, 163 
6,940,101 
5,976,033 

1, 019, 813 
1,446, 688 

16 7 

Rural 

2 8 

Commercial and industrial... 

66 6 

Public street and highway lightmg 

8 

Other public authorities 

2 3 

Railroads and railways 

2 4 

Interdepartmental ..1 

4 

Others 

6 



Total sales to ultimate consumers 

203,018, 136 
48, 766, 617 

80 6 

Other electric utilities 

19 4 


Total kilowatt-hour sales 

261, 774, 653 

lOO 0 


Revenues 

Residential or domestic 

$1,211,860,746 

1 163, 602, 630 

2,148,427,232 
69, 846, 861 
80,395,601 
66, 196, 678 

4, 276, 018 
2,733,660 

20 1 

Rural 

3 7 

Commercial and industrial 

61 6 

Public street and highway lightmg.. 

1 7 

Other public authorities.! 

1 9 

Railroads and railways . 

1 3 

Interdepartmental 

1 

Others 

1 



Total revenues from ultimate consumers 

3, 727, 338, 226 
388, 222, 892 

89 6 

Other electric utilities — 

9 3 


Total revenues from sales of electric energy 

Other electric revenues 

4, 116, 661, 118 
61, 724, 040 

98 8 
1 2 


Total electric operating revenues 

4, 167, 286, 168 

100 0 
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It will be seen that during 1948 the companies in- 
cluded m the compilation served an average of 
25,893,928 residential or domestic customers. These 
customers constituted 80 4 percent of the total num- 
ber of customers served Kevenues from this class 
of service aggregated $1,211,860,746 or 29 1 percent 
of total electric operatmg, revenues and were derived 
from the sale of 39,582,229,000, kilowatt-hours, con- 
stitutmg 15 7 percent of total lolo watt-hour sales 
The average annual number of kilowatt-houi’s sold 
per residential customer was 1,529, the average 
annual bdl was $46 80, and the average revenue per 
kilowatt-hour sold was 3 06 cents 
Commercial and mdustiial sales made to 
4,420,799 customers, comprising 13 7 percent of 
the total number of customers served, accounted 
for 140,009,189,000 kilowatt-hours or 55 6 percent 
of total lolowatt-hour sales. Revenues from this 
class of service aggregated $2,148,427,232 or 51 6 
percent of total electric operating revenues. The 
average annual number of lolo watt-hours sold per 
commercial and industrial customer was 31,671, the 
average annual bill was $485 98 and the average 
revenue per kdowatt-hour sold was 1 53 cents 
Rural service was supplied to 1,762,416 customers, 
or 5.5 percent of the total number of customers 
served It should be noted, however, that the 
system of accounts provides that rural sales include 
only revenues from service supplied under distinct 
rui’al or farm rates. Consequently, the above num- 
ber of customers does not m general include rural 


customers served under other than such rates. 
Revenues from rural service amounted to $153,602,- 
630 representing 3 7 percent of total electric operatmg 
revenues, and were derived from the sale of 7,021,- 

020.000 kilowatt-hours, or 2 8 percent of the total 
lalowatt-hours sold 

The above three customer groups, residential or 
domestic, rural, and commercial and industrial 
include 99 6 percent of the total customers served, 
and account for 74 1 percent of total kilowatt-hour 
sales and 84 4 percent of total electric operatmg 
revenues 

Sales to other electric utilities aggregated 

48.756.517.000 kilowatt-hours, or 19 4 percent of 
total kilowatt-hour sales, and accounted for $388,- 
222,892 or 9 3 percent of total electric operatmg 
revenues It may be noted that inclusion of inter- 
corporate sales m this class of service gives rise to the 
major portion of duplications in operatmg revenues 
and kilowatt-hour sales to which previous reference 
has been made 

Other customer groups included m the revenue 
compilations were public street and highway lighting, 
interdepartmental, and “others.” However, these 
five groups combined accounted for only 0 4 percent 
of total customers, 6 5 percent of total kilowatt-hours 
sold and 5 1 percent of total electric operating 
revenues 

The tendencies of electric operatmg revenue ratios 
durmg the years 1938 to 1948, inclusive, are shown 
m table 9 


Table 9. — Electric operating revenue relationships 


Tears ended Dee 31 — 


Relationship 


Residential or domestic sales* 

Percent of total customers - 

Percent of total revenues 

Percent of total kilowatt-liour sales 

Average annual number of kilowatt hours 

sold per customer 

Average annual bill per customer 

Average revenue per kilowatt-houi sold, 

cents — 

Oommorolal and industrial sales 

Percent of total customers 

Percent of total revenues. — - — 

Percent of total kilowatt-hour sales 

Average annual number of kilowatt hours 

sold per customer 

Average annual bill per customer 

Average revenue per kllowatt-bour sold, 
cents 


1943 

1947 

1946 

1946 

1944 

1943 

1042 

1941 

1940 

1939 

1038 

SO 4 

80 6 

81 0 

81 6 

81 7 

81 6 

81 0 

80 4 

80 1 

79 7 

80 4 

29 1 

29 6 

30 7 

29 8 

28 6 

28 6 

29 4 

29 8 

30 9 

31 1 

31. 6 

IB 7 

16 1 

16 2 

13 4 

12 1 

11 7 

12 4 

12 0 

13 7 

13 8 

14 1 

1,B29 

1,407 

1,298 

1, 184 

1,109 

1,063 

903 

972 

927 

877 

839 

$46 80 

$44 22 

.$42 67 

$41 13 

$39 69 

$38 29 

$37 06 

$30 92 

$30 28 

$36 60 

$36 18 

3 OO 

3 14 

3 29 

3 47 

3 67 

3 04 

3.73 

3 80 

3 01 

4 00 

4 20 

13 7 

13 8 

13 0 

1.3 3 

13 2 

13 3 

n 8 

14 4 

14 8 

15.2 

16 3 

61 0 

61 4 

60 8 

61 6 

62 2 

61 8 

61 3 

61 1 

60.2 

49 8 

49 4 

6C 0 

66 0 

66 2 

67 2 

68 8 

58 4 

67 7 

60 9 

66.0 

63 4 

61 3 

31, 071 

30, 241 

28,110 

31, 198 

33, 406 

32,391 

20, 989 

24. 016 

20, 120 

17, 704 

16, 034 

$486 98 

$4'i9 78 

$121 66 

$43^ 26 

$447 00 

$427 80 

$378 11 

$365 36 

$320 26 

$300 03 

$289 88 

1 63 

1 49 

1 60 

1 40 

1 34 

1 32 

1.40 

1 48 

1 69 

1 00 

1,81 
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Table 10 — Electi ic consumers, sales, and revenues 


Year 

Ultimate electric consumers— 
tLousands 

Kw'h sales to ultimate consumers— 
millions 

Revenues from sales to ultimate consum- 
ers — thousands 

Other 

electric 

reve- 

nues 

Total 

electric 

operathig 

revenues 

Total 
kwh sold, 
inol sales 
for re- 
sale- 
millions 

Resi- 

dential 

Com- 

mercial 

and 

industrial 

Others 

Total 

Resi- 

dential 

Com- 

mercial 

and 

ludustiial 

Others 

Total 

ResI 

dentlal 

Com- 

mercial 

and 

industrial 

Otheis 

Total 

1937 - - 

1938. - 

1939 

1940.--- --- 

1941 

1942 

1943 

1944 

1946 

1946 

1947 

1948 

18, 926 
19. 423 
19, 789 
20,448 
21, 143 
21,960 
22, 097 
22,493 
22, S62 
23, 669 
24,664 
26,894 

3,631 
3, 691 

3, 770 
3,773 
3, 776 
3,747 
3, 604 
3,032 
3,733 

3, 968 
4,230 
4,421 

986 

1,013 

1,239 

1,290 

1, 358 
1,393 
1,403 
1,406 
1,467 
1,557 
1, 733 
1,882 

23, 642 
24, 127 
24, 798 
25,511 

26, 276 
27, 100 

27, 094 
27, 631 
28, 142 
29, 194 
30, 627 
32, 197 

14, 822 
16, 286 
17, 369 
18,960 
20, 648 
21,814 
23,260 
24,935 
27,177 
30,711 
34,713 
39,582 

65, 202 
59, 183 
66, 972 
75, 920 
90, 669 
101, 129 
116,417 
121, 646 
116,472 
111,540 
127, 899 
140, 009 

11, 988 
12, 342 

12, 933 

13, 534 
14, 310 
10, 747 
21, 603 
21, 331 
20, 601 
20, 990 
22,235 
23,427 

92, 012 
87, 811 
97,314 
108, 420 
125, 527 
139, 690 
161,285 

167, 812 

104, 250 
163, 247 
184, 847 
203,018 

$645, 749 
683, 341 
705, 008 
741, 918 
780, 636 
813, 681 
846, 080 
890, 426 
941, 910 

1, 010, 030 

1, 090, 767 

1, 211, 801 

$1, 106, 002 
1, 069, 932 
1,130,970 

1, 208, 198 
1,341,600 
1,410, 825 

1, 637, 789 

1, 625, 009 

1, 632, 414 

1, 672, 823 

1, 902, 266 

2, 148, 427 

$205, 079 
210, 968 
22.3, 725 
233, 097 
244, 048 
266, 380 
305, 787 

311, 228 

312, 222 
311,462 
336, 618 
307,050 






COMPOSITE ELECTRIC OPERATING 
EXPENSES 

Section V presents electi ic opera tmg expenses for 
the year 1948 as reported by the companies mcluded 
in the compilation Such expenses do not mclude 
depreciation, amortization, and taxes As noted in 
the Preface this Section of the report has been ex- 
panded to mclude considerably more uiformation 
than was contamed m previous editions 

Items aie presented m sufficient detail to show 
separately the cost of opciatmg and mamtaming the 
several functional divisions of electi ic utility plant 
As such expenses possess considerably more signifi- 
cance when 1 elated to the physical characteristics of 
the respective functional divisions of plant, lefcrcnco 
may be made here to Section VII, Physical Quanti- 
ties, which piosents uiformation on generating sta- 
tions, energy generated and pin chased, transmission 
Imes and substations, and distribution systems 
In table 11 is shown a condensed statement of the 
combmed electric operating expenses of the coni- 
anies included m the compilation. Oortam ratios 
ased on data contamed in the statomont aio shown 
in table 12 As a matter of interest certain average 
unit costs are also shown m the statement. PIow- 
ever, since those over-all averages reflect composite 
costs of operating individual iitilit}?- systems havmg 
widely divergent physical characteristics and oporat- 
mg conditions, they should not be considered as 
criteria to be applied in any particular case 
As mdicated in the statement, the total electric 
operating expenses of the companies aggregated 
$2,327,226,442 or 55 8 percent of electric operating 
revenues Mamtcnance charges constituted $293,- 
652,893 or 12.5 percent of those expenses and were 
equal to 6 9 percent of electric operating revenues 
As previously stated, depreciation and related 
charges amounted to $358,831,470 or 8.6 percent of 
electric operating revenues Depreciation and mam- 
tenaiice charges, therefore, aggregated $652,484,363 
and the composite ratio of such charges to operating 
revenues was 15 5 percent. 

Production expenses, which constituto the most 
important gronp of operating expenses, amounted 
to $1,431,779,965 representmg 61.5 percent or more 
than one-half of the total Production mamtcnance 
charges aggregated $124,608,409 or 8 7 percent of 


total pioduction expenses Total production ex- 
penses, mcludmg purchased power, averaged 5 70 
mills per kilowatt-hour sold 

Expenses for steam power, the most important 
group of production expenses, amounted to $1,003,- 
487,622 or 70 0 percent of total production expenses 
Fuel cost of $766,064,240 accounted for 76.3 percent 
of total steam power production expenses Cost of 
maintenance of steam production plant constituted 
$109,488,838 or 10.9 percent of steam power pro- 
duction expenses Hydraulic power production ex- 
penses accounted for 3 2 percent of the total produc- 
tion expenses and aggregated $45,589,700 of which 
amount mamtenance charges constituted $12,797,674 

Table 11. — Privately owned class A and class B electric utilities 
in the United States 

conirosiTE electric operating expenses, year 
ENDED DEO 31, 1918 


Item 

Amount 

Percent 
of total 
expenses 

Percent 

of 

lovenucs 

Pioduction expense'! 

Steam power 

Opoi.itlon 

Fuel - 

$7{)0, 0(14, 240 
130, 303, 419 

32 9 

6 (i 

18 4 

3 1 

Other 

Total operation 

806, 457, 059 
109, 488, 838 
(2, 468, 875) 

38 6 

4 7 
( 1) 

21 5 

2 0 
( 1) 

Maiiiteiiaiico 

Mlscolluiieous 

Total pioduction expenses, steam 
power... 

1. 003, 487, 022 

43 1 

24 0 

Ilydrnulic power 

Operation. 

22, 232, 032 
12, 707, 574 
10, 569, 494 

1 0 

6 

5 

6 

3 

3 

IVfalntoiiuncG - 

Mlscolliineous. 

Total iiroduction expouses, hy- 
diaulic power - 

46, 680, 700 

2.0 

1 1 

lulonial combustion ouglno power 
Operation. 

Fuel ! 

6, 692, 832 
3, 693, 902 

■ 

2 

1 

Other 

Total operation 

10, 280, 734 
2, 321, 997 
41, 141 


3 

.0 

0 

Maliitonancol 

Mlscelluiioous 

Total production expenses, inter- 
nal combustion engine power, ._ 

12, 640, 872 

■H 

3 

Purchased power 

362, .307, 036 
18, 945, 080 
1, 760, 898 
(2, 961, 142); 

16 1 

S 

1 

( 1) 

8 6 

5 

.0 

( 1) 

Intorcliango power 

Ot.imr protliiotion oxponans _ 

Joint expenses, not..’. 

Total production expenses 

1,431,770,935 

61 6 j 

34 3 


6 70 
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Table 1 1 — Privately owned class A and class B electric utilities 
in the United States — Continued 




Percent 

1 

' Percent 

Item 

Amoimt 

of total 

of 



expenses 

revenues 

Transmission expenses 




Operation — 

$33. 386, 439 

1 5 

0 8 

Maintenance - — 

24, 334, 573 

1 0 

6 

Miscellaneous - 

6, 671, 113 

3 

2 

Total transmission expenses.. 

64, 292, 125 

2 8 

1 6 


0 26 



Distribution expenses 




Operation 

210, 188, 221 

9 0 

5 0 

Mamtenance 

134, 939, 196 

5 8 

3 2 

Miscellaneous - 

18, 746, 100 

8 

5 

Total distribution expenses 

363, 873, S17 

15 6 

8 7 

Dollars per customer. — 

11 30 



Customers’ accounting and coUectmg ex- 




penses - 

137, 609, 853 

£ Q 

3 3 


4 27 



Sales promotion expenses 

67, 630, 340 

, 2 9 

1 6 

Admimstrative and general expenses 




Mamtenance of general property 

9, 770, 714 

4 

2 

Other admmistrative and general 




expenses 

262, 369, 928 

10 9i 

6 1 

Total administrative and general 




expenses 

262, 140, 642 

11 3 

6 3 

Total electric opeiatiag expenses 

2, 327, 226, 442 

100 0 

66 8 


or 28 1 percent Internal combustion engine power 
production expenses were $12,649j872 or 0 9 percent 
of total production expenses. 

Cost of purchased power amounted to $352,307,935 
or 24 6 percent of total production expenses It will 
be seen that purchased power was the second largest 
item of production expenses, however, it may be 
noted that this item consists largely of mtercorporate 
purchases, thus giving rise to duplication m the 
composite production expenses of the reporting 
companies 

The expenses of operating and maintaining the 
transmission facilities of utility systems are, m gen- 
eral, relatively small as compared to the costs of 
production The companies included in the compila- 
tion reported transmission expenses for the year 1948 
aggregating $64,292,125 representmg an over-all 
ratio of 4 5 percent to total production expenses. A 
substantial proportion of transmission expenses is 
represented by the costs of mamtaimng transmission 
facilities, as indicated by the fact that maintenance 


charges applicable to such facilities for the year 1948 
amounted to $24,334,573 equal to 37 9 percent of the 
total transmission expenses of the reportmg com- 
pames The above total of transmission e:^enses 
constituted only 2 8 percent of total operating ex- 
penses, and the over-all average amount of transmis- 
sion expenses per lolowatt-hour sold was 0 26 mills 

Distribution expenses, which constitute the second 
largest operating expense group, amounted to $363,- 
873,517 or 15 6 percent of the total expenses of the 
reportmg companies for the year 1948 As in the 
case of transmission expenses, a substantial propor- 
tion of distribution expenses, 37.1 percent, is repre- 
sented by the cost of mamtainmg distribution facih- 
ties By relating distribution expenses to the aver- 
age number of customers served, it is found that the 
over-all average expense per customer was $11 30 
The aggregate of transmission and distribution oper- 
ating expenses was $428,165,642. Thus the operating 
expenses attendmg delivery of power constituted an 
amount equivalent to 29 9 percent of the expense of 
production 

Customers' accounting and coUectmg expenses of 
the compames included in the compilation amounted 
to $137,509,853. These expenses, which mclude 
meter reading, collecting, customers' billing and 
accounting, and uncollectible accounts, amounted to 
3 3 pel cent of total operatmg revenues, and 5 9 per- 
cent of total operating expenses. The over-aU aver- 
age amount of such expenses per customer was $4 27. 
Sales promotion expenses, which mclude demonstra- 
tion, advertising, and other sales expenses, accounted 
for 1 6 percent of total operating revenues and 2.9 
percent of total operating expenses 

Administrative and general expenses reported for 
the year 1948 amounted to $262,140,642 and equal 
113 percent of total operatmg expenses This classi- 
fication, which represents the third largest group of 
operating expenses, includes salaries and expenses 
of general officers, executives, and other general 
office employees, general office supplies and expenses, 
management and supervision fees and expenses, legal 
services, msurance, maintenance of general property, 
and other miscellaneous expenses. The ratio of such 
expenses to total operatmg revenues of the reporting 
compames for the year 1948 was 6 3 percent. 

For purposes of comparison, electric operating 
expenses ratios for the years 1938 through 1948 are 
presented m table 12 


842507 — 49 — —2 
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Table 12 — Electric operating expense relationships 



Years ended Dec 31— 

Eelationship 

1948 

1947 

1946 

1946 

1944 

1943 

1942 

1941 

1940 

1939 

1938 


66 8 

52 8 

48 2 

46 8 

45 8 

44 3 

42 8 

42 9 

42 2 

42 1 

42 9 

Total maintenaBce charges 

12 6 

13 1 

13 1 

13 4 

12 8 

11 6 

11 4 

11 6 

12 1 

12 2 

12 6 
5 4 


1 6 9 

6 9 

6 3 

6 1 

6 9 

6 1 

4 9 

4 9 

5 1 

6 1 

Tot^'^raatatenanc™ and ^depreciation charges perccnl; of operating 

16 6 

16 9 

16 9 

16 1 

15 8 

1 

15 2 ^ 

15 3 

15 4 

15 7 

16 8 

16 7 

Production e'cpenses 

34 3 

31 0 

28 7 

26 4 

27 1 

25 6 

23 4 

22 7 

20 6 

3 68 

19 8 

3 69 

19 4 
3 65 


5 70 

4 99 

4 36 

4 11 

4 08 

3 80 

3 68 

3 73 

Transmission expenses 

1 6 

1 6 

1 6 

1 6 

1 6 

1 5 

1 6 

1 4 

1 4 

1 4 
26 

1 6 
29 


26 

28 

27 

24 

22 

23 

23 

23 

24 

Distribution expenses 

8 7 

8 7 

8 4 

7 4 

7 1 

7 1 

7 3 

7 6 

8 1 
$7 05 

8 3 
$7 69 

8 6 
$7 76 


$11 30 

$10 47 

$0 37 

$8 33 

$8 04 

$7 69 

$7 47 

$7 61 

Customers’ accounting and collecting expenses 

3 3 

3 3 

3 3 

3 0 

2 9 

3 0 

3 2 

3 3 

3 6 
$3 36 
2 2 

3 7 
$3 42 
2 3 

3 9 
$3 60 
2 6 


$4 27 

$4 01 

$3 73 

$3 38 

$3 29 

$3 32 

$3 31 

$3 31 


1 6 

1 7 

1 6 

1 2 

1 1 

1 1 

1 4 

1 9 

Administrative and geneial expenses percent of operating revenues.. 

6 3 

6 6 

6 6 

6 3 

6 1 

6 0 

6 0 

6 0 

6 3 

0 6 

6 9 


Figure 7 


ELECTRIC OPERATING EXPENSES 
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Table 13 — Electnc operating revenue deductions 
[Thousands of dollars] 



Electric operating expenses 

Provision 
for de- 
preciation 

Taxes 

charged 

to 

electric 

operations 

Total 

dedufitions 

Year 

Produc- 

tion 

Transmis- 

sion 

DistriPu- 

tion 

Customers 

accountmg 

and 

collecting 

Sales 

promotion 

Adminis- 

trative 

and 

general 

(Mainte- 

nance)! 

Total 

from 

electric 

operatmg 

revenues 

1937... 

$436, 746 

$35, 926 

$176, 034 

$82, 642 

$65, 081 

$142, 301 

$(117, 690) 

$928, 629 

$212, 865 

$306, 427 
319, 122 

$1, 446, 921 
1,472 916 
1, 643, 667 
1, 666, 985 

1, 011, 943 

2, 084, 163 
2, 282, 252 
2, 388, 963 
2, 408, 569 
2, 629, 010 
2, 937, 227 
3, 388, 112 

1938 

420, 823 

33,655 

187, 357 

84,628 

84,942 

63,678 

160, 211 

die, 070) 

930, 262 

223, 641 

1939 

450; 326 

32, 102 

188, 350 

61, 386 

160, 179 

dl6, 499) 

967, 284 

243, 178 

343, 195 
397, 400 
612, 029 

1940 

494, 904 

33, 482 

195, 098 

85, 513 

62,426 

161, 677 

(122, 144) 

1, 013, 189 

256, 306 

1941 

694, 617 

36,214 

199, 934 

86, S9Q 

60,426 

166, 820 

(129, 220) 

1,126, 001 

274, 013 

1942 

645, 176 

40, 200 

202, 487 

89,744 

38, 406 

166, 725 

(135, 274) 

1, 181, 738 

1, 315, 210 

285, 809 

616, 606 
668, 697 
663, 105 
639, 096 
626,027 
651,286 
702,054 

1943 

768,449 

44,992 

208, 383 

90,011 

33, 899 

179, 471 

(161, 040) 

300, 446 

1944 

843, 408 

45, 669 

221, 338 

90, 694 

34, 562 

187, 688 

d82, 232) 

1, 423, 149 

312, 709 

1945.., 

836, 897 

48, 869 

234, 490 

96, 267 

39, 035 

199, 051 

(195, 514) 

1, 453, 616 


194ft 

879,877 

63,914 

273, 663 

108, 991 

62, 976 

216, 089 

(207, 236) 

1, 586, 499 

317, 484 

1947 

1, 147,685 

59, 482 

320, 810 

122, 958 

62, 505 

240, 304 

(256, 989) 

1, 953, 744 

332, 197 
368, 832 

1948 

1, 431,780 

64, 292 

383, 873 

137, 610 

67, 630 

262, 141 

(293, 653) 

2, 327, 226 











1 Total maintenance, amount included in functional account groups 

UTILITY PLANT 

Section VI provides for detailed statements of 
utility plant; as of December 31, 1948, for each, 
company mcluded m tbe compilation As with. 
Section V, Electric Operatmg Expenses, this Section 
of the report has been expanded to mclude con- 
siderably more plant detail than was shown m 
previous editions 

It Will be seen that the schedules in this section 
provide for a departmental statement of balances m 
plant accounts, by ma]or classifications, for electric, 
gas, and other utility departments and for a detailed 
statement according to functional groups of com- 
bmed electnc utility plant in service and in the 
process of reclassification. The amount of utdity 
plant which was not classified according to utility 
departments, as of December 31, 1948, is shown at 
Ime 34 as unclassified and undistributed while 
balances of electric plant which were not classified 
accordmg to functions are shown at Ime 104 and 
appropriately footnoted Additions and retirements 
of electric plant accordmg to functional classifications 
are also shown 

PHYSICAL QUANTITIES 

The items contamed in the schedules in section 
VII are designed to classify and to express quantita- 
tively the prmcipal physical characteristics of the 
electnc utility facilities in respect of which there are 
presented in the precedmg sections of the report 
details of operatmg revenues, operating expenses, 

and plant mvestment. ^ t 

The schedules provide for the classification ot 
each company's generating stations accordmg to 


Table 14 — Privately owned class A and class B electric utilities 
in the United States 


GENERATING STATIONS DEO 31, 1048 


i 

Installed 

capacity 

(kilowatts) 

Number 

of 

plants 

Steam plants 

34,505 
52, 336 
286,915 
797,030 
2,072,466 
2,094,642 

2, 708, 701 
4,320,690 
' 23,106,517 

57 

33 

78 

104 

122 

62 

64 

66 

106 

1 nni tr> 9,nnfi inlowatts _. .. 







Over 100 , 000 ’ kiiowatts 

Total steam plants - 

35,473,701 

670 

Hydraulic plants 

167,068 
223,832 
658,772 
754,650 
1,419,793 
1,049, 818 
1, 682, 485 
1, 306, 620 
1,860,200 

395 

149 

166 

102 

85 

33 

33 

17 

12 








Over 100,000 kilowatts. — 

Total hydraulic plants 

9,002,038 

991 

Intemal-comhustioii engine plants 

48, 686 
60,097 

1 147,935 

1 175, 986 

74, 693 

316 

80 

98 

68 

10 




Over 6,000 kilowatts - — — 

Total internal-combustion engine plants 

507,297 

462 


44, 983,036 

2,123 



type of prune mover and accordmg to installed 
capacity, the latter classification permittmg observa- 
tion of the capacity of individual generating plants 
withm narrow limits The amount of energy 
generated hy each type of prime mover is also 
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shown, as well as the amount of energy purchased 
and mterchanged. 

Transmission lines are classified according to volt- 
age and type of supporting structure The length 
01 Ime IS reported in structure and circuit miles for 
steel- tower lines Substation capacity is classified 
according to functional character, i. e , transmission 
or distribution. Distribution systems are described 
in terms of length of overhead lines m both pole and 
■wire miles, underground lines in cable miles, number 
and capacity of Ime transformers, number of meters 
on customers^ premises, and total number of meters 
Information on street lighting and signal equipment 
is also shown 

The combined installed generating capacity and 
the combined energy account of the compames in- 
cluded m the compilation are shown in tables 14 and 
15, respectively. 


Table 15. — Pnvaiely owned class A and class B electric utilities 
in the United States 

ELECTRIC ENERGY ACCOUNT, YEAR ENDED DEC 31, 1948 


[Thousands of Eilowatt-hours] 



Amount 

Generation (excluding station use) 

183, 632, 561 
46, 738, 467 
i 776, 816 

Hydraulic .. _ 

Internal combustion engluo 


230, 047, 834 
61, 062, 872 
13,842,314 

Purchases. - 


Total energy generated, purchased, and mterchangod 

294,963, 020 

203, 018, 136 
48, 766, 617 
11, 601, 783 

1, 428, 361 
30, 148, 223 



Used by company'Cexcluding station use) and furnished without 

Lossesf .. 




COMPOSITE FINANCIAL STATEMENTS 1988 THROUGH 1948 


On this and the following four pages are shown 
composite statements of the balance sheet, income 
account, electric operating revenues, electric operat- 
ing expenses, and electric energy account of the class 
A and class B privately owned electric utilities in the 
Umted States for the years 1938 through 1948 
Mergers, consolidations, and sales of properties to 


public authorities involving companies included in 
the annual compilations together with the addition 
of companies from time to time for which no adjust- 
ments have been made, exercise a limited effect upon 
the year-to-year comparability of the data contained 
in the statements 


Privately Owned Class A and Class B Electric Utilities in the United States 
COMPOSITE BALANCE SHEET 

[Thousands of dollars] 



1948 

1947 

1946 

1946 

1944 

1943 

1942 

1941 

1940 

1939 

1938 

ASSETS AND OTHEB. DEBITS 

Electric utility plant 

$15, 214, 579 
2,082,065 
479,939 

$13,610,718 

1,964,260 

464,053 





47Q 

$11 671,392 
1,736, 928 
1,9 28,473 

■ 

$10,146,979 
1,618, 143 
2,349, 673 

$9,836,126 

1,542,361 

2,669,542 

Other utility plant 


Unclasslfled' utUity plant. 

689, 189 





Total utility plant 

17, 766, 583 

3, 860,085 

16, 029,031 

3, 671,634 

14 951,666 

3,327,361 

B 

14.764,097 

2,821,973 

14,843,649 

2,657,240 

14, 848, 281 

2,306,144 

14,736,793 

2 096, 412 

14,406,987 

1,912, 974 

14,114,696 

1,762,387 

14,048 019 

1,629,182 

Reserves for depreciation and. amor- 
tization 

Total utility plant less reserves 
Utility plant adjustmenla— - 

13, 897,498 
1 1, 079 
1 977, 288 
1 177, 274 

12, 467.397 

886, 619 
209,446 

11, 624,205 
(^) 

876, 926 
189, 890 

11,426,863 

(0 

884, 609 
204,934 

11,932,124 

(P 

1,073,576 

223,861 

12,286,409 

(=) 

1,030,676 

259,243 

12, 542, 137 
(2) 

1,098,369 

221,697 

12 640,381 
(2) 

1,140,726 
189, 248 

11 

H 

■ 

invcstnaentsln associated companies 
Other investments and funds 

Total Investment and fund 
accounts 

1 1, 154, 562 

449, 601 
130, 688 
343, 108 
1 406, C90 
693, 333 
61, 986 

1 095, 966 

1,066,816 

1,080,443 

1,297,427 

1,289,818 

1,319,056 

1,320 974 

1,380,403 

1,420, 800 

1,468,409 

Cash and working funds 

440, 971 
121,612 
310,749 
338, 699 
476,306 
98 271 

486,682 
88, 127 
460,965 
323,103 
310,993 
66,962 

HI 

H 

544,417 

95,008 

394,204 

286.246 

214.247 
48,816 

407,109 

74,321 

264,282 

303,437 

248,609 

66,885 

408, 287 
79,724 
85,373 
336.610 
251,972 
65,241 

421, 071 
69, 646 
82, 364 
301,302 
181,736 
66,794 

m 

■1 

Special deposits 

Temporary cash investments 

Notes and accounts receivable 

Materials and supplies 

Other current and'aecrued assets 

Total current and accrued 
assets 

1, 085,206 

1, 786, 508 

1,726,732 

1,695,721 

1,679,038 

1,582,936 

1,364, 733 

1,217,207 

1,122,902 

1,041, 676 

1,083, 709 

Unamortizod debt discount and ex- 
nonSQ_ ^ _ .. ... 

134, 331 
03, 128 

■ 


■ 

H 

270,460 

63,164 

301,044 

83,001 

327, 623 
93, 660 

BB 

410, 695 
02. 140 

401, 623 
96, 618 



227,469 
34, 789 

266, 614 
32,683 

253,687 

34,389 


297,048 

37,334 

333,624 

31,896 

384,946 

36,561 

421,283 

42,068 

479,831 

44,616 

602, 836 
47, 339 

498,041 

44,466 


46,330 

67,054 

60,293 

66,864 

66,847 

64,905 


60, 217 

67, 646 

62, 318 

77, 974 


17, 346, 923 



14,668,323 


16,679,688 




16, 417, 276 

16,691,435 

$4, 225, 670 
2, 178, 701 
186, 712 

$3, 949, 270 
2, 121, 717 
162, 073 


$3,879, 314 
2,071, 133 
111,815 

$4,124,248 
2, 146, 900 
108, 016 


$4,361, 848 
2,136,334 
109, 724 







Total capital stock 





6,380,064 

6,461,968 




6,483, 22C 

6,486,921 

Oanltal surnlns^^ 

376, 182 
1, 036, 741 


429,016 
833, 428 

239,439 
766, 622 

237,976 
866, 403 

252,421 

845,230 

197, 714 
863, 020 

253,166 
868, 210 

IM 

219, 631 
811, 140 

236,631 
787, 768 


Total surplus 






1,097,661 

1,060,743 

1,121, 376 

1, 117,260 

1,030, 771 

1,024,399 

Total capital stock and sur- 
plus 


7,616,733 
6. 129,842 
471, 687 

7, 201, 600 
5, 746,344 
404, 309 

7,067,223 
5,762,628 
378, 926 


7,669,609 

6,214,779 

372,676 

7, 657, 649 
6,369,686 
393, 926 

B 

^1' 

7,613,997 
6,469, 969 
601, 432 

7,510,320 

6,603,207 

467,126 

Bonds - 

other Inncr.tnrm debt _ 


7, 718, 669 
644,490 
65, 231 
641, 666 
108,313 

II 

6, 149, 653 
262, 444 
68, 596 
696, 820 
86, 668 

0,141,463 

187,483 

65,882 

690,285 

131,180 

H 

6, 687,464 

176,191 
63 764 
646,929 
110,716 

6,763, 612 
196, 577 
56, 162 
677, 034 
80, 281 


6, 806, 460 
146, 304 
67, 141 
345, 726 
143,777 







1,359,690 
112, 430 

100,460 

64,668 

1, 203, 602 
118,173 

198,328 

48, 866 

1,003,428 

111,931 

243, 744 

46, 766 

I 

969,763 

99,197 

304,473 

64, 694 

986,699 

93,664 

299,738 

62, 624 

908,044 
86, 629 

247,634 

60,361 

807,692 

71,881 

216, 012 

46,664 

■ 

665, 160 
41,562 

194, 960 

40, 206 

760,419 

36,473 

197, 710 

37,180 

Deferred credits 


Oontributions in aid of construc- 
tion 

Total liabilities and othox 
credits 

17, 346, 923 

16,686,021 

14,756,122 

14,608,323 

16,299,818 

16,679,688 

16,703,819 

15,698,130 

16,579,209 

16,417,276 

16,691,436 



J Less reserves v-vt 

3 Included with utility plant 
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Pkivatelt Owned Class A and Class B Electric Utilities in the United States 
COMPOSITE INCOME ACCOUNT 

[Tiiousanda of dolBrs] 

1948 1947 1946 1045 1944 1943 1942 1941 1040 1939 1938 


— - H 167, 286 $3, 697, 898 $3, 292, 696 $3, 171, 457 $3, 107 , 039 $2,970,711 $2, 750,565 $2,621,480 $2,403, 712 $2,271,381 $2,108,670 

Ooeratine expenses - 2,327,226 1,953,744 1,685,499 1,453,615 1,423,149 1,315,210 1,181,738 1,^5.001 1.013,189 067,284 030,252 

SSation^™d amUrtizadonr..^ - 368,832 332,197 317,484 316,868 312,709 300,446 286,809 274,913 266,300 243,178 223,641 

Taxes Tederal taxes on income 301,703'! 551286 626 027 639,096 663,105 666,597 616,606 612,029 397,400 343,195 319,122 

Other taxes 400, 361 J ’ ’ ; 

Total operating revenue deductions 3, 388, 112 2,937,227 2,529,010 2, 408, 569 2,388,063 2, 282, 252 2, 084, 153 1, 911, 913 1 , 666, 985 1 , 643, 057 1 , 472, 915 

fet operating revenues 779,173 760,671 763,686 762,888 718,976 688,469 675,403 709,537 736, g7 727,704 695,755 

Qcome from electric plant leased to others-- 6,196 4,624 4,762 4,760 4,854 6, 963 6, 762 7,103 7,625 7,512 7 , 2tfl 

llectrlc utility operating Income 784,368 705,195 768,438 767,638 723,830 604,422 682,164 716,940 744,352 735,210 703,046 

IpwSgTvSsl”!-™!--- 062.869 593,106 622,439 610.080 506,633 493,718 456,925 407,950 392.891 375.811 379.862 


Net operating revenues 

Income from electric plant leased to others-. 

Electric utility operating Income 

Other utility operating Income 

Operating revenues 

Operating expenses 

Depreciation and amortization... 

Taxes Tederal taxes on income 

Other taxes — 

Total operating revenues deductions 

Net operating revenues 

Income fiom other utility plant leased to 
others.. 

Other utDity operating income 

Total utility operating Income 

Operating revenues 

Operating expenses 

Depreciation and amortization — 

Taxes Federal taxes on income.. 

Other taxes 


498,623 428,667 350,359 

44, 242 43, 883 42, 899 

55; 903 } 70,460 68,619 

617, 464 643, 010 461, 877 

45, 416 50,T6G 60, 562 


326.605 317,770 304,808 279,418 25.3,809 244,204 234,449 247,080 

j / f>nn Oil nOA on woo O/. rtin QK 'TcrT 


446,165 445,048 429,706 396,622 355, 546 332, 230 317, 263 


4,830,164 4,291,005 3,815,136 3,681,643 3,014,672 3,464,429 3, 210, 480 1 3,029, 430 1 2,700,603 2,047,172 2,548,632 


2, 825, 849 
403, 0741 
320, 389: 
460, 254] 


2,382,411 
376, 081 

} 721,746 


1,936,868 
360, 383 


1, 780, 220 
369, 470 

711 035 


1, 740, 919 
360, 388 


1, 620, 017 
344, 724 

747, 217 


1, 461, 156 
320, 438 


1, 378, 811 
313, 637 

575, 041 


1, 267, 394 
293, 817 


1, 101, 734 
279, 707 


1, 177, 333 
259, 297 

365, 584 


Total operating revenue deductions 4,006,606 3,480,238 2,990,887 2,863,734 2,834,011 2,711,968 2,470,376 2, 207, 489 1, OOP, 215 1, 800, 921 1, 802, 214 


Net operating revenues 

Income from utility plant leased to others. 

Total utility operating income 

Other income 

Gross Income 

Income deductions 

Interest on long term debt 

Amortization of debt discount and oyienso. 
Amortization of promlum on debt— Oi edit. 
Intorest charged to construction— Oredlt... 
Other income deductions 

Total income deductions 

Net income 

Dividend nppropilatious, profeiTod stock 
Dividend appropriations, common stock. 


700, 667 


882, 710 


211, 798 190, 610 192, 010 

17,421 20,019 19,715 

2,002 2,839 2,788 

28,410 15,411 0,019 

40,896 47,143 50,576 

238, 743 240,028 253, 403 

05Gj808 042, 082 037, 620 

98,207 90,^90 105^ 

394,849 397,867 362,930 


335, 017 315, 857 

600, 781 601, 625 

TlO, 710 IH^ 
280, 883 286, 702 


.312, 1523 300, 012 325, 373 

IbO, 878 620, 037 647, 604 

"l28^ 12^004 123, 428 

270,227 310,000 323,080 


277, 60.5 284, 085 
21, 870 20, 372 


329, 020 333, 478 

634, 708 487,217 

I 23 , 8;U ' r22, 084 
320,146 294,940 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOE YEAR ENDED DECEMBER 31, 1948 


Priyatbly Owned Class A and Class B Electric Utilities in the United States 
COMPOSITE ELECTRIC OPERATING REVENUES, CUSTOMERS, AND SALES 



1948 

1947 

1946 

1946 

1944 

1943 

1942 

1941 

1940 

1939 

1938 

Number of customers (thousands) 

Residential or domestic 

Rural— 

Commercial and industrial 

Public street and highway lighting 

Other public authorities . 

Railroads and railways 

Interdepartmental 

Others — . 

Total ultimate consumers 

Other electric utitilities 

Total customers 

Kilowatt-hour sales (millions) 

Residential or domestic 

Rural— - 

Commerlcal and industrial 

Public street and highway hghting 

Other public authorities 

Railroads and railways 

Interdepartmental 

Other 

Total sales to ultimate consumers..., 

Other electric utihties .. 

Total kilowatt-hour sales 

Revenues (thousands of dollars) 

Residential or domestic 

Rural - 

Commercial and mdustrial 

Public street and higway lighting 

Other public authorities 

Railroads and railways. 

Interdepartmental 

Others 

Total lovenuos from ultimate consumers 
Other oloctnc utilities 

Total revenues from sales of electric en- 
ergy 

Other oloctnc revenues 

26, 894 
1,762 
4,421 
26 
92 

(0 

« 3 

24, 664 
1,620 
4,230 
23 
87 

(1) 

(0 

3 

23, 669 
1,452 
3,968 
22 
80 

(1) 

3 

22, 962 
1, 362 
3,733 
22 
80 

8 

3 

22,493 

1,300 

3,632 

22 

81 

8 

3 

22, 097 
1, 302 
3, 694 
21 
77 
(D 

« 3 

21, 960 
1,292 
3,747 
21 
76 

8 

4 

21, 143 
1, 260 
3, 775 
20 
74 

8 

4 

20,448 

1,193 

3,773 

20 

73 

(0 

(0 

4 

19, 789 
1,149 
3,770 
20 
66 

8 

4 

19,423 
928 
3, 691 
20 
61 

(1) 

(D 

4 

32, 197 

3 

30, 627 

3 

29. 194 

3 

28, 142 

3 

27, 631 

3 

27, 094 

3 

27,100 

3 

26,276 

3 

25, 611 

3 

24, 798 

3 

24, 127 
2 

32, 200 

30, 630 

29, 197 

28, 146 

27, 634 

27, 007 

27, 103 



24,801 

24,129 

39, 582 
7, 021 
140,009 
2,023 
5,940 

5, 076 

1, 020 
1,447 

34, 713 

6, 966 
127, 899 
1,881 
5,783 

6, 332 
846 
1,437 

30, 711 
4, 672 
111, 646 
1,778 
5,527 
6, 619 
799 
1,695 

27, 177 
4,059 
116, 472 
1,729 
7,239 
6,667 
906 
12 

24, 936 
3,762 
121, 546 

1, 712 
8,177 
6,715 
904 
61 


21,814 
3,194 
101, 129 
1,679 
4,660 

6, 046 

1, 262 

7 

20,648 

2.724 
90, 669 

1.724 
3,239 

6, 524 
1,075 

24 

18, 960 
2,677 
75, 926 

1, 656 
2,856 
5,426 
911 

9 

17, 359 
2,665 
66, 972 

1, 610 
2,669 
5,363 
721 

65 

16, 286 
2,138 
69,183 
1,594 
2,751 
4,992 
761 
106 

203, 018 
48, 757 

184, 847 
46, 361 

163, 247 
38, 875 

104, 260 
39, 291 

167, 812 
39, 070 

161, 285 
38, 139 

130, 600 
35, 572 

126,527 

33,833 

108, 420 
29, 770 

97, 314 
28,166 

87, 811 
27,443 

251,775 

230, 198 

202,122 

203, 541 

206,882 

199, 424 

176, 262 

159,360 

138, 190 

125, 470 

116, 264 

1,211,861 
153, 602 
2,148,427 
69, 847 
80, 395 
66,197 
4, 275 
2, 734 

1, 090, 767 
134, 222 
1,902,266 
60, 126 
73, 278 
66, 745 
4, 311 
2,937 

1, 010,630 
113, 162 
1,672,823 
64, 784 
72, 264 
63, 724 
4,003 
3,535 

043, 910 
101, 926 
1,632,414 
64,340 
85, 962 
54, 983 
4,680 
342 

890, 426 
04, 858 
1,625,669 
64, 974 
01, 704 
64, 645 

4, 708 
339 

846, 080 
90, 399 
1, 537, 789 
63, 877 
90, 086 
62, 861 

7, 262 
1,303 


■ 

741, 918 
76,351 
1,208, 198 
64,937 
42,475 
43, 926 
5,189 
220 

705, 608 
73, 146 

1, 130, 970 
64,910 
37,684 
43,669 
4,036 
280 

683, 341 
63,404 

1 , 069, 932 
64, 087 
36, 826 
41, 962 
4,669 
230 

3, 727, 338 
388, 223 

3, 329, 661 
321, 944 

2,994,316 

267,982 

2, 888, 646 
246, 705 

2,827,323 

262,369 

2, 689, 656 
236, 366 

2, 496, 866 
220,422 

2, 366, 362 
216, 231 

2, 183, 213 

183,235 


1, 064, 241 
168, 493 

4,116,561 
61, 724 

3, 661, 696 
46, 303 

3,262,297 

40,399 

3, 135,261 
36, 206 

3, 079, 682 
28, 267 

2, 926, 021 
44,690 

2, 716, 288 
43, 267 

2, 681, 683 
39, 897 

2,366,448 
37, 264 

2, 234, 370 
36, 991 

2, 132, 734 
35, 936 

Total electric operating revenues 

4, 167, 285 

3, 097, 898 

3, 292,696 

3,171,467 

3,107,939 

2, 970, 711 

2, 769, 556 

2,621,480 

2,403, 712 

2, 271, 361 

2,168,670 


> Loss than 600 
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STATISTICS OF ELECTRIC UTILITIES IN' THE lESTITED STATES FOR YEAR ENDED DECEMBER 31, 19 48 


Pbivately Otvneb Class A and Class B Electric Utilities in the United States 
COMPOSITE ELECTRIC OPERATING EXPENSES 


[Thousands of dollars] 



1948 

1947 

1946 

1916 

1944 

1943 

1912 

1941 

1940 

1939 

1038 

Production expenses 

Steam power 

Operation 

Fuel 

$7(1(5,064 
130, 393 

$687,012 
113, 669 

$416, 227 
90, 084 

$373, 033 
96, 621 

$394, 870 
88, 318 

$364, 241 
81,086 

$270, 132 
70, 243 

$250,713 
60, 178 

$193, 642 
51,944 

$170,183 
48, 429 

$146, 896 
46, 377 



896, 467 
109, 489 
(2,469) 

700, 681 
96, 683 
(4,818) 

612, 311 
77, 327 
(2,882) 

408, 654 
79, 751 
458 

483, 188 
72, 825 
1,589 

435, 326 
63, 258 
1,446 

346, 376 
44, 776 
8, 192 

mm 

m\ 

218, C12 
33, 240 
6,960 

193, 273 
31, 611 
3, 149 


Miscellaneous 

Total production expenses, steam 
power - 

1.003,487 

792,446 

686, 766 

648, 763 

667, 602 

490, 029 

399, 343 

359, 466 

288, 397 

267, 812 

227, 933 

Hydraulic power 

Operation.. 

22, 233 
12, 798 
10, 659 

20,319 
12, 056 
11,027 

20, 361 
11,287 
9,983 

17,876 
12,033 
10, 618 

18, 836 
10, 293 
10, 683 

19, 867 
7,965 
10, 336 

n 

14, 686 
6, 369 
9,460 

14,064 

6,995 

9,010 

13,152 
6, 986 
8, 698 

IH 

IRiamtenancQ - 

Miscellaneous..- 

Total production expenses, hydraulic 
power 

46, 690 

43,402 

41,636 

40, 426 

39, 711 

38, 148 

34, 067 

30, 604 

29,066 

27, 736 

28, 122 

Internal combustion engine power 
Operation 

Fuel 

6,693 

3,004 

3,712 

2,750 

2,206 

2,193 

1,817 

1,896 


1,666 
1, 713 

1,294 

1,044 

1,380 
1, 668 

m 

1,210 

1,397 

1, 262 
1,309 

Other 

Total operation 

10, 287 
2, 322 
41 

0,462 

1,784 

16 

4,398 

1,306 

3 

3,713 

1,116 

(10) 

3, 671 
1,020 

6 

3,269 

809 

(9) 

2,938 

769 

12 

2,948 

702 

4 

2,710 

731 

10 

2,607 

659 

29 

2, 631 
622 
7 

Maintenance!. 

Miscellaneous 

Total pioduction expenses, internal 
combustion engine power 

12,060 

8, 261 

6,766 

4,819 

4,697 

4, 069 



3, 461 

3,206 

3, 260 

Pui chased power 

362, 308 
18. 946 
1,761 
(2,961) 

288, 471 
17, 304 
897 
(3, 096) 

236, 020 
12,377 
720 
(2,404) 

232, 452 
11, 428 
946 
(1,936) 

HI 

216, 798 
9, 069 
702 
(300) 

200, 742 
6, 957 
887 
(629) 

202, 338 
(119) 
(424) 
(702) 

172, 077 
2, 101 
001 
(788) 

H 

168, 424 
3, 680 
1,048 
(1, 660) 

Interchange powei 

Other production expenses... 

Joint expenses, not..'. 

Total pioduction expenses.. 

1,431,780 

1, 147, 685 

879,877 

830,897 

843, 408 

758, 449 

046, 176 

694, 017 

494, 904 

460, 326 

420, 823 


Mills per kilowatt-hour sold 

6 70 

4 99 

4 36 

4 11 

4 08 

3 80 

3 68 

3 73 

3 68 ’ 

3 69 

Fog 

Transmission expenses 

Opemtlon 

... . 

$33, 387 
24, 334 
0, 671 

$30, 650 
22,414 
6, 618 

$28,293 

18,846 

0,776 

$26, 521 
16,753 
0,605 

fTilffil 

IIKiQn 

$23, 723 
14, 021 
6,318 

$21,017 
13, 460 
5,727 

$18, 306 
12, 215 

6, 034 

$10, 803 
11, 208 

5, 381 

$10, 239 
10, 480 

6, 377 

■ 

Maintenance 

Miscellaneous 

Total transmission expenses 

04, 292 

69, 482 

63,914 

48, 860 

46, GOO 

14, 002 

40, 200 

36,214 

33,482 

32, 102 

33, 056 

Mills por kilowatt-hour sold 

0 26 

0 20 

0 27 

0 24 

0 22 

0 23 

0 23 

0 23 

0 24 

0 20 

0 29 

Distribution expenses 

Operation 

$210, 188 
134, 939 
18, 740 

$188, 632 
114,100 
18, 118 

$104,471 
91, 484 
17,608 

$137, 340 
79, 416 
17, 740 

$127, 218 
76, 700 
17, 420 

$121, 586 
00, 024 
17, 170 

$119,208 
00,108 
17, 171 

$117,4()9 
06, 440 
17,010 

$114,366 
63, 780 
16, 044 

$110, 804 
02, 027 
16, 610 

H 

Maintenance 

Miscellaneous 

Total distribution expenses 

063, 873 

320, 810 

273,653 

234, 406 

221,338 

208, 388 

7 60 

202, 487 

109, 934 

195,098 

188, 360 

187, 367 

Dollars per customer 

11 30 

10 47 

9 37 

8 33 

8 04 

7 47 

Tor 

7 oT 

7 69 


Customers' accounting and collecting oxpenses- 

Dollars per customer 

$137, 610 

$122,968 

$108, 991 


" $00, '694 



$80,^ 

”$85,613" 

$84,942 

$847^8 

4 27 

4 01 

3 73 

3 38 

3 29 

3 32 

3 31 



FiF 

Fgo 

Sales promotion expenses 

$G7, 630 

$02,605 

$62, 975 

$39,0,15 

$34, 662 



$60, 420 


"'iFTFc'" 

$63, 078 

Adininistrativo and general expenses 

1 

Totaladmlnistratiycandgenoi al expenses. 

Total oloctrlo operating expenses 

9, 771 
262, 370 

8, 892 
231,412 

6,020 
209, 1(13 

0,446 
102, 006 

6, 243 
182,316 

4, 473 
174, 008 1 

4,023 

101,702 


4,110 
147, 667 

4,102 

140,077 

3,462 
140, 769 

202, 141 

240, 304 

216, 089 

100, 051 

187, 583 


106,725 

160,820 

liT267ooi~ 

161, 677 

Fois.lH" 

160,170 

160, 211 

2,327,220 

1, 053, 744 

TssmoF" 

^463^016." 

1,423,149 

1, 315, 210 

967, 284 
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XXV 


Privately Owned Class A and Class B Electric Utilities in the United States 
ELECTRIC ENERGY ACCOUNT 

[Millions of kilowatt-hours 



1948 

1947 

1946 

1945 

1944 

1943 

1942 

1941 

[ 1940 

1939 

1938 

Generation (excluding station use) 

Steam ... 

Hydraulic. . . ... ... 

Internal-combustion engine . .. ... .. 

Total generation. ... 

Puichases 

Interchange-in (gross) 

Total energy generated, purchased, and 
interchanged . 

183, 633 
46, 738 
777 

162,809 
46, 194 
69b 

134,015 
47, 613 
466 

132, 652 
48, 679 
432 

143, 681 
43,383 
410 

134, 162 
46, 897 
374 

113,981 

44,334 

325 

106,426 
37, 662 
343 


78, 080 
35, 447 
362 

66, 701 
38, 267 
284 

230, 048 
51,063 
13,842 

209, 699 
47, 555 
13,037 

181, 984 
43, 209 
12,834 

181, 763 
43, 668 
11, 982 

187, 474 
41, 074 
12, 824 

181, 433 
38, 666 
12, 071 

168,640 

36,310 

10,349 

144,331 
36, 804 
8, 321 

126,367 
31, 169 
7,472 

113, 889 
29, 140 
6,277 

104, 262 
27, 667 
6, 201 

294,963 

270, 191 

238,027 

237,413 

241,372 

232, 170 

205,308 

188, 456 

164, 008 

149, 3Q6 

138, 120 


Sales to ultimate consumers 

Sales for resale - 

Interchange-out (gross) 

Used by company (excludmg station use) and 

furnished without charge . 

Losses ... — 


203, 018 
48, 767 
11, b02 

1,428 
30, 148 


184,847 
45, 361 
10, 557 

1, 651 
27,885 

































SECTION I 
BALANCE SHEET 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Balance Sheet 

AlabimA ' 



Alabama Power 

Company 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 


Electric utility pUnt 

Reserves for depreciation and amortization 
Electric utility plant Jess reserves 

Other utility plant 

Reserves for depreciation and amortization 
Other utility plant less reserves 

Total utility plant 

Reserves for deptcaation and amortization 


193,391,913 


1 1 Other physical property less reserve 

12 Investments m assoaated companies less reserve 

13 Other Investments less reserve 

14 Sinking funds 

1 3 Miscellaneous special funds 


17 Cash 

18 Special deposits 

19 Working funds 

20 Temporary cash investments 
Receivables 

21 Notes receivable 

22 Accounts receivable 

23 Receivables from associated companies 

24 Other receivables 

23 Total receivables 

26 Less reserve for uncollectible accounts 

27 Net receivables 

28 Materials and supplies 

29 Prepayments 

30 Other current and accrued assets 


32 Uxuunortized debt discount and expense 

33 Extraordinary property iossds 

34 Preliminary survey and investigation charge 
33 Retirement work in progress 

36 Other work in progress 

37 Clearmit accounts and other deferred debits 


39 I Discount on capital stock 
Capital stock 


Total Capital Stock Discount 


42 Reacquired capital stock 

43 I Reacquired long term debt 

44 



193,391,913 I 16,357,284 



6,877,551 

NR 


5,065,312 

NR 



2,903,249 

1,671.933 



11,942,864 2,848,640 D 8,001,743 560,494 




110,201 
360, 239 
24,672 



2,840,237 
5,661,945 
696 , 010 




A 774,423 

29,296 




75,759 

1 

631.785 


WJfJ ECT l 


1,405,932 
53,015 
72, 124 


5.611 


552,753 

4L.338 


511,415 

1,257,502 

154,749 


lSPkSII 









210,608 
329, 843 
20, 564 




0.692.9 


UAJBILITIES AJ4D OTHER CREDITS 




107,244 

3,037 

61,808 

32,087 

70,364 

2,371d 


61 


Common capital slodc 

Preferred capital stock 

Stock liability for conversion 

Premiums and assessments on capital stock 

Capital stock subscribed 

Installments received on capital stodc 

* 28,762,500 

30,000,000 

Totil apitil stock 


Capital surplus 

B 11.846.248 

Total Surplus 

— HEEaKai 

Bonds 

Receivers certl^cates 

Advances from associated companies 

Miscellaneous Ions term debt 

102,000,000 

5.700.000 


— 1 iWih wi 1 III 


62 Notes payable 

63 Accounts payable 

64 Payables to associated companies 

63 Dividends declared 

66 Customers deposits 

67 Taxes accrued 

68 Interest accrued 

69 Miac and other cuff and accr liab 

70 Total Curjibnt and Accrued LiAiiLmas 


71 Unamortized premium on debt 

72 Cuatoroers advances for construction 

73 I Other deferr^ credits 

74 


75 


Mii.'j.ia’irnimp'i 


Bl 1 Total Uabilitibs and Other Crewts 




204,479 45,592 




t 


720,000 

120,000 

450, 000 


364,380 

180,000 

— 11 1 1 ■ 1 1 I 



494,080 

1,636,838 

151,516 

114.653 


li.l tg.VigVZl l 


38,479 

765.644 


Kaa 


6,813 

580.560 




102,763 

27.445 


1 , 000,000 

1 , 200,000 




343.627 140.093 


5,000,000 

2,500,000 

2,650,000 


i 

319.000 


28, 125 
241,227 
311, 504 
55, 176 
26.606 


iaKJSglltiMJl 


52,500 

135,374 


62,042 
161,088 
45,378 
19 . 559 




fegJgJOSIl 


1,435 1,435 


vatsaat 


NR Nqt REPORTKO 

A Includes *639,763 applicable to redeemed issues 

B. Includes $10, 802,337 restricted as to dividends on common stock 

M2S07 O < 49 - 3 


C Includes *1,216,552 restricted as to dividends on common stock 

D Includes $5,016,945 unclassified and undistributed plant 

E Includes $15, 621 und i str i buted depreciation reserve 
F 1947 DATA 






















































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1548 

Balance Sheet 



Central Ar i 20 n a Light 
AND Power Compant 


Cl T 1 ZENS Utilities 
Company 
(B) 


AMOUNT 

INCREASE OVER 
PREVIOUS VEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 


Tucson Gas, Clectric Light 
AND Power Company, The 


ASSETS AND OTHER DEBITS 





6.777,384 10,307,920 1.594.816 


LIABILITIES AND OTHER CREDITS 


9,823,258 

1.684.755 


3,114,520 

720.035 


401,706 

204,860 

23,231 



302 

6d 

256 









llnAmiittiuil pitmium on dclit 
( iMtwntrs SilMHiM for (Onilruclioii 
Ollier rlcferrci! ircdits 


Iniutantc tcLervt 

In|iirle» And dania^ci teietvc 

employees provident reserve 

Ollier reserves (cxiept reserves sleduttcd ctintrs) 





W aMWMUM I 


20,136o 

554,762 

2,589 

137,017 


mwKSitW'm a 



5,458,000 

1,063.245 


66,136 

88,428 

325,645 

101,460 

140.778 



5 


2,940,000 

1,470, 000 

1,500,000 

1,500, 000 

15,000 

15,000 

—I w n ■ 1 ■ 

nnn 

1 C 1.165.467 

1.134.158D 









4,089 74 
77 



B Report reelects acquisition of BanooR Gas Co , acquired Nov, 29, 1948 
C. Includes ^500,842 restricted as to dividends on common stock 


NR Not reportco 

A. Includes $181,357 applicable to reueeneu issue 








































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1943 

Balance Sheet 


3 



Arkansas-Mi 3S0UR 1 Power 

Arkansas Power 4. Light 


Company 

Company 

fTEM 







INCREASE OVER 


INCREASE OVER 


AMOUNT 

PREVIOUS YEAR 

AMOUNT 

PREVIOUS YEAR 


Arkansas Utilities 
Company 
(B) 


Arklahoma Corporation, 

The 


(c) 


AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 



UABIUTIES AND OTHBR CREDITS 


^6 Common cipitil stock 

47 Preferred capital stock 

4B Stock liability for conversion 
49 Premiums and assessments on capital stock 

30 Capital stock subKcibed 

3 1 Installments received on capital stock 

52 Tola! Capital Stock 

33 Capital surplus 

34 Earned surplus 

35 Total Surplus 


37 Bonds 

38 Receivers certificates 

59 Advances from assodatedoompanies 
i50 Miscellaneous lonn term debt 


d2 Notes payable 

63 Accounts payable 

64 Payables to associated companies 
63 Dividends declared 

66 Customers deposits 

67 Taxes accrued 

68 Interest accrued 

69 Misc and other euxr and ; ' ' 


71 Unamortiaed premium or debt 

72 Customers advances for construction 

73 Other deferred credits 



l8i 1 Total Dabilitihs and Othhk Credits 


1,056 

805,714 

207,759 

597,152 

1,427,088 

3,617,048 

415,060 


136,444 

160,707 

80,000 

165,925 

660,347 

105,829 




24,208 

48,200 

149.529 


75 

000 

75,000 




20 

701 

13,3720 



85,0970 

6 

445 

517 




10 

857 

1,158 




78 

997 

7,5750 

8 

382 

8,382 

12. 

597 

1690 

55 

110 

1,890d 



10.238,829 I 1,946.168 


98.074.776 13.074,665 


A Includes $1,817,014 restricted as to dividends on common stock 
B Not an electric operatino company, electric plant and property leased 
to Arkansas Power 4. Light Co. 


Not an electric operating company, plant and property operated 
UNDER JOINT LEASE BY ARKANSAS PoWER 4. LlGHT Co , OKLAHSMA GAS 4. 
Electric Co , and Southwestern Gas 4, Electric Co 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Balance Sheet 

ArluHttw ] CaCfom^A, 



£]«ctnc utiJ4f plant 

Reserves foi depreciatioD and amortization 
£(ectric utility plant less reserves 

Other utility plant 

Reserves for depieaation and amortization 
Other utility plant less reserves 

Total utility plant 

Reserves for depredatioo and amortization 


1 1 Other physical property less reserve 

12 Investments in assoaated companies less reserve 

13 Other investments less reserve 

14 Siolung funds 

13 Miscellaneous speaal fundi 


17 Cuh 

18 Special deposits 

19 Woilcm^ funds 

20 Temporary cash investments 

Receivables 

21 Notes receivable 

22 Accounts receivable 

23 Receivables from associated companies 

24 Other receivables 

23 Total receivables 

2d Less reserve for uncollectible accounts 

27 Net receivables 

28 Materials and supplies 

29 Prepayments 

30 Other current and accnied assets 


32 Unamortized debt discount and expense 

33 JBxtraordimcy property losses 

34 Preliminary survey and investigation charges 
33 RetireaMtit work in progress 

3d Other worlc in progress 
37 Geartnst accounts and othec deferred debits 


39 Discount on capital stock 

40 I Capitol stock 

41 

42 Reacquired capital stock 

43 I Reacquired Ions term debt 


H 


|43 I Total Amhts and Other D 



C 1 T 1 ZENS ElECTR I C 
Company 

California Electric 

Power Company 

Cal I form ia- 
Utilities 

PAC IF 1 C 
Company 

Coast Counties Gas and 
Electr 1 c Company 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 




0 38,470,287 

2,870,332 

10,178,307 

92' 

m 

c 7 ^ 086 . 455 

22.227 




101,459 H 


IIABILITIBS AND OTHER CREDITS 


Common capital stock 
Preferred capital stock 
Stock liability for conversion 
Premiumf and assessments on capital stock 
Cspital stock subscribed 
InstaUments received on capital stock 
Total Capital Stock 
Capital surpliu 
Earned surplus 
Total Surplus 


Total Capital Stock and Suxplw 


Bonds 

Receivers' certiftates 

Advances from usodated companies 

MUcellancoui Ioaa term debt 




Notes payable 

Accounts payable 

Payables to asiocuted companies 

Dividends deda/ed 

Customers' deposits 

Taxes accrued 

Interest accrued 

Misc and other curr andaccr liab 






7,656,377 


1,550,000 

9,748,150 

1,500,000 

1,435,000 



205,861 




1 

4,620,000 

1,000,000 


3,100,000 



4,250,000 

750,000 

6,210,000 

80,000o 




300,000 

300,000 

500,000 

275,041 

H7,337d 

239,431 

727,389 

310 

71 


45,765 

4,413 

25,284 

287,479 

15,336d 

734,526 

24,014 

SSd 

11,973 



Totai. Lmhiutim OthH Ounm 


Not an Et.i;cTRic opcratimq companyj cleothic plant and prqpirtt 
leased to Arkansas Power 4 Lidht Co 


5,22S9o 71 
13,038 rs 
73 


73 

4,432 75 



Includes i76,932 restricted as to dividends. 

Includes 1888,018 unclassieicd utility plant acquisition 

ADJUSTHENTS 


sss&as; 




















































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 


5 





Pacific Gas and Electric 
Company 

Sah Diego Gas &. Electric 
Company 

Southern California 

Ed I SON Company 

Vallejo Electric Light 

AND Power Company 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASEOVER C 
PREVIOUS YEAR 



1 1 Other pbysjod property less reserve 

12 Investments in usoaated compuiies less reserve 
15 Other investments less reserve 

14 Sinking funds 

13 Miscellineous special funds 


17 Cash 

18 Special deposits 

19 Working funds 

20 Temporary cash investments 
Receivables 

21 Notes receivable 

22 Accounts receivable 

23 Receivables frorP associated companies 

24 Other receivables 

23 Total receivablea 

26 Less reserve for uncollectible accounts 

27 Net receivables 

28 Materials and supplies 

29 Prepayments 

30 Other current and accrued assets 


32 Unamortued debt discount and expense 

33 Rxtraorilmacy property losses 

34 Prehmioaty survey and investigation charges 
33 Retirtonent work in progress 

36 Other work in progress 

37 Clearing accounts and other deferred debits 

38 


39 Discount on capital stock 

40 Capital stock ' 

41 Tom Camtal Stock Discount andJxpbnsb 


II— 'Hill II HI 

25 

477 

099 


292 

509 


95 

295 

9 

974 

460 

in 

•H 

184 

530 


4,280,777 1,511,739 

270,870 1,819d 

27,600 3 55 


72 

1,737,969 




10,087,696 

2,352,955 

45,661 

5,747 

215,097 

48,06Od 

10,000,(X)0 

10,000,000 

14,344 

13,847 

6,589,557 

1,649, 124 


13,673,385 
22,433,142 
3$1, 286 



674,602 

1,738,041 

65,319 

III! Ill III 11 

49.7740 

239,666 

2.9410 

758.465 

724,377 

1,388,634 

130,5270 

1,498,375 

1,555,560 

166,249 

68,260 

19,916 

19,511d 

8,011,109 

13,065,335 

8,158,104 

12.972.8760 

7.799.431 

■ 1 , 578 , 340 . 

49,583,004 

709,769o 

67,653 

3, 1470 

D 7,852,605 


42,630 

8,007 

220,837 

184,397 


42 Reacquired capital stock 

43 I Reacquired lonx term debt 


43 1 Total Assets 


1,072d 27 
4,311 28 
249 29 



LlABaiTIES AND OTHER CREDITS 


Common capital stock 
Preferred apital stock 
Stock liability for conversion 
Premiums and assesamenti on apital stock 
Capital stock subscribed 
Installments received on capital stock 
Total Capital Stock 
Capital surplus 
Earned surplus 
Total Surplus 


188, 509, 475 16, 771, 375 

169, 620, 625 25, 000,000 

8,595,434 300,000 


19,000,000 3,500,000 

7,500,000 

2,526,013 863,650 



Bonds 

Receivers certificates 

Advances from associated companies 

Miscellineous Jons term debt 


Total Long T 




1,696,043 


9,700 

19,990,300 

t 

600,000 

80,000 





Total CusaBNT and Acchuhd uabi 


Unamortixed premium on debt 
Customers advances for construction 
Other deferred credits 




9,471,991 

1,764,230 

1.137.640 


408,250d 

117,452 


33,698 
240, 276 


Iniucuice reserve 

Injuries ind dismget reserve 

Employees provident reserve 

Other leKrves (except reserves deducted contn) 


427,122 

667,405 






84,4760 

l,848o 

155,018 

10,000 






33,698 

27,014 

27.4660 


2,690,270 
975, 140 
301.651 


92,810 

189,237 

4,312,491 


442,653 

44,744 

193.709 



Dauutiu and Othbx CttBorrs 





473,391.596 

71.094.172 

26.000.00Q 

6.QQQ.W 

Miiwii wgia 









1 16,0(X),C»Od 



10,920,878 

680,924 

1,658,072 

546,6860 

7,563,851 

1 1,928,189d 

47,795 

39,833 



214,746 

i 647,4870 

802 

798 

3,770,286 

335,«2 

473,750 

70,000 

1, 684,539 

228,020 



460,505 

25, 5540 

262, 057 

15,906 

640,386 

67,238 

30,455 

992 

24,969,989 

973,647 

2,197,203 

107,159o 

13,646,620 

1,007,829 

69,556 

4,450o 

1,311,971 

186,339 

384,032 

93,406 

2,278,648 

853,272 

1 13,097 

127 




76 

36,932 77 




A. Includes *163,920,875 unclassified and undistributed plant. 
B Includes 120,448,565 applicable to reoeehed issues. 


C Includes *4,351,691 restricted as to dividends 

0 Includes $7,727,016 applicable to redeemed issues 
















































































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Balance Sheet 



Colorado Central Power 
Company 


pRONTiEfl Power Company 


Home Gas and Clectr i c 
Company, The 


Public Service Company 
OF Colorado 



Cuh 

Special deposits 
Working funds 
Temporary cash investments 
Receivables 

Notes receivable 
Accounts receivable 
Receivables from associated companies 
Other receivables 
Total receivables 

Less reserve for uncollectible accounts 
Net receivables 
Materials and supplies 
Prepayments 

Other current and accrued assets 


Total Currhnt and Accrued Assets 


Unamoitiaed debt discount and expense 

Exlraordmacy property losses 

Preliminary survey anil investigation eiiarges 

Retirement work in progress 

Oilier work in progress 

Cleacinc accounts and other deferred debits 





545,280 

369,472 

85, 444 

231,121 

231,121 


3,517 

181 

202 

177,242 

29,528 

105, 529 
4,382 





0 123,087 

94,024 

19,713 

54,8570 

505 


0 99,715 

99,715 

87,018 

3,265 


3,265 

2SlD 

) 80, 589 

3,516 

3 108,009 

8,019d 

4,196 

1,982 




E 2,996,682 

282,7570 

32 



33 

324 

324 

34 

1,196,096 

337,378 

33 

176, 857 

89,929 

36 


LIABILITIES AND OTHER CREDITS 


Common capital stock 
Ay Preferred cipital stock 

Stock liability for conversion 
it9 Prcmluma and assessments on capital stock 

50 Capital stock subscribed 

51 InstaJlmenU received on capital slock 

52 Total Capital Stock 
5D Capital surplus 

54 Earned surplus 
Total Surplus 




NohrJ piiyibU 

Accounti pL/tbte 

Ftytblei to utaclitn) co«p>ni« 

Dividtndt dediied 

Cutlooicni dcpotlli 

T<m« teemed 

Inttfot teemed 

Mik end other eurr tnd iccr lltb 


Total Cuiuunt anp 


Untmorllted premium on debt 
Cuitomen tdvtncct for conttruetton 
Other deferred etedjti 


Total Dtmtiq C»<d 


Contribolloni In il 


Total Uabiutibj and Onut Cmom 


s 


$ 

535,740 

1,650 

700,000 

196, 480 

3,300 



s 


21,616,180 

4, 100 , 040 

22,600,000 

6,600,000 

2,748,740 

2,737,980 



33,541 71 
172,711 7J 


3,018dw 


Includes $4,248,918 unclassified utility plant acquisition 

ADJUSTMENTS 

Applicable to rcoeeheo issues 


A Not seoresated. 

B Total surplus applicable to period prior to Oct 1, 1934 
C. Includes $153,384 restricted as to dividends 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 

OAando I Cbimccticut 


Colondo 

Couacticiil 




Southern Colorado Power 
Company 


Western Colorado Power 
Company, The 


Connecticut Light and 
Power Company, The 


Connecticut Power 
Company, The 

Cc) 


Electnc utility plant 

Reserves for depreciation and amortization 
Electric utility plant less reserves 

Other utility plant 

Reserves for deprecation and amortization 
Other utility plant less reserves. 

Total utility plant 

Reserves for deprecation and amortization 




1 1 Other physical property less reserve 

12 Investments in assocated companies less reserve 

13 Other investments less reserve 

14 Sinking funds 

15 Miscellaneous specal funds 

16 

17 Cash 

18 Special deposits 

19 Working funds 

20 Teraponuy cash investments 
Receivables 

21 Notes receivable 

22 Accounts receivable 

23 Receivables from associated companies 

24 Other receivables 

25 Total receivables 

26 Less reserve for uncollectible accounts 

27 Net receivables 

28 Materials and supplies 

29 Prepayments 

30 Other current and accrued assets 


32 Unamortized debt discount and expense 

33 Extraordmacy property losses 

34 Preliminary survey and investigation charges 
3 9 Retirement work in progress 

36 Other work In progress 

37 Cleaimx accounts and other deferred debits 

38 

39 Discount on capital stock 

40 Capital stock 

41 Total Capital Stock Discount ano Expense 

42 Reacquired capital stock 

43 Reacquired long term debt 


1 43 I Total Assets AND Other Debits 


46 Common capital stock 

47 Preferred capital stock 

48 Stock liability for conversion 

4p Premiums and assessments on capital stock 

50 Capital stock subscribed 

51 Installments received on capital stock 

52 Total Capital Stock 

53 Capital surplus 

54 Earned surplus 

55 Total Surplus 


57 Bonds 

58 Receivers certificates 

5P Advances from associated companies 
60 Miscellaneous long term debt 


62 Notes payable 

63 Accounts payable 

64 Payables to associated companies 

65 Dividends declared 

66 Customers deposits 

67 Taxes accrued 

68 Interest accrued 

6$ Misc and other curr and accr Jlib 


699, 534 
128.007 


16,373,114 

4.456.882 



3,232^341 

320.877 


6.596.973 

1.288.973 



317^207 


370, 207 


352,150 

449,996 

63,298 





118,097,648 








31,959,689 


7,945,472 

2.663,965 





138,350,118 9,375,519 

22.008.349 I 831^640 


39,905,161 3,434,812 7 

10.267.481 I 460,841 8 


ica^a! 



ES@aii 




78,804 
200, 331 
9,344 


1 ^ 913^1 




1,627,181 
1,422,671 
40, 875 


3,231,035 

979 

1.710 


3,125,390 

4,958,974 

181,847 






B 2,520,687 

1.047 

32 

4,633,511 
792'. 160 







5.515.633 1.017.851 138.338,418 2.380.165 


UABrUTIES AND OTHER CREDITS 


* 2,200,000 450,000 * 52,534,075 

25,000,000 




iRBi 


6,000,000 

1.395.505 


w waaigiiii 







IWHSlfrSlltMill 


1,639,891 




41,000,000 

2,450,000 

450,000 







Unamortized premlgm on debt 

Customers advances for construction 

Other deferred credits 

21, 887 
20.516 

6,491 

2.962 

15,655 

5.659 

Total Dbfsrrbp Obditb 

■HHHBESE&Qi 

9.454 

21.315 


75 Insurance reserve 

76 Injuries and damages reserve 

77 Bmployem provident reserve 

78 Other reserves (except reserves deducted contra) 
7$» 


Total liABiLinEs and Othex Credits 








2,000,000 
1, 622,605 
543 
1, 550, 968 
242, 187 
3,990,637 
347,603 


2, 181, 562 
20,018 
12.755 






286, 252d 17 
3,352 18 
38,740d 19 
3,490,740 20 

10,408 21 
17,540d 22 


196,043 

1,421,226 

196,043 

1,078,070 

41,234 

1,421,226 

2,040,087 

39,865 






SRSiRI 




Includes $588, 298 restricted as to dividends 
Includes amounts applicable to redeemed issues 


Report replects acquisition op The Torrinqton Electric Light Co , 
Acou iREO Apr 30, 1947 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 



4 Other Utility plant 

3 Reserves for depreciation and amortization 

(5 Other utility plant less reserves 

7 Total utility plant 

Reserves for depreciation and amortization 


10 Utility plant ad ustments less reserve 


11 Other physical property less reserve 

12 Investments in associated companies less reserve 

13 Other mvestments less reserve 
M Sinlctng funds 

15 MiscelUneous special funds 

16 NHTlWVBSTMtNr AND FUND ACCOUNTS 

17 Cash 

16 Special deposits 

19 Working funds 

20 Temporary cash investments 
Receivables 

21 Nolci receivable 

22 Accounts receivable 

23 Receivables from associsted companies 

24 Other receivables 
23 Total receivables 

26 Less leserve for uncollectible accounts 

27 Net receivables 

2 fi Materials and supplies 

29 Prepayments 

30 Other current and accrued assets 

31 lOT/L CURKCNT AND ACCMlED ASSETS 

32 Unimortized debt discount and expense 

33 Extraordinary property losses 

34 Preliminary survey and mvettigation charges 
33 Retirement work in progress 

36 Other work m progress 

57 Clearing accounts and other deferred debits 

3B Total Defekrbd Dcarra 

39 Discount on capital stock 

40 Capital stock expense — 

41 TatAL Capital Stock Ducount and Expawsu 

42 Heaccjulred capital stock 

43 Reacquired long term debt 

44 Total Rbacquuibd SBCuamas 




Derby Gas amd 
Company, 

Elects ic 

The 

Hartford Electric Light 
Company, T he 

Mystic Power 
The 

Company, 

AMOUNT j 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 1 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 1 

INCREASE OVER 
PREVIOUS YEAR 




(12,641) 

8,3 

73 d 



3,548 

205d 

13,680 

2,0 

55 D 
IOd 

98,360 

22.102 

44,433 

4.940 

33 

56d 


4,026.411 201.231 



5.597.872 55.454 I 4B. 173. 313 


LIABILITIES AND OTHER CREDITS 


250,000 

47 



46 Common capital stock 

47 Preferred capital stock 

46 Stock liability for conversion 

49 Prcmmrai and uscssments on capital stock 

50 Capilat stock subscribed 

51 Imtallmsnts received on capiisl stock 

52 Total Capital Stock 

53 Capital surplus 

54 Bameu surplus 

55 Total Surplus 

56 

37 Bondi 

3B Recelven certilicalei 
3p Advances from usociatcd companies 
60 Misceilineous longderm debt 
i6l 




62 Notes payable 

63 Accounts payable 

64 Payables to associated conpanlei 

65 DiWtJeedi declared 

66 Customers deposits 

67 Taxes acetued 

68 Interestaccnied 

69 Misc wi 0 thee c ute an,d_S/^ |Ub 


71 UnamortUed premium on debt 

72 Customers advances for conHructlon 
73 1 Other deferred 

74 

75 Insurance reaerve 

76 Injuries and damages reserve 

77 Bmployees provident reserve 

78 Other letei^ei (except rese^ deducted Contra) 

79 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 

ConnecoMt I DeliiMri I DiNikt •( Cokakk I riotU* 


Cou Dtl 
D,Cflon<U 


United Illuminating 
C oMPANYj The 



Delaware Power &. Light 
Company 


Potomac Electric Power 
Company 


Tlor IDA Power 
Coro porat ION 


I 


Electric utility plant 

Reserves for depreaibon and amortization 
Electric utility plant less reserves 

Other utility plant 

Reserves for depreaation and amortizatiofi 
Other utility plant less reserves 


1 1 Other physical property less reserve 

12 Investments m assoaated companies less reserve 

13 Other investments less reserve 

14 Sinking funds 

13 Miscellaneous special funds 


ASSETS AND OTHER DEBITS 





42 Reacquired capital stock 

43 I Reacauired lone term dd>t 


46 Common capital stock 

47 Preferred capital stock 

49 Stock liability for conyersion 
49 Premiums and assessments on capital stock 

30 Capital stock subscribed 

3 1 Installments received on capital stock 

32 Total CapIUl Stock 

33 Capital surplus 

34 Earned surplus 

33 Total Surplus 

56 

37 Bonds 

38 Receivers certificates 

39 Advances from associated companies 
60 Miscellaneous [ong term debt 




62 Notes payable 

63 Accounts payable 

64 Payables to associated companies 
63 Dividends declared 

66 Customers deposits 

67 Taxes seemed 

68 Interest accrued 

69 MUc and other curr and aecr litb 


71 Unamortized premium on debt 

72 Customers advances for construction 

73 1 Other deferred crediti^ 

74 


75 Insurance reserve 

76 Injuries and damages reserve 

77 Employees provident reserve 

78 Other reserves fexcept reserves deducted contra) 







9.244.327 

56.925.223 


87.910 

122.297.584 


UABILITIES AND OTHER CREDITS 





t 


9,075,000 

825,000 

7,910,000 

3,910,000 

2,391,690 

550,000 


29,000,000 8,500,000 57 

58 

59 


1, 011,404 

1,430,287d 

969, 662 

1,0O0,000d 

289,727 

101,163 

1,169,635 

86d 

77,622 

692,720 

125,137 

2,183,274 

481,906 

1,404,599 

561,895 

766,666 

225,000 

135,673 

46,502 


— H ■ ■ H yiMWM HUiljl 


575,428 

22,133d 

1,469,572 

58,016d 

392,283 

15,691d 

7,191 

1,101 

94,872 

2,606 

58,479 

100,411d 



45. 159.433 


A Includc? t3, 008,282 restricted as to dividends 
B Includes S222,l76 applicable t« redeemed issues. 


C After $63,027 applied to write off electric plant adjustments. 










































































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 



Tlorida Power &. Light 

Florida Pusl i c 

Utilities 

Gulf Power 

Company 

Tampa Electric Company 1 

Company 

Company 





AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 


3.821,083 515.532 


UADILITIBS AND OTHBR CREDITS 


16.192.498 1.445,213 


6,286.515 Ui 


4j6 Common cipitiJ stock 

47 Preferred cajiitiil slock 

•46 Stock lidbility for conversion 

49 Premtums and assessmenls on capital stock 

30 Capital stock aubscribcej 

31 Installments received on capital stock 

32 Total Capital Stock 

33 Capital surplus 

34 Harned surplus 

33 Total Surplus 

56 Total Capital Stock and SuRfiiia 

37 Bonds 

36 Receivers certificate] 

39 Advanced from uaocuted companies 
60 Miscellaneoul tonff ierm debt 




62 Notes payable 

63 Accounts payable 

64 Payables to ouoclalcd companies 
63 Dividends declared 

66 Customers' deposits 

67 Taxes accrued 
Interest accrued 

Miic and other curr andaccr. lUb 


Insurance reserve 

Injuries and damages reserve 

Employees provident reserve 

Other reserves fexceot reserves deducted contra) 




. TOTM LlABUmH AMP Othsu Cusdits 


* 30,075,902 

4,X0,000 


450, 5X 

10, OX, OX 



6X,0X 



76,000,01X1 11,000,000 






1,673,633 

203,829 






NR Not RtpoRTED. 

A OnlOlNAL COST STUDIES INDIC 4 Tt APPROXIMATELY $10,000,000 MAY BE 
INCLUDIBLE IN ELECTRIC PLANT ACQUISITION ADJUSTMENT#, 

B. Includes $1,058,793 applicable to redeemed issues 

r luntirACa OoCaC b • -rn e . a.. . 






6,560,000 3,895,000 

1,102,600 







125, OX 
198, 630 

12,555 

350,344 

29,625 

7,5Xd 

64,205 

115, 235 

8,378 

176,994 

78,872 

24,463d 

672,914 

11,230 

6,891 

72,457 

10.485 

270 

75, 161 





11,971,493 



13, 500, OX 

6,000,000 


6. OX. OX 

552,670 

223,705 

546,960 

51,183 

720,306 

37,342o 

95,871 

1,639 




756 

2,9 

128 


196 







2,458 

1,3780 

■■■■ilgilHiWMii W'r'Tl 

45,249 

15,196 


7.4BQ 

mUtSsffimivm 







Includes $3,500,000 reserve for amortijation of electric plant 
acquisition ADJUSTMENTS, $2,815,655 RESERVE FOR UTILITY PLANT 
adjustments, and $263,259 reserve for inventory adjustments. 
Includes approximately $136,000 restricted as to dividends on 









































































































11 


STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 



Georgia Power Company 

Georg i a Power 

AND Light 

Savannah Electric and 

Idaho Power 

Company 



Company 

Power Company 



AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 


Eleanc utility plant 

Reserves for depreaation and ansortoation 
Electric utility plant less reserves 

Other utility plant 

Reserves foe deprecuboo and amorUiation 
Other utility plant less reserves 

Total utility plant 

Reserves for depreaatioa and amortizabon 


1 1 Other physical property less reserve 

12 Investmentrin assoaated companies less reserve 

13 Other investments less reserve 

14 Sinking funds 

15 Miscellaneous specul funds 

Id Net Investment and Fund Accounts 

17 Cash 

18 Special deposits 

19 Working funds 

20 Temporary cash investments 
Receivables 

21 Notes receivable 

22 Accounts receivable 

23 Receivables from associated companies 

24 Other receivables 

25 Total receivables 

26 Less reserve for uncollectible accounts 

27 Net receivables 

28 Materials and supplies 

29 Prepayments 

30 Other current and accrued assets 


32 Ununortized debt diKOuat and eicpeose 

33 Extraordinary property losses 

34 Pceliminary survey and investigation charges 
33 Retirement work m progress 

36 Other work in progress 

37 Clearing accounts and other deferred debits 

38 


Total Capital Stock Discount and Expbnsb 


42 I Reacquired capital stock 

43 I Reacquired long term debt 


ASSETS AND OTHER DEBITS 





1,607,649 

762,195 

143,595 

4,985,435 

3,902 

5,001,987 

7,007 



183,590 

2,950 

9.600 



48^204 

26,342d 

2,803,130 

1,592,166 

17 

1, 129,274 

1,128,839 

7,589 


la 

5,030 


33,071 

2, 2730 

19 



2,000,132 

2,000,132 

20 



9, 179 

9,128 

21 

417,536 

53,638 

688,958 

51, 189 

22 





23 

5,7,23 

5.723 

19.324 

19.324 

24 


4,743,225 1,046,145 

8,379,259 1,115,611 

167,062 1,911 


233,093 

154,756 

14,484 


62,184 

33,243d 

3.4870 


375,204 

476,387 

3,897 



25,8960 

34,354 


3,366 



EltriMlI 


239,359,317 24,309,922 6,627,466 499,031 15.770.383 2.570.357 


LIABILITIES AND OTHER CREDITS 



Common capital stock 
Preferred capital stock 
Stock liability for conversion 
Premiums and assessments on capital s 
Capital stock subscribed 
Installments received on capital stock 
Total Capital Stock 
Capital surplus 
Earned surplus 
Total Surplus 




Bonds 

Receivers certificates 

Advances from associated companies 

Miscellaneous long term debt 


liAMvaMIfiWVIIliITni 


49,000,000 12,000,000 

44,843,900 


266, 292 
300,000 


14,000,000 

13,500,000 


3. 000, 000 

1.000. 000 



123,271,000 

106,000 


12,000,000 

32 . 250o 




Notes payable 

Accounts payable 

Payables to associated companies 

Dividends declared 

Customers deposits 

Taxes accrued 

Interest accrued 

Mlsc and other curr and accr liab 

2,586,817 

654,837 

690,619 

488,808 

5,814,878 

1,345,868 

328.735 

578,0390 

23,750 

311 

5,204 

3,610,7860 

78,991 

28.534 

Total Current anp Accrubd Liabilitibs 



Unamortized premium on debt 

Customers advances for construction 

Other deferred credits 

2,709,140 

122,061 

6390 

35,815 

Total OspfiRRBD Credits 

a— w rrnTTW 


Insurance reserve 

Injuries and damages reserve 

Employees' provident reserve 

Other reserves (except reserves deducted contra) 

500,000 

4.507,236 

2.953.756 







Total UABiunai and Othba Crbnts 


24-309.922 



7,658,000 

2, 000, 000 

33,000,000 

10, 000, 000 

3.266.000 




mm mu 

2.000.000 

■■KHililiQIlSlSSI 


438, 146 

14,010o 

2,303,276 

1,133,790 

72,938 

179,353 

105,593 

7,016 

20,890d 

23,148 

84,718 

1,783,219 

179,166 

13,778 
149, 552 
50,000 


17,646d 71 
37,086 72 



Includes $1,523,164 excess of recorded cost over original cost 
or ELECTRIC plant 









































































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Balance Sheet 


Central Illinois 
Electr I c AND Gas Co 



Central Illinois Light 
Company 


Central Illinois Public 
Ser V I cE Company 


Commonwealth Edison 
Company 



A6 Common capital Nock 
^7 Preferred capital stock 

48 Stock liability for eonveraion 

49 Premiuma and aasesamenti on capital itxk 
jO Capital stock uibacrlbed 

) 1 Inatailments received on capital atock 
33 Total Capital Stock 

33 Capital suqslui 

34 Earned surplus 

33 Total Surplus 

36 Total Camtal Stock ano Sua^lus 

37 Bondi 

38 Reccivera' certificitei 

39 Advwcei from asaociited companies 
MIscelUneoua Jonstdenn debt 

61 




NcKa p>)r»bl< 

Accwnti iw^ablc 
Payiblcf to uwcutod co<nfi«nt<« 
Dividtndi dtdutd 
Cuitonm dipotiK 
Tncaounud 
69 I Intcmt Kcnud 
69 I MIk and other curt and teer Uib 


Unanwitlud (iremliuit on debt 

72 I CuttOQWn advancea lor conatiuctlon 

73 I Other deferred credlti 


73 Iniurance reaerve 

76 Injurlea and damages teierve 

77 Emplojrees provident reietee 

78 Other reactvci (except coerves deducted conlia) 

79 


7,200,000 

4,OCX3.000 


49,150,626 1,256,848 102,524,198 


LIABILITIES AND OTHER CREDITS 





8 1 1 Total iMWLntu ans Othii Otutn 


B. lN«LUBCS 41,003,176 RCSTRICTtD AS TO OlVIOtNOa ON COMMON STOCK, 

C. iNCtUDES 44,756,707 UhCLASSiriCO utilvtt mant acquisition adjustment 


Apflicable to redeemed issues. 

Applicable to reoeemco issues} reflects credit por net premium 

RECCIVCO ON SALE Of OUTSTANOINO ISSUE 





































































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 


lUaali 


13 



1 1 Other physioU property leu reserve 

1 2 Investmeoti m usocUted companies less reserve 

13 Other investments less reserve 

14 Sinlcing funds 

15 Miscellaneous special funds 

16 


17 Cash 

18 Special deposits 

19 Working funds 

20 Temporary cash investments 

Receivables 

21 Notes receivable 

22 Accounts receivable 

23 Receivables from associated companies 

24 Other receivables 

23 Total receivables 

26 teas reserve for uncollecbble accounts 

27 Net receivables 

28 Matenals and supplies 

29 Prepayments 

30 Other current and accrued assets. 


32 Unamortized debt discount and expense 

33 Extraordinary property losses 

34 Prelimioa^ survey and investigation charges 
33 Retuemeot ^otk In progress 

3d Other work in progress 
37 Cleacing accounts and other deferred debits 


39 Discount on capital stock 

40 I Capital stock 

41 


A 381>031 


692,019 

14,783 

130.322 


261,766 

2,427 

44,284 



24 

2, 589., 314 
159. 169 

2,436; 

3,747,208 

54,821 

8.636.546 

371,365 

4,804o 
30, 005 D 

1.2S5.602 

C 1,222,051 

20,606 

4,526 

4,217,115 

386 

333.666 

4,302 

287,748 

94 

5 .285o 


■nnoG^l 

269.428 

269.428 





42 Reacquired capital stodc 
45 I Reacquired long term debt 


45 Total Assets AND Othhh DHBtTs 




9,026 

521d 

19,965 



56 

(364) 

3640 

341 


16.422 

3.201 

1.520d 

36.787 


2.406d 


1,658.518 342.2150 1 45 


LIABILITIES AND OTHER CREDITS 


46 Common capital stock 

47 Preferred upttal stock 

48 Stock liability for conversion 

49 Premiums and assessments on capital stock 

50 Capital stock subscribed 

51 Installments received on capital stock 

52 Total Capital Stock 

53 Opital surplus 

54 Earned surplus 

55 Total Surplus 
5d 

57 Bonds 

58 Receiven certiheates 

59 Advances from associated companies 
(SO Miscellaneous long term debt 
6 \ 




62 Notes payable 

63 Accounts payable 

64 Payables to associated companies 

65 Dividends declared 

66 Customers' deposits 

67 Taxes accrued 

68 Interest accrued 

|69 Misc and other curr and: 


71 Unamortized premium on debt 

72 Customers' advances for construction 

73 Other deferred credits 


73 Insurance reserve 

76 Injuries and damages rtKrve 

77 Employees' provident reserve 

78 Other reserves (except teiervci deducted contra) 


|81 i Total UABiLmas and Other CRSorrs 


NR Not reported. 

A Applicable to redeemed issue 


18,000,000 



B. Imcluoes 47,392,000 U^(;L^3S if I eo utility phwt acquisition adjustments 
C- Includes ^ 1 , 152, 134 applicable to redeemed issues 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 




Mt Carmel 
Utility 

Publ I c 

Co. 

Northwestern Illinois Gas 
i. Electr I c Company 

Pro DUG E Terminal 
CORPORAT ION 

Public Service Company of 
Northern Illinois 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 



1 Blectnc utility plant 

2 RetKrves for deprecisUioc and amortization 

3 Electric utility plant less reserves 

4 Other utility plant 

3 Reserves for depreaation and amortization 

^ Other utility plant less reserves 

7 Total utility plant 

8 Reserves for depreaation and amortization 


1 1 Other physical property less reserve 

1 2 Investments in associated companies less reserve 

13 Other Investments less reserve 

14 Sinking funds 

1 3 Miscellaneous special funds 


17 Cash 

Ifi Special deposits 

IS Working funds 

20 Temporary cash investments 

Receivables 

2 \ Notes receivable 

22 Accounts receivable 

23 Receivables from associated companies 

24 Other receivables 
23 Total receivables 

2d reserve for uncollectible accounts 

27 Net receivables 

25 Materials and supplies 

29 Prepayments 

30 Other current and accrued assets 


32 Unamortiaed debt discount and expense 

33 Extraordinary property losses 

34 Preltmma^ survey and investigation charges 
33 Retirement work in progress 

3d Other work m pcogress 
37 Clearing accounts and other deferred debits 
58 


59 Discount on capital stock 

40 I Capital stock* 

41 


42 Reac<iutred capital stock 

43 I Reacquired long term debt 


13,653 14,409o 8,142 8,9170 

225 

99,000 

31,659 2,946 72,058 1,461 


824,131 

15 

37,727 

A 166.173 


4,934,488 2,757,917 17 

425 18 

37,819 a,561o 19 

10,097,725 1,453,837 2o 


4,954d 

27.038 


5,099,914 

367,206 

97.644 


646,917 22 

147,627 23 

20 . 244 24 


814,788 27 

1,922,661 28 

78,633 d 29 
1^216d 30 
51 



tlABILlTIBS AND OTHBR CREDITS 



Common capital stock 
Preferred rapiUl stock 
Srock liabilily for conversion 
Premiumi and asseasmenti on capital stock 
Capitil stock subscribed 
Installments received on capital stock 
Total Opital Slock 
Capital surplus 
Earned surplus 
Total Surplus 


Total Capital Stock and Sukplus 


Bonds 

Receivers ccrtlficnKi 

Advances from uxiciated companies 

Miacellaixoui long term debt 




Noto payable 

Accounts payable 

Payables to luocuited companies 

Dividends declarer) 

Customers depoilti 
Taxes -accrued 
Interest accrued 

MJsq and other curr and accr Jlab 


Ununor^iaed premium on debt 
CuJlomers advances for construction 
Other deferred cred 


Insurance reserve 

Injuries and damages reserve 

Employees' provident reserve 

Other reserves (except reserves deducted contra) 


Total Liawljtik and Othbh Cubditi 


NR Not reported* 

A Accrued utility revenues. 


B Applicable to redeemed issues. 










































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 


Un ion Electr ic Power 
Company 



Western United Gas and 
Electr ic Company 


ASSETS ANp OTHER DEBITS 


1 EJectnc utility pUnt 

2 Reserves for depreciation and amortiaation 

3 Electric utility plant less reserves 

A Other utility plant 

3 Reserves for depreaaticm and amortuation 

6 Other utility plant less reserves 

7 Total utility plant 

8 Reserves for dehreo^tson and amortuabon 



Total Rhacouiubo Sbcuhties 


DBBtTS 


Common capital stock 
Preferred capital stock 
Stock liability for conversion 
Premiums and assessments on capital stock 
Capital stock subscribed 
Installmepts received on capital stock 
Total Capital Stock 
Opftal surplus 
Earned surplus 
Total Surplus . 


Total Capital Stock and Suhplus 


92,691 

90,863 

91,208 

16, 802d 

2,142 

2, 142 



340 

4,000 

340 



13,118 

2,742 

17,162 

9 

35.394 

35.394 




1,317,901d 

9,340 

2.000 



118,727 

19, 901 D 

97,501 

15,000d 


— rimiii 

822,481 

1,010 

16,922 

1,588,205 

215,440d 

5o 

1, 998, 505 D 

1,116,280 

7,932 

182,660 

4,187 


16,207 

35 D 

2,446,382 

3,249,895 

123 

84o 

125,201 


7,166 

79 

448 

604 


684 




780. 59B 1 37._722 


IIABILITIES AND OTHER CREDITS 






NR Not reported 

A Report reflects operations for period Jan. 21, 1948 to Dec 31, 194-8 


B. Includes $85,000 restr ic ted as to dividends on common stock 
C Applicable to redeemed issues 




















































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 



Report reflects xcauijiTiOR or Indiana Service Corp s acsuireo 

Auo 31, 194a 

Includes $560,298 applicable to redeemed issues, 

Includes approx i mat el v $7, 300,000 res th i cteo surplus. 


D, Respondent's transportation and water properties sold on Apr 30, 
1948 AND Auo 3, 1948, R ESP EOT i v ELv . On Auo 31, 1940, company 
was acquired by Indiana &, Michisan Electric Co 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 



Indianapolis Power &. Madison Light and Power Northern Indiana Public Public Service CoHPANr 

Light Companv Company Service Company of Indiana, Inc 


INCREASE over INCREASE OVER INCREASE OVER INCREASE OVER 

AMOUNT PREVIOUS YEAR AMOUNT PREVIOUS YEAR AMOUNT PREVIOUS YEAR AMOUNT PREVIOUS YEAR 


Electric utility plajit 

Reserves for depreciation and amortization 
Electric utility plant less reserves 

Other utility plant 

Reserves for depreciation and amortization 
Other utility plant less reserves 

Total utility plant 

Reserves for deprecation and amortization 


1 1 Other physical property less reserve 

12 Investments m associated companies less reserve 

1 3 Other investments less reserve 

14 Sinking funds 
Miscellaneous special funds 


17 Cash 

18 Special deposits 

19 Working funds 

20 Temporary cash investments 
Receivables 

21 Notes receivable 

22 Accounts receivable 

23 Receivables from associated companies 

24 Other receivables 

23 Total receivables 

26 Less reserve for uncollectible accounts 

27 Net receivables 

28 Materials and supplies 

29 Prepayments 

30 Other current and accrued 


32 Unamortized debt discount and expense 

33 Extraocdinacy ptaperty losses 

34 Preliminary survey and investigation charges 
33 Retirement work in progress 

36 Other work in progress 

37 Clearing accounts and other deferred debits 


39 Discount on capital stock 

40 Capital stock 
4 \ Total CapitaI. Stock Ducount 

42 Reacquired capital stock 

43 Reacquired long term debt 


ASSETS AND OTHER DEBITS 





3,251,916 

NR 


EJtA i aj i Ei gi 


52,552,809 

10.359.868 


mSSmSSalsSxMM 



88,762,693 12, 99l,0ai 1,214,457 132,294 122,726,559 10,626,712 134,714,891 14,301,195 

18.312,7501 1.182.6321 179.746 14,884 22.634.477 1,840,193 18,784,061 2,022,164 



2,462,802 

315,908 

145 . 516 

3.008D 

2.317,284 
6,473,706 
368, 519 

318,916 

1,554,216 

41,886 


A 3,664,972 

192,141 

754 



1,413 

372 

B 2,007,329 

286, 760d 

78,752 



1,075,276 

414,097 

2,097,762 




18,774 

51 

30,125 




1.094.375 128,300 129.331.87B 21.747.427 136.128.492 5.345.213 


LIABILITIES AND OTHER CREDITS 


46 Common capital stock 

47 Preferred capital stock 

48 Stock liability for conversion 

49 Prcmiunu and assessments on capital stock 
30 Capital stock subsenbed 

51 , Installments received on capital stock 
52 Total Capital Stock 

33 Capital surplus 

34 Earned lucplui 

33 Total Surplus 

36 

37 Bonds 

58 Receivers certiheates 


Unamoctized premium on debt 
Customers advances for construction 
Other deferred credits 


12,493,556 

14,000,000 



i 




13,851,637 

280 

30,707,825 

2,898,800 

26,447,920 

5,333,820 

15,000,000 


21,100 

2,BOOd 



395,455 



• 






Notes payable 

Accounts payable 

Payables to usociated companies 

Dividends declared 

Customers deposits 

Taxes accrued 

Interest accrued 

Misc and other curr and accr liab 

2,897,703 

562,826 

511,031 

4,572,872 

531,496 

16.213 


42,000,000 8,000,000 

2^600,000 400,000o 


515,000 100,000 65,000,000 

85.000 7.500d 


3,125,626 

4,901 

263,961 

1,587,095 

7,217,166 

1,223,466 





71,064,400 I 2,898,800d 
912.000 


76,000 

2,024,335 

864 


117.999 

11. 266 d 

— 1 H 1 1 H 1 11 

1.299:r4SD 

9.68< 



464,169 

17,751 

67' 

16,618 

392 D 

235,644 

52,525 

9 

6 



Total Liasilitim and Othba Credits 


NR Not reported 

A Includes 597,372 applicable to redeemed issues 



Applicable to redeemed issues 

Includes $1,452,162 restricted as to dividends on common stock 


842507 0 - 49 -4 









































































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Balance Sheet 

Indian* j Iowa - - 


Southeastern Indiana 
Power Compant 


Southern Ikdiana Gas and Central States Electric Interstate Power Company ^ 

Electric Company Company ILJj ^ 



NR Not reported 

A Includes t252,725 restricted as to dividends on common stock 
B I NC lodes* i917, 150 RESTRICTED AS to DIVIDENDS ON COMMON STOCK 
C Includes 4i,?27, 271 unclassiEieo and undistributed plant 


D Financial r eqro an i zat i on of respondent completed March 31, 1948 
E Includes t612j789 accrued utility revenues. 

F Includes ?347,317 restricted as to dividends. 

































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Balance Sheet 


19 



1 1 Other physical property less reserve 

12 Investments m associated companies less reserve 

1 3 Other investments less reserve 

14 Sinking funds 

15 Miscellaneous special funds 

IS Net Investment and Fund Accounts 

17 Cash 

18 Special deposits 

19 Working funds 

20 Temporary cash investments 
Receivables 

21 Notes receivable 

22 Accounts receivable 

23 Receivables from associated companies 

24 Other receivables 

25 Total receivables 

26 Less reserve for uncollectible accounts 

27 Net receivables 

28 Materials and supplies 

29 Prepayments 

30 Other current and accrued assets 

31 Total Cumcent and Accrued Assets 

32 Unamorttaed debt diKount and expense 

33 Extraordinary property losses 

34 Preliminary survey and investigation charges 

35 Retirement work in progress 

36 Other work in progress 

37 Clearing accounts and other deferred debits 

38 Total Dbperred Debits 


39 Discount on capital stock 

40 Capital stock expense 

41 Total Capital Stock Discount and Expense 

42 Reacquired capital stock 

43 Reacquired long term debt 

44 Total Reacquiukd SECUitmBS 

45 Total Assets and Other Obsits 


127,711 223,1370 

66,240 1,OOOd 

1,475 1,475 


296,946 44,060 



760,225 557,8510 

1,768,282 799,843d 

1,722,923 1,002,923 


76,858 

92 


76,766 

326,392 

2,519 


1,563, 117 
3,081,051 
76,374 
1,750,000 


1,793,806 

129,989 

45,302 


1, 688,559 
3,353,928 
32,082 


42,891d 
1,919,44 Id 
8, 3860 
2,364,3180 


225,420 

767,226 

2,466d 


*1,889,175 333,658 

2,091,359 2,040,000 

25,795 826 


846 

1,522,310 

28,213 


1,487,808 

1,792,048 

42,046 


1420 
170,694 
23, 2620 



95,775 

9,5480 


6,971 

338.3890 

2.527.084 


F 115,561 

25,0330 

1,922 

6,249o 

12,192 

12,5270 



46 Common capital stock 

47 Pieferfcd capital stock 

48 Stock liability for conversion 

49 Premiums and assessments on capital stock 
30 Capital stock subscribed 

5 1 Installments received on capital stock 
Total Capital Stock 

33 Capital surplus 

34 Camed surplus 
53 Total Surplus 
36 


37 Bonds 

36 Kcceivers certificates 
39 Advances from associated companies 
60 Miscellaneous lon^; term debt 


62 Notes payable 
6i Accounts payable 

64 Payables to associated companies 

63 Dividends declared 

66 Customers deposits 

67 Taxes accrued 
Interest accrued 

Misc and other curr and accr Itab 


LIABILITIES AND OTHER CREDITS 





NR Not repobteo 

A Includes il.187,477 restricted as to dividends 
B See note (d) to item 8 

C Original cost studies indicate book cost of utility plant to be in excess 

OF ORIGINAL COST BY AN AMOUNT NOT EXCEEDING ^4,000,000 


Includes $2,993,684 unclassified reserve for depreciation 
Not segregated 

Includes $76,283 applicable to redeemed issue 































































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 




Iowa Public Servue Iowa Southern Utilities Northwestern Light and 

Company Company of Delaware Power Company 


INCREASE OVER INCREASE OVER 

AMOUNT PREVIOUS YEAR i AMOUNT I PREVIOUS YEAR 


Sioux City Gas and 
Electr 1 c Company 



Caih S 

Special deposits 

Working funds 

Tcmponry cash invwtmwts 

Receivables 

Notes receivable 
Accounts receivable 
Aeceivablet from auocuted companies 
Other receivables 
Total receivables 

Less reserve for uncollectible accounts 
Nef recervables 
Materials and supplies 
Prepayment! 

Other current and accrued assets 




Unamotllzed debt discount ind ntpenit 

Lunordlntty property losses 

PcsJiminsr/ survey end lovelti^stion charges 

Retirement work in progress 

Other work in progress 

Clearing ucoijol ind oilier deferred debits 


6,220,629 




B 23,932,669 ( 2,523,867 




2,032, 284 
1,965,075 
17,636 
4,335 


347, 473 
495, 405 
51,075 


7,741 
791, 473 


1 26.370 1 

4.021 

5.473 


146,081 

804,687 

4. 139o 

63. 579 

978, 275 
1,079,056 
74, 177 

150, 220 
233,217 
38,459 

741,108 

1,086,805 

44,196 

m 1 ■ 1 li 

487.8290 

— Wl 1 W 11 



Diicouitt on espitsl stock 
Omtsl stock 


Total Cawal Stocx Discount and Expbnsb 


Rcscigulred rspitil stock 
Rescqiiired lone term debt 


laiaigKea l 

immnii 








12,994,484 


4,922,367 


17,916,851 1,402,781 






33,696 

8,615,449 

1,501 


1,557,875 12 

1, 5740 >3 




¥ 


S06, 453 
42, 550 
4,950 
4,517 



363,710 

835,090 

21,019 



19,073 27 
136,985 28 
6, 6350 29 


&sm\ 


14,39? 32 

3^ 

3 34 

11,753d 33 
431 36 
57 



Common capital stock 
Preferred capital a^ock 
Stock liability for conversion 
Premiums and assessments on capita] stock 
Gipital stock lubcribcJ 
Initillmenti received on capital stock 
Total Capital Stock 
Capital surplus 
Bamed surplus 
Total Surplus 


Total Capital 


Bondi 

Receivers' certihcatei 

Advincei from associated compiniei 

MiscelUneoui Iona term debt 


■ ^■P 77 T>Bs*i:i»ai itiiaj'lVJ 


Notes payable 

Accounts jMyoble 

Payables to osaocliUed companies 

DiYidendf declared 

Curtotnera dapoaiu 

Taxes ificrued 

Interest accrued 

Mixr and other eurr, and occr lUb 




UnomortUed eremlum on debt 
Otttomect advinces for coos^ction 
Other de/erred credits 


I BKS!SZCI3!uEn3IiE33!Sri 


Imurance reserve 

Injuries and damages reserve 

Bmployees’ prctyjdMt reserve 

Other reserves (except reserves deducted central 


lid.i'W*dl|IVPl 


Contribiitioni In aid 


Total Iiaiilitibi ako OrHia amTi 




liabilities and other credits 


i 


mmMJfsm 





42,029,328 5,075.409 


NR Not reported. j 

A Includes $686 8 M restricted as to diuidenos on common stock 
B Includes $ 1 , 275,362 uncusbipied intangibles 




1,713, 500 
567,650 



5,352,200 

3,050,000 


892.025 '•« 

' dr 

48 

692.025 



3,000, 000 

14,690,000 1 

1, 000,000 

072,000 

23,OOOd 

8,920,000 

20O,OO0d 







1,000,000 57 







750,000 

10,000 

433 

68,693 

39,089 


10,762 

20, 133 

31,597 

133,996 

5,347 

17,373 




700,000 

700,000 

4 

046o 

74.531 

16,760 



5,469 

1,299 

1 

141 

58,975 

2,620d 

15 

851 

1,364,166 

156,120 


299 

41,316 

15,730 






37,068 5630 






i ua r Ew i 










S, 5750 76 
1 77 

78 

79 


M-W 3 



■ 


C. iHGuuoca $83 428 RcaTRieTEO as to dividends. 

D Includes $1,619,069 uNouAasiriED and undistributed rlant, 

fc. Includes $1,178,050 restricted as to ojvidenos on common stock- 

























































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 


Central Kansas Power 
Company, The 



Eastern Kansas Ut il jt i es, 
(nc 


Kansas Electric Power 
Company, The 


Kansas Gas and Electric 
Company 


increase over 


INCREASE OVER 


INCREASE OVER 


PREVIOUS YEAR 

AMOUNT 

PREVIOUS YEAR 

AMOUNT 

PREVIOUS YEAR 

AMOUNT 



17 Ci5h 

18 Special depoiiU 

19 Working funds 

20 Tereponry cash investments 
Receivables 

•” Notes receivable 

Accounts receivable 
Receivables from associated companies 
24 Other receivables 

23 Total receivables 

26 Less reserve for uncollectible accounts 

27 Net receivables 

28 Materials and supplies 

29 Prepayments 

30 Other current and accrued assets 


32 Unamortized debt discount and expense 

33 Extcaordioacy property losses 

34 Prelimina^ survey and investigation charges 
33 Retirement work in progress 

36 Other work m progress 
3? Qeacinjt accounts and other deferred debits 
38 


30,156 

130,03? 

148,668 

233,075 

304 D 

3,102 












9,297d B 1,130,242 
8,363 


181,0140 32 

33 

8,363 34 



39 Discount on capital stock 

40 Capital stxk " 

41 Total Capital Stock Discount and Expense 

42 Reacquired CApitil stodc 

43 Reacquired ions term debt 

44 


45 Common capital stock 

47 Preferred capital stock 

48 Stock liability for conversion 

49 Premiums and assessments on capital stock 
30 Capital Stock subscribed 

31 . Installments received on capita] stock 

32 Total Capital Stock 

33 Capital surplus 

34 Earned surplus 

55 Total Surplus 

56 

57 Bonds 

58 Receivers certificates 

59 Advances from associated companies 

50 Miscellaneous long term debt 


h tt»M\ m f 111!! OTB 


62 Notes payable 

63 Accounts payable 

64 Payables to associated companies 

65 Dividends declared 

66 Customers deposits 

67 Taxes accrued 

68 Interest accrued 

69 Misc and other curr and accr liab 


71 * Unamortlzed premium on debt 

72 Customers’ advances for construction 

73 Other deferred credits 


75 Insurance reserve 

76 Injuries and damages reserve 

77 Bmployees provident reserve 

78 Other reserves (except reserves deducted contra) 

79 


4.358.565 1.183,923 3.845.336 141.875 


UABttITIES AND OTHER CRJEDITS 


540.000 270,000 * 1,400,000 

533.000 



’ 2,651,000 

651,000 

s 

6,000,000 

2,645,000 


8,227,122 



6,990 





Total Uanlidu and Othia Cudits 


N? Not NtPoRTEO 

A, After Sl75,6a9 applied to reduction in boor cost op utility plant 


B Includes *1,091,257 applicable to redeemed issues 

C Includes f2, 192, 237 restricted as to dividends 






























































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 



Kansas Power AND Lioht Western Li ght i Telephone Kentucky Ut i l i t i es Kentucky and Wes t V i rq in i a 

COMPANY. Tke Company. Inc Company Power Company. Incorporated 


INCREASE OVER 
previous year 


68.369.171 

11,775,588 



24,422,653 

4.170,733 










2.422,122 

69,193,024 

4.592,865 

24,422,653 

2,928,098 



219,365 

3,214,945 

6 



Ewawi 




20, 190 


7,793 

Id 


2,593,007 

1,982,149 

948,638 

204,526d 

23,115 

460 

14,621 


1,650,631 

157,011 

90.975 

76.1560 


49,771 

1,756,228 

80,730 

3. 1370 

94.8ar 

4 . 975d 

52, 908 

1,661.346 

85,705 

131,618 

1, 222.037 

149,605 

16,100 

109.929 

16,532 


857,972 

2,630 

36,000 


581,611 

35,845 


584,345 
863, 563 
16,607 


1, 589 




1,445 

9,793 

5,090 

46,43r'’ 

833,407 







Comman cspitAl stock 
Preferred capiul dock 
Sfock lubility for conversion 
dp Premiums and niiessmenU on capiul stock 

30 Capllal stock subscnbcrl 

31 Irutailments received on capital stock 

32 Total Capital Stock 

33 Capittl surplus 

3d Eicncd surplus 
53 Total Surplus 

56 




57 Bonila 

58 Receiver* ccrtificitM 

59 Advances from associated companies 

60 MiKclIaneous ]orx term debt 

61 




62 Notes payable 

63 Accounts payable 

6A Payables to associated companies 
6 ; Dividends declared 
66 Cuisconnen depciiu 

:67 Taxes accrued 
Interest accrued 

Mlsc and other cute and ycr Kab 


LIABILITIES AND OTHER CREDITS 


2,832,323 

4,038,650 




24,523,000 


pjsiEEaeaaiMMagBs^ 






16,550,000 3,250,000 

i3,aio,ooa 




3,545,523 

802,000 



_ .. mimmwmKSism sL 



Q.BOe.aOO 2,418,000 24,000,000 




WilEWIIfllKgiMI ^ 


764,289 

322,782 

1 , 500.000 

844.261 

295,032 

193,002 

8,517 

43,936 

337.306 

486,814 

47,606o 

3,278,793 

31,725 

8,144 

154,007 


Insurance reserve 

Injuries and damages reserve 

Brnployets provident leaeive 

Other reserves (e«ept reserves deducted contra) 


iics^aassai' 


■wIIaKVl. 

















72, 

563 

43 

325 

IHj 

569 

69 

638 

1 

939 



A, Includes $472,060 premium on common stock 


Includes $824,906 restricted as to dividends on common stock. 













































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 

- Kentucky I Louuiaou 


ITEM 

Lou 1 sv 1 LLE Gas and 
Electr 1 c Company 

Louisville Transmission 

CORPORAT 1 ON 

Union Light, Heat and 
Power Company, The 

Central Louisiana Electric 
Company, Inc 


1 AMOUNT 

INCREASE OVER 
PREVIOUS year 

[ 

1 AMOUNT ! 

INCREASE OVER 
PREVIOUS YEAR 

! AMOUNT 

INCREASE OVER 

1 PREVIOUS YEAR I 

AMOUNT 

INCREASE OVER 

1 PREVIOUS YEAR 


ASSETS AND OTHEB. DEBITS 






17,646,462 

21,519,800 


UABBUTIES AND OTHER CREDITS 





s 


1,236,000 

121,000 

796, 846 

178,475 


36,961,000 

8,000,000 

2,763,000 

133,OOOd 

2,295,700 

80,300o 

3,500,000 

1,200,000 



35,000 


2,067,233 







NR Not reported. 


A Substantially all applicable to redeemed issues 































































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 


Gulf Public Service Co , Louisiana Power &. Light New Orleans Public Service Bangor Hydro-Electric 

Company Ihc Company and Subsidiaries 

(C) 



LUBIUTIES AND OTHBR CREDITS 



Nolo pA)r«blt 
Account) pA)i«kl« 

?«]nblo lo Hwclittd comptnio 
Dfvfdonili dccUted 
CuMORwo' dtpotiu 
Tixo KCniol 
Intorwt KOucd 

MIk And othtr cun ind Kci llib 


11,500,000 

6,000,000 






t 

23,820,544 

1,975 

3,258,240 

7,779,800 


4,250,000 

276,953 




314.406 I B 3.652.789 









400,000 

281,978 

400,000 

44,018 

224,822 

94,2750 

1,622,533 

341,931 

32,718 

482,984 
89, 133 
844,104 

104,112 

110,657 

416, 295 
628,349 
1,631,888 

553,869 

25, 849 

3,047,485 

167,173d 

7,887,472 

158, 495 

12,812 

318,866 

136,790 

1,193,592 


.11 



ii'iiTiir'iT'iiirn''ii'i7'ri 


Bonds 

7, 100, 000 

37,000o 

26,248,000 


43,640,000 

10,000, oa) 

8,000,000 

1,500,000 

Rttdvcri' certlfialei 






Advsnces from Assochted companies 

MlscelUnetwi lonx (ertn debt 



39.950 

5.238D 








43 

,613 « 



7,4370 71 



66,710 

65,283 

9,388 

8,699 




NR Not reported, 

A Includes $252,370 reStRicVeo as to dividends. 


Includes $1,365,1134 restricted as to dividends on common stock. 
Penosscot Transportation Co., Northeastern Co. 


847.122 


































































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 



Central Maine Pow er 
Company 


Maine PuBUtc Service 
Company 


Ruhford Falls Power 

Company j 

Rumford Light Company 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

1 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 



L7 

Cash 

IS 

Special deposits 

19 

Working funds 

20 

Temporary cash investments 


Receivables 

21 

Notes receivable 

22 

Accounts receivable 

25 

Receivables from associated companies 

24 

Other receivables 

23 

Total receivables 

26 

Less reserve for uncollectible accounts 

27 

Net receivables 

28 

Materials and supplies 

29 

Prepayments 

30 

Other current and accrued assets 

31 

Total Current and Accrued Asse 


Unamortized debt discount snd expense 

Extraordinuy property losses 

Preiuniiuty survey and investigation charges 

Rebteinent v/ock m ptogrets 

Other work m progress 

Cleactne accounts and other deferred debits 


Discount on capital stock 
ital stock 


Keacquired capital stock 
Reacquired looft term debt 


Total Rbacouiabo Sbcuutibs 


Total Assrn and Othba Dbbits 


46 Common capital stock 

47 Preferred apital stock 

48 Stock llablli^ for conversion 

49 Premiums and assessments on capital stock 
$0 Capital stock subscribed 


62 Notes payable 

63 Accounts payable 

64 Payables to associated companies 
63 Dividends declared 

6d Customers^ deposits 

67 Taxes acaued 

68 Interest accrued 

69 Misc and other cuff and iccr liab 
Total Cuarbnt and Accrubo UABiLmss 


7 1 Unamottited premium on debt 

72 Customers' advances for construction 

73 Other deferred credits 

74 




73 Insurance reserve 

76 Injuries and damages reserve 

77 Bmployecs provident reserve 

78 Other reserves (except reserves deducted contra) 




Isi ! Totm. Uakuttm ano Othw^bditi 


125,620,223 

18.300.294 


2,047,165 

1.200.637 



4 

5,902,635 


686.256 



200, 533 
201,769 
24,881 
73,449 




16,904,150 

22,571,300 


12,616,505 

1.636.969 


5,902,635 

686.256 


41,865 

628,900 

1,203 



5,893,750 

2.039.Cy75 







2,927,441 

3,741,652 

592,054 

26.979 


Kmwmaam t 


104,521 

1.773.435 


mmaaUKiesn 




163,382 
199, ooe 
3,187 






11.355.135 6.634.191 


UABItlTIES AND OTHER CREDITS 


* 1.500,000 



Total Capital Stock 

— 1 W liPII 1 ■ 

Capital surplus 

448,254 

Earned surplus 

A 3.682.466 

Total Surplus 

— ■ WTT WTT n 

Total Capital Stock and Surpluj 

— mimiiii 

Bonds 

Receivers certificates 

Advances from associated companies 

Miscellaneous lonjt term debt 

54,160,000 





945,000 



9,700,000 
1,427,535 
60, 934 

352,607 

1,772,916 

410,382 






6.634,191 I 586,494 




6.233.880 582.985 



A. INCLUOES S452,501 restricted as to dividends on common stocn 


B iNciuDES $274,611 restricted as to dividends 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR. ENDED DECEMBER 31, 1948 

Balance Sheet 


CoNOwiNGo Power Cohpan'; Consolidated Gas Electric 
Lioht and Power Company 
OF Baltimore 


Eastern Shore Public 
Serv ice Company of 
MarylanOj The 


Potomac Edison Company, 
The 





Other physical property less reserve 
Investments in associated companies less reserve 
Other investments less reserve 
Sinking funds 

Miscellaneous special funds 


16 Nat Investment AND Fund Accounts 

17 Cash 

18 Special deposits 

19 Working funds 

20 Temporary cosh investments 
Receivables 

2 1 Notes receivable 

22 Accounts receivable 

23 Receivables from associated companies 

24 Other receivables 

23 Total receivables 

26 Leu reserve for uncollectlbleaccounts 

27 Net r«eivablcs 

28 Materials and supplies 

29 Prepayments 

30 Other current and accrued assets 

31 Total Current and Acckucd A&sets 

32 Unamortized debt discount and expense 

33 Extraordinary property losses 

34 Preliminary survey and investigation charges 
33 Retirement work in progress 

36 Other work in progress 

37 Clearing accounts and other deferred debits 

38 Total Dbferrbo Dibits 

39 Discount on capital stock 

40 Capital stock expense 

41 Total Capital 8tock PiscouNT and Hx pensu 

<42 Reacquired capita] stock 
43 Reacquired long term debt 
41 Total Reacquirbd Sbcumties 

43 Total Asset " 




78,046,003 



20,013,513 4,531,403 

2,732,543 265.971 


446,019 

5,000 

6 , 000,000 

50,912 


66,500d 
1, 207d 



246,083 

9,186 


246,741 

1,299,495 

34,566 



185,4620 

152,450 

5,920 


198.345.956 15.251,421 


tlABlLITIBS AND OTHER CREDITS 


29, 593,601 
7.719,545 


_ - ... 



1,100 

1 

3,622d 

10,734 

15,217,028 

27,683 


6,343,493 

3,413,601 

12,195 


919,710 

630,964 


1,505,500 

1,913,275 

76,456 


19.046.247 I 4,070.081 


194,510 

101,373 

37,071 



Cammon capital stock 
Preferred capital slock 
Stock lilbilitj’ for conversion 
Premiums «nd ossciitnents on capital stock 
Capital stock subscribed 
Instillments received on capital slock 
Total Caplli) itock 
Capital surplus 
Earned surplus 
Total Surplus 


Total Capital Stock aNP Suhplus 


Bonds 

Receivers ccrtificitcs 

Advinca from associated companies 

Mlsccllincou) loni term debt 


t»!i 1 9j\Um i ; H ! I wH 'll a 


Nolei payable 

Account] payable 

Payable] to uaociited companies 

Dividends declared 

Cortomers deposits 

Taxa accrued 

Iritereit accrued 

Muc and other ' - ' 


Unamortized premium on debt 
Customen' advances for conitructlon 
Other deferred credili 


TCTTAL DEnUtgEt) CREDfTS 


InaunuKe reserve 

InjurJnand darrugei rcserye 

Bmpleyets provident reserve 

Other reserves (except reserves deducted cootri^ 






Contributioris In aid 0 


Total LtABiuTtiis and OThii* CaEbits 


Qa5 utility sold ih Dec 194S 




48,385,013 8,970,200 

29,184,900 






86,723,900 5,262,800 





501 
6, 0260 

4,295,386 

1, 515,050 

881 

352,687 

6,761 

4,304,715 

413 

550,589 


w II f ii rll 


1,635,086 

461,193 









8,750,000 2,000,000 




8,750,000 2,000,000 




226,479 

72,822 

13,654 

347,543 

84,014 





9,000,000 

9,378,400 


5,374,550 dft 
4,000,000 <17 



iKj g iiamji 'niMmcHniiassii 


1,040,7520151 

— 1^^ 

55 


9,500,000 57 
la 
IS) 
ISO 
«i 


lii'iai'i*: 


26,481,000 




II iriii— M'Wiiiip 


139,932 

520 


i jt ari a ai 


60,324 71 




8. Includes 166,856 applicable tq rcoecmco issue. 

















































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 

Murylini I M«i»chu$cru 





Susquehanna Electric 
Company, The 
(A) 


Susquehanna Power 
Company, The 
(C) 


SUSQUEHANKA TR AN SH J S S I j}K 
Compamy of Maryuand 


Amesbury Electric 
Light Company 



2180 47,022,684 429,936d 


UABILITIES AND OTHER CREDITS 


Common capital stock 

47 Preferred capital slock 

48 Stock liability for conversion 

49 Premiums and assessments on capital stock 

50 Capital stock subscribed 

31 Installments received on capital stock 
52 Total Capital Stock 

33 Capital surplus 

54 Earned surplus 

55 Total Surplus 


57 Bonds 

58 Receivers certiiicates 

59 Advances from associated companies 
^ Miscellaneous Ioha term debt 
6l 


62 Notes payable 

63 Accounts payable 

64 Payables to associated companies 

63 Dividends declared 

66 Gistomers deposits 

67 Taxes accrued 
66 Interest accrued 


71 Unimortized premium on debt 

1 72 Customers advances for construction 

1 73 Other deferred credits 


75 Insurance reserve 

76 Injuries and damages reserve 

77 Employees' provident rcKrvc 

76 Other reserves (except reserves deducted contra) 


Company owns no physical properties but leases and operates 

PROPERTIES OF THE SUSQUEHANNA POWER Co . 

INTANO I BUE PLANT- ^ „ 

Not an opepatino company, plant and property leased to The 
Susquehanna Electric Co 



D* Depreciation and amortization funds 

E Reservation of earninss pursuant to provisions of Federal 
License under which respondent operates hydroelectric 

PRO J ECT 













































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 


Athol Gas and Electric 
Company 


Attle 80 R 0 Steam and 
Electr 1 c Company 
(A) 


Beverly Gas and Electric 
Company 

Boston Consolidated 

Gas Company 

AMOUm 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 


ASSETS AND OTHER DEBITS 



LlABaiTIES AND OTHER CREDITS 


Coirinvon ctpltal itc»d( 

Preferred cipiti! stock 
Stock l^ibflltY for cotiversion 
Premitimi lod asseumenU on capital stock 
I Capitil stock Jvbscribed 
Jnstalimenta received on capital stock 
I Total Capital Stock 
. Capital satplui 

I StmdiurpiUi 

Total Surplus 

Total Capital Stock and Sunrmi 

Bondi 

Beceivers certiAcatci 
Advances from associated companlei 
MlKclUneous Icmi^tefm debt 
Tqtau LoNo-TgaM Put 

Notof pi^'able 

Accounts payable 

Payables to associated companies 

DMdenda declared , 

CustMnen' depoalts 
Tasces accrued 
Interest accrued 

Miac tod other curr, and aar IImIl 
Total CutAWr and Accumo LuMunta 

Unamortiaed premium on debt 
Ciutomen' advances for constrtictlon 
Other deferred credits 
Total Deimto Cufbnt 

Insunoce reserve 
Injuries and damagei reserve 
Sinplbyees' provident reserve 
Otlw reseryei (eacepc reserves deducted contra) 
Total Rbiiavu 

Contributions in aid of coftstfuction 


1 

923,200 


114,000 


« 

1,100,000 


760,375 



Report reflects acquisition oP Norton Power 1. Eleotric Co.j 
AcauiREo June 30, 1948> 

Includes 1946,428 REirstCTEo as to divioends. 

Includes S441,517 rutrictcd as to oivioenos 



L*JI*I* 1 *J 


150,000o 

30,407 

1,096,023 

416,049 

12,7080 

2,407,050 

265,43So 

660 

232,852 

3, 3930 

ll,279o 

336,360 

268,7100 

790 

5,476 

240 






3,426 

3,277 

4,660 

3,952 

26,065 

25,966 



ic^ 






m AummmmrjemM-uwu 

mi iiw— <nirl 



273,476 

1,403,216 


Wi^nnT^yaimwrnfT.'ci 


23,7330 « 

100,260 7’ 

— 'js 

79 


iRIII 



D. ReIERVE rpR OIPRECIATION Of OTHER fHYtICAL PROPERTY JMCLBDEB 
WITH RESCRVC FOR DEfRIClATIOH AHO AHoRTUATioN OF UTILITY PLANT, 

E, ApPLICARLE TO REDEEMEO ISSUER, 




















































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 


29 




Brockton Edison Company 

Cambridge Electric Light 

Cape & Vineyard Electric 


Company i 

Company 


INCREASE OVER INCREASE OVER INCREASE OVER INCREASE OVER 

AMOUNT I PREVIOUS YEAR 1 AMOUNT I PREVIOUS YEAR I AMOUNT I PREVIOUS YEAR AMOUNT PREVIOUS YEAR 



LIABILITIES AND OTHER CREDITS 


46 Gammon capital stock 

4 ^ Preferred apical stock 

48 Stock liabili^ for conversion 

49 Premiums and assessments on apitai stock 
$0 Capital stock subscribed 

3 1 Installments received on capital stock 

32 Total Capital Stock 

33 Capital surplus 

34 Earned surplus 

53 Total Surplus 


37 Bonds 

58 Receivers certificates 

59 Advances from associated companies 
^ Miscellaneous Ionj( term debt 
61 


M rA'/s m gf»Bnrrri ffiTi 


61,716,400 

41,105,947 



s 

6,034,950 


2,802,760 



i 

1,930,000 

285,000 

1 

2,425,000 

875,000 


2,628,000 

1,425,000 


1,675,000 

875,000 



108,3210 

143,466 

134,359 

246,865 


82,105 

51,174 

76,587 

263,664 

82,842 

13,804 

40,000 


1,337,036 

172,847 

18.558 


62 Notes payable 

63 Accounts payable 

64 Payables to associated companies 

65 Dividends declared 

66 Customers deposits 

67 Taxes accrued 
63 Interest accrued 

69 Misc and other curr and accr liab 

70 Total Curahnt and Accrued LtABiimES 

71 UnanMrtized premium on debt 

72 Customers advances for construction 

73 Other deferred crodi.l3 _ 


73 Insurance reserve 
: 76 Injuries and damages reserve 
77 Employees provident reserve 
1 78 Other reserves (except reserves deducted contra) 


80 Contributions In 

81 TcyrAL Liabilities and Othiil Oteorg 

m 

NR Not reported 

A Applicable to reoeehed issues 

B Reserve tor depreciatiok ahd amortization or other phtsical prpperty in* 
cluded with reserve for depreciation and amortization of utility plant. 



549,011 

191, 587 

2,979 

5250 

116,210 

4,032 

229,207 

9,576d 

11,285 

404 

1 939 

2930 


1,750, OOOd 37 

58 

39 

150.000 60 



20,532d 71 
12,053 72 


76 

77 

2,063d 78 


Includes $879,585 restricted as to dividends 
Surplus invested in plant 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 


I 


CCNTR/tL M^SSACHUSCTJS 
ELE CTR I C COMPANK 


Eastern Massachusetts 
Electr I c Company 
(B) 


Fall River Electric Light F itchburb Gas and Electric j- 
Company Light Company ^ 


ASSETS AND OTHER DEBITS 





LIABILITIES AND OTHER CREDITS 



Contrbutlons in tid of coMlruction, 


Total Uabilitim and OTHwCaaoiTs 


A Includes $99,540 restricted as to dividends 
B Company acquired by New Enqland Power Co on Jan 1, 1949 


C. Includes $134, 151 restr i cted as to dividends. 


















































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 


31 


VbtucliuMtu 


L 

1 

N 

E 

N 

0 

ITEM 

Gardner Electric Light 
Company 

Gloucester Electr ic ' Compan 

Haverhill Electric Company 

Holyoke Water Power [• 

Company n 

E 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

amolInt 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

N 

INCREASE OVER 0 
PREVIOUS YEAR 


ASSETS AND OTHEB DEBITS 



1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 
23 

26 

27 

28 

29 

30 

31 

32 

33 

34 
33 

36 

37 
3B 

39 

40 

41 

42 

43 

44 

45 

Electric utility plant 

Reservca for depreciation and amortization 

Electric utility plant less f'^rves 

Other utility plant 

Reserves for depreaation and amortization 

Other utility plant less reserves 

Total utility plant 

Reserves for depreaation and amortization 

2,427,537 

342.676 


* 2,557,393 

647.342 


’ 6,338,950 

1.303.645 


* 8,995,962 

3.000.219 

1 

2 

2.084. 860 










■■ 

■■I 

296,087 

76.793 



4 

5 









2,427,537 

342.676 

153,571 

38.8900 

2,557,393 

647.341 

149,212 

33,428 

6,635,037 

1.380.437 

243, 055 
23.1300 

8,995,962 

3.008.219 

497, 799 7 

163.087 8 



192.461 


115.783 

5.254.599' 


■■KKliVJF/EI 










tmimmarnmi 

Utility plant adjustments less reserve 






56.1540 


10 

Other physical property less reserve 

Investments m assoaated coropanies less reserve 

Other investments less reserve 

Sinking funds 

Miscellaneous special funds 

9,194 


2,300 

2,000 

27,600d 

39,966 

180,OOOd 

2, 105,795 
60,130 
139,155 

77,759 11 

12 

40jOOOd 13 

14 

15 






39.966 

Mil r'i n 

P, 305,081 

37,756 16 

Cash 

Special deposits 

Working funds 

Temporary cash investments 

Receivables 

Notes receivable 

Accounts receivable 

Receivables from associated companies 

Other receivables 

Total receivables 

Less reserve for uncollectible accounts 

Net receivables 

Materials and supplies 

PrepaymentJ 

Other current and accrued assets 

55,327 

340 

152,955 

970 

19,061o 

21,002 

3710 

91,274 

500 

149,017 

2,870 

34 

25,064 

7,633 

2,651 

2 

113,753 

1,000 

280,149 
23,907 
232_ 

5,800 

36,392 
20,794d 
2 

154,972 

2,370 

3,000 

330,000 

40, 285 
263,865 
21,700 
a23_ 

262,3320 17 

59 D 18 
2,000 15> 
lOOjOOOo 7“ 

9,1870 71 

26,213 72 

2,252d 73 
145 0 2A 


20,630 

139 

151,922 

4,380 

10, 287 
133 d 




14,627 T5 
2,557 26 

152,460 

69,262 

2,168 

20,491 

16^2150 

156 

147,541 

119,203 

4,453 

10,421 

7,940d 

590 

301,235 

397,600 

10,974 

15,145 

34,864 

1,989 

293,067 

253,088 

14,176 

4.050 

12,069 27 

51,899 28 
4,579d 29 
587o 30 

Total Current and Accrued Assets 


14. 629 D 


28.136 

824.564 

57.799 


■rriiT mm 

Unamortued debt diKOunt and expense 

Extraordinary property losses 

Preliminary survey and investigation charges 

Retirement work in progress 

Other work In progress 

Cleinnff accounts and other deferred debits 



666 

666 

625 

625 

97.855 

32 

33 

34 

33 

36 

7-7760 37 

Total Deferred Debits 


■■■liliiliMiB 


666 


625 

97.855 

7.7760 38 

Discount on capital stock 

Capital stock expense 








39 

40 

Total Capital Stock Discount and Expense 








41 

Reacquired capital stock 

Reacquired long term debt 








42 

43 









44 

Total Assets and Other Debits 

2.393.614 

177.832 

2.277.991 

116.986 

6,119,755 

88.446 

9,445,406 

63.106 43 

LIABILITIES AND OTHER OlEDITS 


Common capital stock 

Preferred capital stock 

Stock liability for conversion 

Premiums and assessments on capital stock 

Capital stock subscribed 

Installments received on capital stock 

Total Capital Stock 

Capital surplus 

Earned surplus 

Total Surplus 

^ 840,100 

241,300 

217,846 


* 801,375 

522,490 


* 3,640,725 

1,349,697 


* 2,400,000 

46 

47 

48 

49 

50 

51 






wmmmmm 


52 

A 97.519 

18.880 

B 131,771 

C 378.530 

11.270 

D 378.370 

21.574 

5.407.568 

53 

101-275 54 

wmmmsassi 


510.302 

— f ll 1 


— TTfnn 


101.275 33 


1 1 wii I 


1.834.167 





101.275 56 

Bonds 

Receivers certificates 

Advances from associated companies 

330.000 

330.000 

280.000 

280,000 

500,000 

500,000 

572.000 

57 

58 

59 

AS.OOOd 60 



330.066 

280,066 

28O.60ti 

500.000 

500.006 

572.000 

48.000D 61 

Notes payable 

Accounts payable 

Payables to associated companies 

Dividends declared 

Customers deposits 

Taxes accrued 

Interest accrued 

24,828 

445,925 

33,604 

16,825 

69,536 

1,432 

275_ 

210,000o 

5,576 

35,502 

12,601 

l,222o 

12,9750 

650 

51d 

37,971 

35,702 

14,809 

71,544 

1,494 

321 

150,OOOd 
10, 2720 
7,104d 

1,515 

3,2370 

854 

220 D 

122,818 

23,799 

11,975 

86,483 

2,090 

400,000o 

3,562o 

12,446 

5650 

42,493'd 

1,425 

7460 

218,150 

48,732 

244,291 

1,430 

13.537 

62 

101,521 63 

64 

192 65 

66 

100,195d 67 
120o 68 
6.771 69 



169.9180 

161.844 

168.4660 


433.4960 

526.142 

8.169 70 

Unimoctiud premuim on debt 

Customers advances for construction 

21,507 

l,012o 

803 

5,817d 

529 

398 

9.683 

71 

72 

658p 75 



HHHBIliFIRQ 

803 


529 

398 

9,683 

saao 74 

Insurance reserve 

Injuries and damages reserve 

Employees'' provident reserve 

2,859 

37,342 

llBo 

1,176 

WM 

2,268 

952 

76 D 

4,980 
E 525,031 

75 

76 

36d 77 
2.356 78 

Total Rbsbrvbe 

11— 





iummuill 


. ---gx-sa?- 79 


WSSSSSSa 



— 




SO 

Total UAsiLmES and Other Credits 


1Y7.832_ 


■BiS 


88 •'^^6 

9.445.406 



D Includes 4306,263 restricted ls to dividends 
E Includes $500,000 R-eservd tor wAtHTENANCE and- improvements 


A Includes $61,139 restricted as to dividends 
B Surplus invested in plant 

C Includes $332,260 restricted as to dividends 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 



Lowell Electric Light Lynn Gas and Electric Malden Electric Company 

Corporation^ The Company 


INCREASE OVER 

AMOUNT I PREVIOUS YEAR I AMOUNT 



Electric utility plant 

Reserves for depreciation and amortization 
Electric utility plant less reserves 

Other utility plant 

Reserves for depreciaEion and amoitiution 
Other utility plant less reserves 

Total utility plant 

Reserves for depicaation and amortization 


ilant adiustracnts less reserve 


11 Other physial property less reserve 

12 Investments in associated companies less reserve 

13 Other investments less reserve 

1 <I Sinking funds 

15 Miscellaneous special funds 

16 Net Investment and Fund Accounts 

17 Cash 

IS Special deposits 

19 Working funds 

20 Temporary cash investmenls 
Receivables 

21 Notes receivable 

'>2 Accounts receivable 

23 Receivables from associated companies 

24 Other receivables 

25 Total receivables 

76 Less reserve for uncollectible accounts 

27 Net receivables 

28 Materials and supplies 

29 Prepayments 

30 Other current and accrued assets 

31 Total C urrsnt and Accaubo AasBTS 


28,225 


274,877 

8,506d 

203,OOOd 

103.033 

2.559 




—•iml 


— 'ii m. Ill 


466^508 70,7350 


141,910 

2,030 


73,288d 17 

16 

270d 19 


124,54? 22 
16,9970 23 
400 24 


32 Unomortixed debt dlscouht and expense 

33 Extraordinary property losses 

34 PreJiminary survey and investigation charges 
33 Retirement work in progress 

36 Other work in progress 

37 Cleacins accounts and other deferred debits 


39 Discount on capital stock 

40 I Capital stock expense 

41 

42 Reacquired capital stock 

43 Reacquired long term debt 

44 Total R&ACQtiiitGD SGcUarriES 


Us I Total Assets 4^ ) Other Debits 



LIABUITIBS AND OTHER CREDITS 



$ 

4,095,000 


6,149,731 


$ 

3,524,400 


2,268,330 





1,800,000 

443,888 

600,000 

38,0430 

64,061 

444,615 

10,313 

3,368 

84,1360 

1,1450 

l—Hirrwiiia 

— r T 1 ri ~i HI 

43.631 

3.4400 

103,033 

2,559 

1,280 

79d 


Total PAiiLmes ahp OtsfuQtiom 


Includes tl, 356, 618 restric’'Cd as to dividends 
Includes fl, 807,301 rcstrictic as to dividends 



100,000 <52 

2,462d 45 
77,400 44 
65 

4,030 « 
39,3320 <^7 
" • 68 

69 

70 


C Surplus invested in plant. 


































































33 


STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Balance Sheet 



SuRPUUS invested in plant 

Report reflects acquisition of properties of the Bellows Falls 
Hydro-Electric Corporation on July 23, 1948 but not the acquisition 
OF Eastern Massachusetts Electric Co acquired at the close of 
BUSINESS ON Dec 31, 1948 
Applicable To redeemed issue 


Capital surplus created by reduction in par value df common stock 
AND transfer from PREMIUM ON COMMON STOCK IN AMOUNTS OF $3,111,665 
AND $1,071,665, RESPECTIVELY, APPLIED TO WRITE OFF ELECTRIC PLANT 
ADJUSTMENTS 

Restricted as to dividends on common stock 
Includes $269,493 restricted as to dividends 




































































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 




10 Utility plant adjustments less fcserve 


1 1 Other phyiicaf property f«s reserve 

12 In\eslfnent5 in associated companies less rescr.e 
1^ Other investments less reserve 

Sinking funds 

15 Miscellan eous special funds 

\6 Net iNVhSTXtENT AND FUND ACCOUNTS 

17 Cash 

18 Special deposits 

19 Working funds 

20 Temporaty cash investments 
Receivables 

21 Notes reccisable 

22 Accounts receivable 

23 Receivables from associated companies 

2d Other receivables 

2^ Total receivables 

26 Less reserve for uncollectible accounts 

27 Net receivables 

28 Materials and supplies 

29 Prepayments 

30 Other current and accrued assets 

31 Total Current and Accrued Assets 

32 Unomortized debt discount and expense 

33 Exttaordina^ property losses 

34 Prelioiinary survey and investigation charges 

33 Retirement work in progress 

3d Other work m progress 

37 Clearing accounts and other deferred debits 

38 Total Dbferred Debits 

39 Discount on capital slock 

.^0 Capitol stock expense 

41 Total Capital Stock Discount anu Expanse 

12 Reacquired capital stock 

13 Reacquired long term debt 

44 Total Rcacquireo Sccurities 

15 ToTai Assets and Other Dfiorrs 


Northern Berkshire Gas 
Company 

Plymouth County Electric 
Company 

Quincy Electric Light 

AND Power Company 

Salem Electric Lighting 
Company 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 







3 ^ 914,953 1 537,450 

1 . 591.569 



131,328 

678 



115, 231 
129, 934 
11, 170 

r 

2( 

440.319 

1 



3 , 371, 926 
1 . 474.727 


3 , 371,925 



329,996 

9,786 


336,672 
105, 166 
4,823 



5 , 727, 110 
2 . 422.517 


5 , 727,110 



i il| 





rainmoral 


236,876 

89,683 



LIABILITIES AND OTHER CREDITS 


;j6 Common capital stock 
47 Preferred capital stock 
4ti Stock liability for conversion 

49 Premiums and assessments on capital stock 

50 Capital stock subscribed 

51 Installments received on capital stock 

52 Total Gpital Stock 

53 Gpital surplus 
5<f Earned surplus 

55 Total Surplus 

56 Total Capital Stock and Surplus 

57 Bonds 

58 Receivers certificates 

59 Advances from associated coinpmtes 

60 Miscellaneous long term debt 

61 Total Long Terh Debt 

62 Notes payable 

63 Accounts payable 

64 Payableik to associated companies 

65 Dividends declared 

66 Customers' deposits 

67 Taxes accrued 

68 Interest accrued 

69 Misc and other cucr and accr liah 

70 Total Current and Accrued Ijahilities 

71 Unamortjacd premium on debt 

72 Customers' advances for construction 

73 Other deferred credits 

74 Total Dbi'brred Credits 

75 Insurance reserve 

76 Injuries and damages reserve 

77 Employees provident reserve 

78 Other reserves (except reserves deducted contra) 

79 Total Rcservfs 


■■etihiiJinruMi 


Totai. Uadiutik and Othur Crbdits 


1,554,500 
309, 99a 




i 

1,700,000 


347, 391 




CE9I 


2.961.990 201.688 




I 

861,900 


659,934 










i 

2,583,050 


929, 262 


525,000 

450,000 

260,000 

260,000 


450.000 




168,615 

8,295 




3.023.584 I 421.047 




WEBiai 


■aiggM 


B Includes $299, 273 restricted as ro dividends 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER JI. 1948 

Balance Sheet 




Southern Berkshire Power 

Suburban Gas and Electric 

ITEM 

4. Electr 1C Company 

f 

CoNPANV 

1 


Electh I c Com pany 



Electric utility pUnt 

Reserves foe depreciition and arnortuatioo 
Electric utility pUnt less reserves 

Other utility plint 

Reserves for depreaation and amortization 
Other utility plant less reserves 

Total utility plant 

Reserves for depreciation and amortization 


1 1 Other physical property less reserve 

12 Investments m associated companies less reserve 

13 Other mvestments less reserve 

14 Sinking funds 

13 Miscellaneous special funds 


17 Cash 

18 Special deposits 
ig Working funds 

20 Temporary cash investments 
Receivables 

2 1 Notes receivable 

22 -Accounts receivable 

23 Receivables from associated companies 

24 Other receivables 

25 Total receivables 

26 reserve for uncollectible accounts 

27 Net receivables 

28 Materials and supplies 

29 Prepayments 

30 Other current and accrued assets 


32 Unamortued debt discount and expense 

33 Extraordinary property losses 

34 Preliminary survey and investigation charges 

35 Retirement work, in pragtess 

36 Other work m progress 

37 Oeann£ accounts and other deferred debits 

38 


39 Discount on capital stock 

40 I Capital stock 


42 Reacquired capital stock 
I Reacquired lon£ term debt 


ASSETS AND OTHER DEBITS 









2j 205, 414 

109,985 

4,228,028 

282,042 


w 1 1 II 







OrnERDEBrrt 

1.755.514 

105.916 


1.755.514 I 105.916 I 3.787.307 I 229.667 I 2.769.979 \ 231.552 I 48,5 


LIABILITIES -AND OTHER CREDITS 



Common capital stock 
Preferred capital stock 
Stock liability for conversion 
Premiums and assessments on capital stock 
Capital stock subscribed 
Installments received on capital stock 
Total Capital Stock 
Capital surplus 
Earned surplus 
Total Surplus 


Notes payable 

Accounts payable 

Payables to associated companies 

Dividends declared 

Customers deposits 

Taxes accrued 

Interest accrued 

Misc and other curr and accr liab 


s 

759,200 


138,281 




Total Labilities and Othbh Credits 


A Includes il71,9&4 restricted a-s to DfevioEtios- 
B INC4.UDES $453, 376 restricted as to djvjdends 


C- fHCLUors ^327,809 restricted as to dividends. 



























































































Maisachuictu 

Michitan 


STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 

Massacbugettt I Michigan 


Weymouth Light and 

Worcester County Electric 

Worcester Suburban Electric 

Alpena Power 

Company 

Power Company 

Company 

Company 



AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOU^^■ 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 




123.329 13,945.283 2,557.888 


LIABILITIES AND OTHER CREDITS 


46 Common capital stock 

47 Preferred capital stock 

48 Stock Itabilit)' for conversion 

49 Premiums and assessments on capital stock 
}0 Capital stock subscribed 

Installments received on capital stock 
j2 Total Capital Stock 

93 Capital surplus 

94 Earned surplus 
93 Total Surplus 


37 Bondi 

38 Receivers certificates 

39 Advances from associated companies 
60 Miscellaneous long term debt 


62 Notes payable 

63 Accounts payable 

64 Payables to usociated companies 
63 Dividends declared 

66 Customers deposits 

67 Taxes aceroed 

68 Interest accrued 

69 Muc and other cure and sect llab 

70 Total CuaxBNT and Accrubo Li^Btums 

71 Unamortlxed premium on debt 

72 Customers advances for construction 

73 Other deferred credits 

74 


s 

1,222,325 


185,191 



$ 

3,803,125 


2,020,107 



514,360 

1,175,000d 

171,168 

173,107 

65O,000d 

51,122 

19,541 

263,497 

131,115 

256,994 

64,696 


43,954 

4, 2680 

60,219 

16,3380 

8,107 

235,657 

55,599 

149,578 

46,076 

114,962 

14,374 

10,602 

5,546 

4,271 

2,260 

1.558 

1,2050 

938 

2.4940 



[•JMa l 


29,807d 

12 



A iNCLUDta 4110,475 restricted as to dividends. 

B Includes $3,400,552 restricted as to dividends 


C. Includes $529,547 restricted as to dividends 




































































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 



Electric utiUty plant 

Reserves for depreciation and amortization 
Electric utility plant less leserves 

Other utility plant 

Reserves for depteoation and amortizatioo 
Other utility plant less reserves 

Total utility plant 

Reserves for depreciation and amortizatioa 


11 Other physical property less reserve 

12 Investments in associated companies less reserve 

13 Other mvcjtmcflts less reserve 

14 Sinking funds 

1 5 Miscellaneous special funds 


17 Cash 

18 Special deposits 

19 Working funds 

20 Temporary cash investments 
Receivables 

21 Notes receivable 

22 Accounts receivable 

2h Receivables from associated coropames 

24 Other receivables 

23 Total receivables 

26 Less reserve for uncollectible accounts 

27 Net receivables 

28 Materials and supplies 

29 Prepayments 

30 Other current and accrued assets 


32 Unamoftized debt discount and expense 

33 Extraordinary property Josses 

34 Freluninary survey and mveshgation charges 
33 Retirement work ui progress 

36 Other work m progress 

37 Cleannfi accounts and otbet deferred debits 


42 Reacquired capital stodc 

43 I Reacquired long term debt 


Bonds 

Receivers certificates 

Advances from associated companies 


Cliffs Power & Light Consumers Power Compa 

CoMPANYj The 


INCREASE OVER INCREASE OVER INCREASE OVER 

AMOUNT I PREVIOUS YEAR 1 AMOUNT I PREVIOUS YEAR I AMOUNT PREVIOUS YEAR 


ASSETS AND OTHER DEBITS 


S 



281,120,912 




55,418,093 

9,326.184 


EPiiiaaiatBX i 


9,463,514 841,373 336,539,007 42,513,999 

3,733.510 I 137.918 I 59.373.229 I 6.451.877 


I IPM mWI I Hliiiail H< I HI I 




434,121 17,953 

11,390,700 4,503,900 

88,627 10,800d 


632,009 261,051 

321,235 25,467d 






231,233 

140,779 


TTWlTl 



:> Secuutiu 





1 

OTKEi.DeBrTs 

6.706.255 

82,938 

336,002,951 

36,173,825 

388,418,665 1 


1,084d h 
12 
13 
U 

42.451i > 13 

_42*315p xs 

16,671 17 

IS 

50 19 

20 

21 

8,434 22 

25 

24 

8,434 25 

312. 24 

8,121 27 

8,774 2S 
5,105d 29 


34 

8,5820 « 
753 


44- 

44 . 629 43 


Common capital stock 
Preferred apital stock 
Stock liability for conversion 
Premiums and assessments on capital stock 
Capital stock subscribed 
Installments received on apital stock 
Total Capital Stock 
Capital surplus 
Earned surplus 
Total Surplus 


LIABILITIES AND OTHER CREDITS 


* 80,291,513 13,897,752 U 139,948,600 


74,778,800 20,000,000 
37,982 37,982 



191,641,400 





■■II Him ■ 



Notes payable 

Accounts payable 

Payables to associated companies 

Dividends declared 

Customers deposits 

Taxes accrued 

Interest accrued 1 

Misc and other curr and accr Iiab 1 

121,065 

6 

217,630 

29,018 
8, 656d 

106, 092 D 

1,353,000 
3,751,697 
2, 154,115 
842,298 
530,653 
9,261,734 
1,462, 124 
650.039 

399, 920 D 
1,684,023 
225,999 
17, 973 d 
608,723d 
7, 690d 
62.968 

7,508,180 

2,098,882 

279.327 
12,336,417 

1,622,962 

365.327 


1,656,748 

86,730d 

34,760 

1, 698o 

221,054 

24,733 

80,031 
138. 667 d 

74,060 

5,667d 

T I H4 rm 

Ml 1 nun 

1357323 "’ 

— i If f 1 111 




A ApPLIC^Bl.E TO REDEEMED ISSUES 

B Includes $5,603,410 restricted as to dividends on common stock 


Includes $14,000,000 restricted as to oividenos 
Includes $31,565 restricted as to dividends 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Balance Sheet 


Michigan Ga*^ and Electric 
Company 



Michigan Public Service 
Company 


Upper Michigan Power <&. 
Light Company 


Upper Peninsula Power 
Company 
(C) 


Electnc utility plant 

Kexrvn for dcpreaation and amortuztion 
Electnc utility plant leu reserves 

Other utility plant 

Reserves for depreciation and amortization 
Other utility plant less reserves 


ASSETS AND OTHER DEBITS 





Cash 

160,272 

‘ 242 

112,267 

Special deposits 

1,525 


10,500 

Working funds 

Temporary cash investments 

Receivables 

Notes receivable 

2,889 

150d 

5,450 

Accounts receivable 

Receivables from associated companies 

Other receivables 

255,397 

31,857 

185,688 



Less reserve for uncollectible accounts 
Net receivables 
Materials and supplies 
Prcpaymenis 

Other current and accrued assets 


Unamortized debt discount and expense 

Extraordinary property losses 

Prehininary survey and investrgation charges 

Retirement work in progress 

Other work in progress 

Clearing accounts and other deferred debits 


Discount on capital stock 
Capital stock < ~ 


Reacquired capital stock 
Reacquired long term debt 




Total Assets and Other Debits 




45,796 

18,7160 

243, 150 



1,725 

47,398 

6,172 

159,412 



237 



21 



B 40,754 

8,932 

3.303 

16.971 

16.728 

816 

14 6 D 


107.803 10.242,984 664,996 


UABILITIES AND OTHER CREDITS 


3.679.501 I 164.748 I 7.5 



200 19 

5,000d 20 


14, 889 D 27 
67,749 28 
5,441 29 


10,049 34 
1,331 35 

154 36 




Common capital stock 
Preferred capital stock 
Slock liability for conversion 
Premiums and assessments on capital stock 
Capital stock subscribed 
Installments received on rapital stock 
Total Capital Stock 
Capital surplus 
Earned surplus 
Total Surplus 


Bonds 

Receivers certificates 

Advances from associated companies 

Miscellaneous lonir term debt 


Insurance reserve 

Injuries and damages reserve 

Employees* provident reserve 

Other reserves (except reserves deducted contra^ 


t 



558,000 

253,700 

1,800,000 

550,000 


1,000,000 


153,7310 



— BiaiBiWil 






15,013d|53 
61 , 540 1 54 


4,800,000 


1,848,000 

379,000 

3,865,000 

365,000 

1.250.000 

375.000 






Notes payable 



350,000 

50, 000 

Accounts payable 

Payables to associated companies 

270,210 

5,782 

258,634 

115,833 

Dividends declared 

Customers depo&its 

91,124 

3,863 

46,579 

4,020 

Taxes accrued 

236,564 

64,332 

228,078 

46,864 

Interest accrued 

32,533 

1,541 

27,791 

3,552 

Misc and other curr and accr liib 

9,930 

14d 



1 Total Current and Accrubd Uabilitibs 


— Illl'l 1 ■ 

911.682 

—TTWLl 

Unamortized premium on debt 

2 Customers advances for construction 

1,556 

6 

143,839 

6,251d 

3 Other deferred credits 

7,317 

438 

62 

25 



445 

H5:5(5r 

—^•WTmi 



a37,332D 

49,640d 

29,770d 



a, 750 
33,523 
125,939 
27,467 




Total LiABiimEs and Othi, Qiedits 


A Includes !1642,587 westr^cteo as to dividends 
B Includes $18,304 applicable to redeehcd issues 





— — 



9.501 

164.74 




Incorporated Feb 26, 1947, acquired Copper District Power Co , 
Houghton County Electric Light Co , and Iron Range Light 4. Power 
C o ON June 11, 1947 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 

MinneMU I MtinMtppt 


Mliincsou 

MiiBuiippi 




Electnc utility plant 

Reserves for deprcciahon and amortization 
Electric utilit) plant less reserves 

Other utility plant 

Reserves /or deprecation and amortization 
Other utility plant less reserves 

Total utility plant 

Reserves for depreciation and amortization 


1 1 Other physical property less reserve 

1 2 Investments in assoaated companies less reserve 

13 Other investments less reserve 

14 Sinking funds 

1 5 Miscellaneous special funds 


17 Cash 

IS Special deposits 

19 Working funds 

20 Temporary cash investments 
Receivables 

21 Notes receivable 

22 Accounts receivable 

23- Receivables from associated comparues 

24 Other receivables 

25 Total receivables 

26 Less reserve for uni.oilectible accounts 

27 Net receivables 

28 Matenais and supplies 

29 Prepayments 

30 Other current and accrued 


32 Unamartized debt discount and expense 

33 Ext»otdm«y property losses 

34 Prelimirury survey and investigation charges 
33 Retirement work m progras 

36 Other work tn progress 

37 Clearing accounts and other deferred debtts 

35 


39 Discount on capital stock 

40 I Capital stock 


42 Reacquired capital stodc 

43 I Reacquired long term debt 


l 45 I Total Assets AND Othct DEPrrs 


Minnesota Power Light 
Company 


Mississippi Valley Public 
Ser V 1 c£ Company 


Northern States Power 
Company 


M I ss I ss i pp 1 Power 

Compa N Y 






ASSETS AND OTHER DEBITS 


t 


5, 247, 438 
1.045.493 


25,467,782 

3.480,738 



EHEHacEgH 


176,959,765 


19, 155,205 


500,405d1 196,114,972 27,877,691 25,467,781 3,444,127 


115, 203 
3, 104,361 


fcuswa Esai i 


1,307,352 

61,697 

10,906 


1,066,359 

48,942 

245 


1, 115, 547 
66.900 



205,074 187,583 




EWigaifejai 


100,760d 

970d 


99,789d 
199, 238 
9,4650 
10.1150 


146,357 113,570 
100,000 230,OOOd 
112, 791 19, 163 


19, 163 


19, 163 
145,473 
4, 8460 


880,937 4,063d 

35,074,390 5,660,591 

1, 196 233 


4,757,418 1,912,1280 

309,548 168,716 










H3E5WI 



539, 267 
724,802 
73, 919 





617,836d 

3 

4,3610 
178,097 
30, 3840 
734 . 526 




114,835 114,835 




16,639 

7, 517d 


63.890.674 5,173.507 


5,155.983 184.466D 221,325.069 22.246.242 24,581.040 



LIABILITIES AND OTHER CREDITS 


46 Common capital stock 

47 Preferred capital stock 

48 Stock liability for conversion 

49 Premiums and assessments on capital stock 

50 Capital stock subscribed 

5 1 Installments received on capital stock 

52 Total Capital Stock 

53 Capital surplus 

54 Earned surplus 

55 Total Surplus 

56 

57 Bonds 

58 Receivers certificates 

59 Advances from associated companies 

60 Miscellaneous long term debt 


62 Notes payable 

63 Accounts payable 

64 Payables to associated companies 

65 Dividends declared 

66 Customers deposits 

67 Tazes accrued 

68 Interest accrued 

69 Misc and other curr aodaccr Jitb 
7B Total Cubhent and AcatunD 

71 Unamortized premium on debt 

72 Customers advances for construction 

73 Other deferred credits 

74 


75 Insurance reserve 

76 Injuries and damages reserve 

77 Employees provident reserve 

78 Other reserves (except reserves deducted c ontra) 


* 13,360,000 

2,560,000 

‘ 1,230,000 

11,600,000 


1,500,000 





49,297,368 

47,572,000 20,072,000 


43,653 

1.622.279 


43,653 

725.027 







2,400,000 

703,198 

20,030 

145,000 

52,445 

2,901,970 

323,847 




10,989 

200,341 

14,837 









81 Total Liabilitiks and Other Crbdits 


A Includes ^6,517,576 APPut'CABUE to -redeemed issues 






95.4750 


95,_475d 


21,OOOd 90,000,000 10,000,000 

1, 253, 495 




6,690, 927 

2,009,900 1,000,000 






B Includes $281,328 restricted as to dividends on common stock. 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 



57 Bonds 

5B Heccivcrs cectificaks 
59 Advances from associated companies 
do Miscellancoits long term debt 

61 Total Long Term Debt 

62 Notes payable 
6i Accounts payable 

6/i Payables to associated companies 
6? Dividends declared 

66 Custorners deposits 

67 Taxes accrued 

68 Interest accruer] 

69 Mlsc and other curr and accr liah 

70 Total Cubrent and Accrued IrABinxiKs 

71 Unamortizcd premium on debt 

72 Customers* advances for construction 

73 Other deferred gcdits 

71 Total DnTiiMtEP CnnoiTS 

75 Insurance reserve 

7d In|urlc5 and ditnages reserve 

77 Employees provident reserve 

78 Other reserves (except reservea deducted contra) 

79 Total Rmkrvhs 

HO Contributions m nid of construction 
8 1 Total Liabiutips and Othbr Credits 


NR Not reported 
A Reserve for depreciation 


267,615 

257,126 

13.270 

10, 426d 
44,2910 
1.406 

33a7 

011 1 

53.3090 

84,311 

33,951 

84^271 

10. 1080 

169. 

082 

23.842 


51.336.581 I 5,860.362 


Reserve for depreciation of other physical property included with 
reserves for ocpreciation and amortization of utility plant 
Company formed Nov 5, 1947j acquired Genevieve Electric Cooperative, Inc , 
AS OF May 12, 1943 Report reflects full year operation of acquired company 


After $68,399 applied to write off electric plant aojvsthents 
Includes $962,997 restricted as to dividends^ 

Company acquired by Missouri Power &. Light Co on Dec 31, 1948 





























































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 




Kansas City Power & Light Missouri Edison Company Missouri Gas & Electric Missouri Power A. Light 


Service Company 


Electric utility plant 

Reserves for depreciation and aroortization 
Electric utility plant less reserves 

Other utility plant 

Reserves for depreaation and amortizatioo 
Other utility plant less reserves 

Total utility plant 

Reserves for depreciation and amortizatioo 


Other physical property less reserve 
Investments m associated companies less reserve 

1 3 I Other investments less reserve 

14 Sinking funds 

1 3 I Miscellaneous special funds 


17 Cash 

18 Special deposits 

19 Working funds 

20 Temportty cash mvestroents 
Receivables 

21 Notes receivable 

22 Accounts receivable 

2 3 Receivables from associated comparues 

24 Other receivables 

25 Total receivables 

26 Less reserve for uncollectible accounts 

27 Net receivables 

28 Materials and supplies 

29 Prepayments 

30 Other current and accrued ; 


32 Unamortized debt discount and expense 

33 Extraoidinacy property losses 

34 Preliccunacy survey md investigation charges 

35 Retiremcnrwofk m progress 

36 Other work in progress 

37 Gearing accounts and other deferred debits 


39 Discount on capital stock 

40 I Capital stock r “ ' 


42 Reacquired capital stock 

43 I Reacquired long term ddit 


Company 

(E) 



108,775,885 


ASSETS AND OTHER DEBITS 





112,654,804 12,080,165 3,077,561 246,500 

28,972.410 I 790,589 681.541 67.179 


5,202,057 

7,418 

96,335 

6,001,524 

57,256 

2,785,775 

141,179 

40.726 


3,024,936 

131.465 


2,893,471 

4,902,006 

182,924 



481,052 

19.3260 


500,378 

942,149 

76,025 





18,778 

81,058d 

287, 855 

42,998 


81,312 

1.025 


2,333 

113,610 

13,262 

129,159 


109,894 14,147 

96,157 34,7270 


121,301 

159,230 

6,872 


) SBCUumsa 





Othea Debits 

104.563.041 

20.516.126 

2.666.372 

76.917 



LIABILITIES AND OTHER CREDITS 



Common capital stock 
Preferred capital stock 
Stock liability for conversion 
Premiums and assessments on capital stock 
Capital stock subscribed 
Installments received on capital stock 
Total Capital Stock 
Capital surplus 
Earned surplus 
Total Surplus 


27,880,000 

18,000,000 8,000,000 


50O,OCX3 

175,000 




Notes payable 
Accounts payable 
Payables to associated companies 
Dividends declaced 
Customers deposits 
Taxes accrued 
Interest accrued 
Misc and other curr and 



48,000,000 

12,000,000 

1,350,000 

2.800,000 

8OO,O00d 



D 780,259 

149,011 

G 1,034.607 

1— m IB 1 i f 1 Win 1 


— Miiiiri 

■■££!!!££■ 

■SSfKEUEI&l&Bi 

1,700,000 

250,000 

7,500, 003 



1,500,000 




93,324 

3,218 

569,451 

53,173 

133,711 

29,633 

16,899 

3,393 

12,8120 

4,381 

4,762 

39,000 
39,862 
570, 237 
110, 062 
110,514 


6,800,000 3,500,000 

4,000,000 





Total Dabiutihs and Other Creoits 


Applicable to redeemed issue 

Includes |10Q,000 re'tricted A' to dividends on common stock 
Includes $49,216 applicable to redeemed i«sue 
Include' $200,000 restricted as to dividends 



E Report reflects acquisition of Gasconade Power Co , acquired 
Dec 31, 1948 

F Includes $509,866 unclassified utility plant acquisition 
AOJ U'TMEMTS 

G Includes $95,846 restricted as to dividends on common stock 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Balance Sheet 



Includes 4288,417 applicable to redeemed issues. 

Includes $600,000 restricted as to dividends 

Includes $1,136,965 restricted as to dividends on common stock 
Report reflects acouisition of United Utilities Corp and Maryville 
Electric Lisht &. Power Co , acouired Feb 5, 1947 and Oct 1, 1947, 

R ESP ECT I V E LT 


Includes $105,963 restricted as to dividends on common stock 
Membership fees 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED 'DECEMBER 31, 1948 


Balance Sheet 




Mliaoun 

Montana 

Nevada 

L 


Union Electric Compfnt 

Montana Power 

Comp ANT, 

Sierra Pacif 

1C Power 

S0U1 HERM Nevada Power 

L 

N 


OF M ISSOUR 1 

The 


Company 

Com pant 


E 

JTEM 









E 

N 

0 



INCREASE OVER 


INCREASE OVER 


INCREASE OVER 


INCREA^ OVER 

N 

0 




AMOUNT 

PREVIOUS YEAR 

AMOUNT 

PREVIOUS YEAR 

AMOUNT 

PREVIOUS YEAR 

AMOUNT 

PREVIOUS YEAR 


ASSETS AND OTHER DEBITS 


1 

EIkchc utility pluit 

’ 137,701,560 


89,681,092 


10, 800,982 


* 2,634,250 


1 

2 

Reserves for depreciation and amortization 

26.346.160 


18.692.175 


1.151.822 


920.351 


2 

3 

Eleanc utility plant less reserves 

1 Mil 11 


70.988,917 


5,649.160 




3 

4 

Other utility plant 

18,239,931 


21,135,784 


3,805,710 




4 

5 

Reserves for depreciation and amortization 

4.187.715 


3.770.712 


293._069 




5 

6 

Other utility plant less reserves 

— Ill wnwM 


17.365.072 






6 

7 

Total utility plant 

155,941,491 

412,007 

110,816,875 

5,839,586 

14,606,691 

229,945d 

2.634.250 

452,841 

7 

8 

Reserves for deprecation and amortizatioa 

30.533.874 

6.175.4800 

22.462.886 

1.588.873 

1.444.890 

1.014.824D 


27.193 

8 

9 

Total Utility Plant Less Reserves 


6.587.488 

88 . 353 . 9BB 

4.250.713 

13 . 161 ^801 

784.879 


425.648 

9 










hhihihh 


10 

Utility plant adjustments less reserve 









10 

11 

Other physical property less reserve 

143,335 

7, 640 

905,861 

243,435 

237,584 

103, 634 D 



U 

12 

Investments in associated comparues less reserve 

106,513,088 

9,587, 593 







12 

13 

Other investments less reserve 

1 

Id 

116, 672 

64j336d 





1) 

14 

Sinking funds 









14 

15 

Miscellaneous special funds 



1.609 

253d 





15 

16 

Net Investment and Fund Accounts 

106.656 4?4 

9 . 595 . 233 

1.024.144 

178.846 

237 . 584 

—T^ii 1 1 n 



16 

17 

Cash 

3,407,729 

335,720 

1,257,512 

2,442,1380 

181,044 

81,809 

84,308 

a08,053D 

17 

18 

Special deposits 

501,001 

14, 253d 

163,463 

77,392d 

1,319,561 


40, 472 

18 

19 

Working funds 

53, 665 

5,000 

60,287 

1,480 

4,300 

100 



19 

20 

Temporary cash investments 

Receivables 

11,000,000 

10, 000, 000 

200,000 

1,600, OOOo 





20 

21 

Notes receivable 

30,241 

29,416d 

43,603 

13,913d 



292,442 

172,310 

21 

22 

Accounts receivable 

3,027,642 

177,304 

1,888,436 

195,992 

351,642 

52,086 

117,971 

25,9360 

22 

23 

Receivables from associated corapaoies 

52,621 

1,528, 962 D 

176,416 

133,930 , 




23 

24 

Other receivables 

94 . 785 

89. 135 

4.446 

35 

40.554 

1Q.554 



24 

25 

Total receivables 

3,205,291 

1,291,939d 

2,112,903 

316, 044 

362, 196 

62,640 

410,414 

146,374 

25 

26 

Less reserve for uncollectible accounts 

127.274 

25.2180 

239.392 

. ^Z-Sgao 

29.736 

11.5DOD. 

28 . 761 

1,538 

26 

27 

Net receivables 

3,078,016 

1,2^^7200 

1,873,511 

533,653 

332,460 

74,140 , 

381,652 

144,815 

27 

28 

Materials and supplies 

2,425,492 

243,677d 

1,060,459 

120,7061) 

457,641 

91,826 

223,509 

12,103 

28 

29 

Prepayments 

105,527 

42,897 

36, 247 

ll,886q 

1 

21,269 

7,413 

2,211 

402d 

29 

30 

Other current and accrued assets 



1.050 





50 

31 

‘ Total Current and Accrued Assets 

20.571.432 

8.858.967 

4.652.530 

3.917.0100 

2.5I6.2V5 

1.573.288 

732.155 

48.463 

>i 

32 

Urumortized debt discount and expense 

A 863,797 

270,518d 

55, 120 

2, 0780 

15,223 

15,223 



52 

33 

Extraordinary property losses 








33 

34 

Prelinuaary survey and investigation charges 



8,067 

8,067 

1,156 

8540 



34 

33 

Retirement work in progress 





95,324 

67,2820 



33 

34 

Other work m pragcess 

30, 152 

28,345 

13. 146 

3,822 

3,219 

6,6480 



J6 

37 

Qearme accounts and other deferred debits 

41.479 

34^058 


3.3060 

9.528 

698 



57 

38 

Total Deferred DEarrs 

T'l rwriii 

n'iinmiii 

83.989 

■■■KHsTiS 

124.450 

— rw'i 1 11 

mmmmmmmm 

■■■■Mi 

38 

39 

Discount on capital stock 



500, 000 






59 

40 

Capital stock expense 

301.958 


341.946 







40 

41 

Total Caiwal Stock Discount and Expense 

301.958 






ammmmmmm 

■■■■■■ 

4’ 

42 

Reaci^iiired capital stock 









42 

43 

Reacquired long term debt 









13 

44 

Total Rbacouired SECURirrEs 









44 

45 

Total Assets and Other Dertts 

255 .872. 661 

24.829.900 

94.956.599 

519.055 

15.840.110 

2.195.670 

2.446.055 

. ..474.111 

il 

LIABHITIES AND OTHER CREDITS 

46 

Common capital stock 

^ 65,000,000 

2,500,000 

* 20,700,000 


* 3,398,760 


S 

121,204 


46 

47 

Preferred capital stock 

38,359,700 

15,958,900 


3,500,000 




47 

48 

Stock liability for conversion 









48 

49 

Premiums and assessments on capital stock 

1,344,496 








49 

50 

Capital stock subscribed 









30 

51 

lostallments received on capital stock 









51 

52 

Total Capital Stock 

104.704.196 


—ii H 1 nr'iiii 


p— aaisiaBSM 




52 

53 

Capital surplus 

B 


999, 385 






53 

54 

Earned surplus 

C 7.158.420 

958._738 

D 7.9C9.319 

2.035.004 




mmSSmSSSM 

54 

55 

Total Surplus 

BKKklJEkltJi 

M 1 1 Bl 1 1 ■ 

■ 1 '•■'I'l ■ 


182 . 932 




55 

56 

Total Capital Stock and Surplus 

111.362.616 

3.458.738 



7.081.692 

1.124.9920 


IHkWiHiirJsfl 

56 

57 

Bonds 

128,000, 000 

25,000,000 

39,188,000 

12,OOOd 

7,475,000 

3,500,000 

497,000 


37 

58 

Receivers ccrlifiates 









58 

59 

Advances from assoaated companies 









39 

60 

Miscellaneous long term debt 









60 

61 

Total Long Term Debt 

Ml 1 H' "H'l'l'l 


39,188,000 

12.00QD 

7,475,000 

S.TOO.OOO' 

497.000 


61 







100,000 


25,250 


62 



1,211,482 

404, 427 0 

511,938 

392,567 

232, 124 

19,713 

164,068 

124,800 

63 

64 

Payables to associated companies 

1,006,786 

136,462 

7,638 

5,377d 





mi 


Dividends declared 

391,046 

8,933 d 

239,383 






mi 



195,590 

23,409 

72,716 

10,393 

23, 176 

1,272 

61,195 

7,730 




3,609,886 

3,330,741d 

5,764,733 

2,429,596d 

502,663 

28,307 

189,537 

40, 545 D 

ill 



747,462 

124,390 

329,094 

2,918o 

48, 577 

27,618 



ml 

69 


535,941 

65.486 

386.741 

82.653d 





69 


Total Current and Accrued UABiLmBs 

■■i HTT'll ru 


7.312.247 

wmsaasm 

906.540 

173.09Od 

460.056 

91.984 

70 

71 

Unamortizcd premium on debt 

3,802,670 

170,2680 



46,503 

2,122o 



71 

72 

382,200 

5,933o 

139, 798 

561 

220, 618 

8,862 

87,820 

12,048 

72 

73 


124 

l.llSo 

76,005 

47,361 

11 

5,000d 



73 

74 


4.184,595' 


215,60$ 

47.923' 

267,132 

1.740 



74 

75 


561,563 

3,9840 






■■■■I 

75 

76 

Injuries and damages reserve 

190,302 

13,964d 

288,458 

1,820d 





76 

77 

Employees provident reserve 

347,821 

24, 941 0 

276,547 

152,115 


10.5340 



77 

78 

Other reserves (except reserves deducted contra) 


24.6340 

67,422 

1,150,218d 




78 

79 


1,099,686 

67,5240 

652; 425 

999,9230 




1— — ■ 

79 












80 


1.027.365 

10.410 

2^040,513 

566.252 

109 , 746 



IIHHBBH 

80 

81 

Total Liabilities and Other CREorrs 

253 . 872 ■ 861 

24,829.900 

94.956.599 

519.055 

15.840.110 

2,195.670 

2.446,055 

474.111 

JiL 


A includes $810,226 applicable to redeemed issue C Includes *3,824,045 restricted as to dividends on common stock 

B Capital surplus of $2,500,000 created bt reduction in stated value D Includes $1,914,352 restricted as to dividends on common stock 

OF common stock, applied to write off electric plant ACOUISITION 
adjustments and electric plant adjustments 












































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 



Concord Electric Company 



Exeter &. Hampton Electric 
Company 

Granite State Electric 
Company 


AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 




LIABILITIES AND OTHER CREDITS 


Common capita] stock 
Preferred capital stock 
Stock liability for conversion 
Premiums and assessments on capital stock 
Capital stock subscribed 
Installments received on capital stock 
Total Capital Stock 
Capital surplus 
Earned surplus 
Total Surplus 


Total Capital Stock and Surplus 


Bondi 

Receivers certiHcatea 

Advances From oosociated companies 


1,100,010 

225,000 



487,500 162,500 1,140,000 


i 

487,500 


105,625 




■■■■■ 

Notes payable 

Accounts payable 

Payables to associated companies 

Dividends declared 

Gistofners* deposits 

Turn accrued 

Interest accrued 

vv 1 J » . |« 


Mi S 1 y ■ > 1 

- 

Unamortixed premium Ofi debt 

Customers advances for construction 

Other deferred credib 


■iTiVU-l LBHaBTBffMM— 



Iniurartce reserve 

Injuries tad dami|es resetve 

Employed' provident reserve 

Other reserves (except reservd deducted contra') 


_ Total Liabilities aHD Othrr Crbotts 


A. Includes S2, 259,713 excess of Book cost over original cost of 
Vernon Licensed Project No 1904 


Applicable to redeemed issue. 

Includes S109,634 restricted as to dividends. 
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STATISTICS OF ELECTIUC UTILITIES IN THE UNITED STATES FOE. YEAR ENDED DECEMBER 31. 1948 

Balance Sheet 

New Himptlurc [ New Jtney 


Electnc utility plant 

Reserves for depreciatioo and unortizition 
Electric utility plant less reserves 

Other utility plant 

Reserves for depieciation and imortmtion 
Other utiLty plant less reserves 

Total utility plant 

Reserves for depreciation and unortization 




Other physical property less reserve 
Investments m a&soaated companies less reserve 
Other investments less reserve 
SinluQg funds 
Miscellaneous special funds 


■oiiriisi 


Guh 

Special deposits 
Working funds 
Temporary cash investments 
Receivables 
Notes receivable 
Accounts receivable 
Receivables froro associated companies 
Other receivables 
Total receivables 

Less reserve for uncollectible accounts 
Net receivables 
Materials and supplies 
Prepayments 

Other current and accrued assets 


Unamortized debt ducount and expense 

Extraocdtrucy property losses 

Prelunioaty survey and investigation charges 

Retirement work in progress 

Other work in progress 

Oeanoe accounts and other deferred debits 


Total Dbfemlsd DEBnrs 


Reacquired capital stock 
Reacauired Jons term debt 


46 Common apital stock 

47 Preferred upitil stock 

48 Stock liability for conversion 

49 Premiums and assessments on upital stock 

50 Qpital stock subscribed 

51 Installments received on capital stock 

52 Total Capital Stock 

53 Capital surplus 

54 Earned surplus 

55 Total Surplus 

56 

57 Bonds 

58 Raeivcn certificates 

59 Advances from assocuted companies 

60 Miscellaneous long term debt 




62 Notes payable 

63 Accounts payable 

64 Payables to ossoaated companies 

65 Dividends declared 

66 Customers deposits 

67 Taxes accrued 
Interest accrued 

Misc and other cure and 


Ncir Hajspalure 
New Jeraey 



New Hampshire Gas and Public Service Company White Mountain Power Atlantic City Electric 

Electric Company or New Hampshire Company Compaht 


6,842,779 

1.452.818 



ASSETS AND OTHER DEBITS 


$ 


6,842,779 

1.452.818 


363,750 
103. 48u 





170. 894 
17.500 
2,010 


50 

242,350 

17.770 



WHFZWSUfM I 









Unamortized premium on d^ 

Customers advances for construction 

Other deferred credits 

10,007 

1,389 


1 m 




MITiHai 



Total Lmbiuties and Other OtEons 



LIABILITIES AND OTHER CRJEDITS 


■tl KifiiilijlZM I 


1,900,000 10,000d 35,248,000 9,867,000 

150,000 150.000 




6.145.286 I 99.419 1 70.336.978 I 12, 110, ©0 I 1,327,858 1 120,364 | 44.391.984 1 1.797.379 


A Included ^630.677 restricted as to dividends 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Balance Sheet 




deepwater Light A«D PoVER Jersey Central Power 4. M i ll v i lle El ectr i c L i ght New Jersey Power & L i ght 

Company Light Cohpany Company Company 

iwrHFAV nuFR INCREASE OVER 1 INCREASE OVER INCREASE OVER 

amount PRE™?5?WR amount previous year amount I previous YEAR AMOUNT PREVIOUS YEAR 



Electric utility plant 

Reserves for depreciation and amortiaation 
Electric utility plant less reserves 

Other utibty plant 

Reserves for depreciation and amortuation 
Other utility plant less reserves 

Total utility plant 

Reserves for depreaation and amortization 


Other physical property Jess reserve 
Investments in associated companies less reserve 
Other investments less reserve 
Sinking funds 
Miscellaneous special funds 


16 Net Investment and Fund Accounts 

17 Cash 

18 Special deposits 

19 Working funds 

20 Temporary cash investments 
Receivables 

21 Notes receivable 

22 Accounts receivable 

23 Receivables from associated companies 

24 Other receivables 

23 Total receivables 

26 Less reserve for uncollectible accounts 

27 Net receivables 

26 Materials and supplies 

29 Prepayments 

30 Other current and accrued assets 

31 Total Curkent and Accrued Assets 

32 Urumortued debt discount and expense 

33 Extraordinary property losses 

34 Pfclimina^ survey and investigation charges 
33 Beticement wotk m progress 

36 Other work in progress 

37 Clearing accounts and other deferred debits 

3R Total Depbuaed Debits 

39 Discount on capital stock 

40 Opital stock expense 

41 Total Capital Stock Discount and Expense 

42 Reacquired capitil stock 

43 Reacquired long term debt 

44 Total Rbacquieed Securities 

45 Total Assets AND Other Debits 


46 Common capital stock 

47 Preferred capital stock 

48 Stock liability for conversion 

49 Premiums and assessments on capital stock 

30 Capital stock subscribed 

3 1 Installments received on capital stock 

32 Total Capita! 5tock 

33 Capital surplus 

34 Earned surplus 

33 Total Surplus 

36 Total Capital Stock and Surplus 

37 Bonds 

38 Receivers certihcates 

39 Advances from associated companies 
60 Miscellaneous long term debt 

Total Long Term Dbet 

62 Notes payable 

63 Accounts payable 

Payables to associated companies 
Dividends declared 
Customers deposits 
Taxes accrued 
Interest accrued 

Misc and other curr and accr liab 



22,754 

66,340d 

948,878 

904,959 

1,320 

425 

30,878 

70,401 

6,668 

572,586 

431 

264 

141,576 

6.449 




21,319 

2.765D 

699,373 

922,687 

37,207 

24,084 

271,802 

3,099d 


2,197 

175d 

34,319 

17,021 

11,703 



2.670 



LIABILITIES AND OTHER CREDITS 





of construction 


Total Liabilitib3 anb Other Credits 


Includes $ 1,OOOj 000 r epr esent i nq contribution to be received from 

PARENT COMPANY 


Applicable to redeemed issue 

Substantially all restricted as to divioends on common stock 





































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER M, 1948 

Balance Sheet 

New Jersey I New Mexico 


New Jericy 
New Mexico 




Public Service Electric Rockland Electric Company Inland Utilities Company, New Mexico Electric 

AND Gas Company The Service Corporation 


Electric utility plint 

Reserves for dcpreciition and araortizatioo 
Electric utility plant less reserves 

Other utility plant 

Reserves foe deprecutioo and araoitiaation 
Other utility plant less reserves 

Total utility plant 

Reserves for depreciation and arnortization 


1 1 Other physical property less reserve 

12 Investments in associated companies less reserve 

13 Other investments less reserve 

14 Sinking funds 

13 Miscellaneous special funds 


17 Cash 

18 Special deposits 

19 Working funds 

20 Temporary cash investments 
Receivables 

21 Notes receivable 

22 Accounts receivable 

23 Receivables from associated companies 

24 Other receivables 

25 Total receivables 

16 reserve for uncollectible accounts 

27 Net receivables 

28 Matenals and supplies 

29 Prepayments 

30 Other current and accrued assets 

31 Total Current and Accrued Assets 

32 Unamortized debt discount and expense 

33 Extcaordioaiy property Josses 

34 Preliminary survey and investigation charges 
33 Retirement work in progress 

36 Other work in progress 

37 Clearing accounb and other deferred debits 


39 Discount on capital stock 

40 I Capital stock 


42 Reacquired capital stock 

43 I Reacquired Jong term d^ 


361,368,131 

100.045.200 


168,260,606 

25,896,333 




529,628,737 24,107,195 

125,941,533 I 10,495,787 



20, 363, 643 13,688, 188 

7,021,211 4,927,141 

227,280 12,500 

24,990, 250 7, 003, 500 


13,550,567 

68,936 

157.241 


13,776,745 

437.100 


13,339,645 

17,915,093 

289,160 


CTWiM 


A 6,912,513 


174,473d 
86, 253d 
122.8250 


345,027 
4,974,731 
19, 279 D 




MtttnuaimsBm 


15,169,9000 

5.752.600 


9,417,300o 



2,204,571 

583.074 


95,039 

52,136d 

90 


169,312 

99.982 

33, 690 0 
30,495 


3,195d 

^D 

254,119 

146,799 

340 

2,585d 
55,801 
201 D 


877 

5,017 

4,241 

20,656 


904 

389 




3,736,779 

1.139.880 


231,597 

110,935 


3,968,376 

1.250.815 







112,253 

138,168 

7,562 




145 I Total Assets AND Other Debcts 


552.233,858 61,476,072 


3.122,314 I 227,412 


LIABILITIES AND OTHER CREDITS 


Common capital stock 
Preferred capital stock 
Stock liability for conversioo 
49 Premiums and assessments on capital stock 

30 Capital stock subsaibed 

31 Installments received on capital stock 

32 Total Capital Stock 

33 Capital surplus 

54 Earned surplus 
33 Total Surplus 


57 Bonds 

5g Receivers certificates 
39 Advances from assocuted companit 
60 Miscellaneous long term debt 


62 Notes payable 
6i Accounts payable 

64 Payables to associated companies 

65 Dividends declared 

66 Customers deposits 

67 Taxes accrued 

68 Interest accrued 

69 Mlsc and other curr and occe liab 


71 Unamortiied premium on debt 

72 Customers advances for construction 

73 Other deferred credits 


75 Insurance reserve 

76 Injuries and damages reserve 

77 Employees provident reserve 

78 Other reserves (except reserves deducted contra 


146,205,800 

4,300 

1,500 




254,685,500 62,195,600 


20.000.000 20,000.000 




18, 

,000, 

,000 

2, 

,039, 

,568 


73, 

,563 

4 

,144, 

,021 


535, 

,761 

2, 

,421, 

,546d 

1 

,015, 

,915 




2,561,050 

1,203,763 

3,571,729 

1.796,578 


ERfilMlsill 


48, 776 D 
352,782 
7.523.306D 


7,219,300d 









s 


350,000 

150-, 000 



16,478 

140,054d 


131,047 

31,536 

21.3860 

35,462 

13, 741 D 

32,057 

609 

ITHII 111 

35.462 

13.7410 

32.666 


81 I Total LuBiLmBs 


552,233.853 I 61.476.072 


3.122.314 227.412 



1.591.681 130.784 


A Includes $6,869,423 applicable to redeemed issues 


B Includes $250,000 restricted as to dividends 
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New Mexico 
New York 


STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Balance Sheet 

New Menco I New York 



Public Service Company Buffalo Niagara Electric 
OF New Mexico Corporation 



Central New York Power 

CoR^O^AT ION 


Electnc utility plant 

Reserves /or depreciation and amortization 
Electric utility plant less reserves 

Other utility plant 

Reserves for depreciation and amortiaation 
Other utility plant less reserves 



Uaamoitized debt discount aod expense 
Extraordmacy property losses 
Preliminary survey and investigation charges 
Retirement work in progress 
Other work in progress 
Clearinj; accounts and other deferred debits 






9, 167 

1 



185, 339 

70, 933 

1,314 

99, 998 

17,322 

69,756 



104.724 

1 324,110 

121.067 

184.961 




LIABILITIES AND OTHER CREDITS 


t 

25,244,049 

20,000,000 

30,000 

10,000,000 

i^^winriTi 

10 . 600.000 



Includfe 4633, £79 restricted as to dividends 

After transfer df $2,240,000 from other reserves, $16,317,928 

TRANSFE'.RED ■'0 RESERVE FOR DEPRECIATION, $355,090 TO EARNED SURPLUS 

AND $50_ 734 APPL'EO TO BEDLCTION OF ELECTRIC PLANT ACDUISITION 

ADJUSTMENTS 


48. 356.573 1 4,157.0881 137.962.999 | 15,706,350 Isi 


Report reflects acouisition of Northern Development Corp, 
ACDuiREO July 31, 1948 

Includes $4,088,305 restricted for use in adjustment of plant 

Accounts and depreciation reserves 

Includes $4,762,906 restricted as to dividends 












































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 



11 Other physical property lew reserve 

12 Investments m associated corapinies less reserve 

13 Ocher investments less reserve 

14 Sinlung funds 

13 Miscellaneous special funds 


17 Cash 

18 Special deposits 

19 Working funds 

20 Temporary cash investments 
Receivables 

21 Notes receivable 

22 Accounts receivable 

23 Receivables from associated comparues 

24 Other receivables 

23 Total recovablca 

26 Loss reserve for uncollectible accounts 

27 Net receivables 

25 Mitenils and supplies 

29 Prepayments 

30 Other current and acenjed ' ' 

51 


32 Unamortized debt discount and expense 

33 Extraordinaiy property losses 

34 Prelimmajy survey and investigation charges 
33 Retxremeot 'work, m progress 

36 Other work m progress 

37 Clearing accounts and other deferred debits 


39 Discount on capital rtock 

40 Capital stock 

4 1 _ Total Cafttal Stock P tscouW T and Expense 


29,994,527 

3,475,764 

490,975 

432,163 d 

2,202,461 

1,167,788 

5,626,2770 

916,713 

3,850 

1,500 

125,000 

23,942,246 

50,000 

1,369,782 

182,496 

38,453 

1,704,252 

99, 019 0 

579 

303 


rjn*ebfl—iBliI8gKgBiifcwsiigjarJ!ll 


2,165^994 
676, 835 
39,085 


25,400,586 

42,511,166 

2,711,889 


1,302,260 

12'Q91,140 

148,287 


IBM |i H 1 1 H H II ^ttmrrWSflim 


433,324 127,521 

4.764,036 1,034.029 


42 Reacr^uired capital stodc 

43 I Reacquired long term debt 


43 I Tc 




7,565d il 
12 

IjOOOd 13 


1,518,0810 17 
19,540d 18 
24,1210 19 


386,403 36,547 


2,642d 

289,479 

90,547 


62 

30,849 

(6,903) 

5,688 

3,638 


10,510d 

75,767 

50,684 

12,270o 

55,135 

55 ,053 

2S,_627 


108,306,247 



LIABILITIES AND OTHER CREDITS 


46 Common capital stock 

47 Preferred apital stexk 

4g Stock liability for conversioa 
49 Premiums and assessments on capital stock 
30 Capital stock subscribed 

51 Irutallments received oo capital stock 

52 Total Capital Stock 
55 Capital surplus 

54 Earned surplus 

55 Total Surplus 


57 Bonds 

58 Receivers certificates 

59 Advances from associated compaoiei 

60 Miscellaneous long term debt 


229,547,740 17,200 

174 , 999 , 927 24 , 995 , 332 o 





I fcklfcHJetiSl 


62 

63 

64 
63 
66 
67 
63 
69 

Notes payable 

Accounts payable 

Payables to assoaated companies 

Dividends declared 

Customers deposits 

Taxes accrued 

Interest accrued 

Misc and other curr and accr Iiab 

40,000,000 

15,630,786 

860,507 

2,394,148 

6,228,906 

23,223,778 

2,326,998 

4.990.979 

20,000,000 

2,626,299 

478,347 

341,9570 

69,789 

5,533,590 

163,374 

6. 016.9290 

70 

Total Currint and Accrued Liabiuties 

iM mu mu ■ 


71 

Unamortized premium on debt 

3,175,494 

44,642 

72 

Customers advances for construction 

442,515 

73 

Other deferred credits 

1.112.110 

262.9000 

74 

Total Deferred Credits 


M 1 1 H 1 1 IJI 

75 

76 

Insurance reserve 

Injuries and damages reserve 

6,130,235 

13, 632 

77 

78 

Employees provident reserve 

Other reserves (except reserves deducted contra) 

144.964 

770 


8 , 000,000 

3,000,000 



A Restricted tor use in adjustment of depreciation reserve and certain 

OTHER ACCOUNTS 

B Includes ♦16,531,973 restricted as to dividends. 

C Not segregated 


Rents receivable 

Restricted for use in adjustment or book cost and depreciation or 
utility plant 


842507 0-49 -6 

























































































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Balance Sheet 



1 Nev York State 

Electric & 

1 Niagara Falls Power 

orange and Rockland 

Patchogue Electric Light 

Gas Corporation ! 

i 

Company, 

The 

Electr k Company, The 

Hi 

Company , 

The 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

1 

j 

AMOUNT ! 

INCREASE OVER 
PREVIOUS YEAR 


129,846,415 

NR 


15,833,148 

NR 



51,073,156 

16.378.865 





145,679,563 12,782,113 

28.952.389 | 1,973.705 


51,073, 156 2, 267,870 

16,378.865 I 720.590 


4,698,385 

1.628.852 


479,455 

134.841 


1,993,969 

709.638 


1,993,969 

709.638 



157,921 

82,720 


jlant adjuitinents Jess Tc«rye 


1 1 Other physicil property less reserve 

L2 Investments m associated companies less reserve 

13 Other investments less reserve 

14 Sinking funds 

13 Miscellaneous special funds 

16 Net Investment and Fund Accounts 

17 Cash 

18 Special deposits 

19 Working funds 

20 Temporary cash investments 
Rcicuables 

21 Notes receivable 

22 Accounts receivable 

23 Receivables from associated companies 

24 Other receivables 

25 Total receivables 

26 I<eis reserve foe uncallectible accounts 

27 Net receivables 

28 Materials and Supplies 

29 Prepayments 

30 Other current and accrued assets 

31 Total Current and Acc&uso Assets 

32 Unamortiaed debt discount and oeperue 

33 Extraordinary property losses 

34 Pfeliminory survey and investigation charges 
33 Retirement work in progress 

36 Other work in progress 

37 Clearing accounts and other deferred debits 

38 Total Pep ejuied Debits 

39 Discount on capital stock 

40 Capital stock expense 

41 Total Capital Stock Discount and Expense 

12 Reacquired capital stock 

43 Rcaccpiifcd long term drf?t 

44 Total Reacquirho Secumtibs 

43 Total Assets AND Other Debits 





43,0830 

1,040 

71,700 

135, 064 D 
175,210 
566d 

11,607 


2,337,364 

615,450 

1,259,229 

946,473 

177,176 

4,676 

2,592,470 

89,226 

247,656 

25,066 

2.296 

8.3690 


2,701,379 

3,439,894 

419,704 



2,080,963 

9,419 

4,888 


1,327,797 

103,262 


1,432,734 





872,168 

56,705 

951 


804, 819 D 
7,192 
7,340 


102,869 
( 7,099) 


■cem 


95,621 

152,325 

15,244 






148,081 

133,357 

10,842 

1,500.000 




126,715 

39.565 

22.058 


— mill 





7.04 1 7.041 


fER^II 


127.782,969 10.429.050 50.456,751 465.631 


3.520.451 I 177.459 


LIABILITIES AND OTHER CREDITS 







A Restricted for use in adjustment of balance sheet accounts 


NR Not reported 







































































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 


51 



1 1 Other physiaii property less reserve 

12 Investments m assooeted mrapanies less reserve 

1 3 Other mvBtments less reserve 

14 Siokiag fuhds 

13 Miscellaneous specol funds 


17 Cash 

18 Speaal deposits 

19 Working funds 

20 Temporary cash mvestmeots 
Receivables 

21 Motes receivable 

22 Accounts receivable 

23 Receivables from associated companies 

24 Other receivables 

23 Total receivables 

26 Less reserve for uncollecbble accounts 

27 Net receivables 

28 Materials and supplies 

29 Prepayments 

30 Other current and accrued assets 


32 Unamoftiied debt discount and expense 

33 Extraordinary property losses 

34 Preliminary survey and investigation charges 
33 Retirement work ta progress 

36 Other work in progress 

37 Clcanoff accounts and other deferred debits 


39 Discount oo capital stodc 

40 I Capital stock 


42 Reac<}uutd capital stock 


24,921 

4,166 

700 

3,195d 

198,480 

262,415 

6,650 

84,2900 

499 

225 

3,636,473 

4,553 

44,650 

2,304,332 

1.198d 

79,209 

7,230d 

695,050 

404,884 

150,235 

26,4820 

140,4050 

14,820 

1,990,560 

101,244 

5.496 

18,158 

540,299d 

5220 




152,0680 

2,097,301 

522,663d 


25*QQQ_ 


71.209 

117,045 

737 

7,230o 
13,890o 
63 0 

1,236,670 

931,423 

28,646 

152,0680 

174,6920 

0,515 

2,072,301 

3,788,413 

121,902 

522,6630 

403,792 

813 









Total Assets and Othex. DEirrs 

2.514.650 

231.213 






LIABILITIES AND OTHER CREDITS 


46 Common capital stock 

47 Preferred caipctal stock 

48 Stock liability for convemon 

49 Premiums and assessments on capita! stock 

30 Capital stock subscribed 

31 Installments received on capital stock 

32 Total Capital Stock 

33 Capital surplus 

34 Earned surplus 

33 Total Surplus 


37 Bonds 

38 Receivers certihcates 

39 Advances from associated companies 
60 Miscelfaneous long term debt 





62 Notes payable « 

63 Accounts payable 

64 Payables to assocuUed companies 
63 Dividends declared 

66 Customers deposits 

67 Taxes accrued 

68 Interest accrued 

l’6g Misc and other curr and accr liib 

1 70 Total Current akd Accrued LiABiunES 

1 71 Unamortized premium on debt 

72 Customers advances for construction 
1 73 Other deferred credits 


73 Insurance reserve 

76 Injuries and damages reserve 

77 Employees provident reserve 

78 Other reserves (except reserves dedu cted contra] 


|81 I Total DABiLirres and Other Credits 



300.600 

92,368 

140,OOOd 

48,541 

15,064 

1,848 

76,350 

11,442 

5,153 

459 

188.937 





231.213 

1 33.141.725 

1 174.959 

1 104.895.130 

1 14.086.587 

1 29.121.163 


A Includes $8^395,521 restricted as to dividends on common stock 
B Aftea transfer of S215,925 from earneo surplus, $792,252 applied 
TO reduction in book cost of utility plant 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 




St Lawrence River Power 
Company, The 


Staten Island Edison 
CORPORAT I ON 


WESTCH ESTER L 1 GHT 1 NS 

Yonkers Electr i c 

Light 

Company 

and Power Company 

, The 



6,232d 23.539.426 1.210.8140 


UABIUTIES AND OTHER CREDITS 




42,790,000 


9,000,000 

2,800,000 

2,800,000 

1,300,000 

» B 1 1 II ' 1 ■ 


■■■ItlkWtlltMtll 

745,082 
1, 186, 259 

167,160o 

16,262 

139,950 
156 , 469 

196, 110 
411,493 
676,348 

32,805 

20,631 

584 

30,026 

447,564 

119,079 


Apter $11, 637, 607 applied to write off utility plant acquisition 
adjustments 


1.210.814 


B I NCL 



Includes $2,900,000 restricted for use in adjustment of 

D EPR EC I AT I ON RESERVE 
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North C«.rolia« 


L 


Carol i na Aluhi num 

Carolina Power 5 . Light 

Duke Power 

Comp ANY 

Nantahala Power and 

L 

N 


COMPANT 

Company 



Light Company 

N 


ITEM 









E 

N 

0 



INCREASE OVER 


INCREASE OVER 


INCREASE OVER 


INCREASE OVER 

N 

0 





PREVIOUS YEAR 

AMOUNT 

PREVIOUS YEAR 

AMOUNT 

PREVIOUS YEAR 

AMOUNT 

PREVIOUS YEAR 





ASSETS AND OTHER 

DEBITS 





i 

Electnc utility plant 

^ 35,238,529 


107,582,001 


* 232,782,812 


* 22,150,590 



2 

Reserves for depreciation and amortization 

11 Mil 1 HI ■ 




97.456.244 


17.369.274 


2 

3 

Electric utility plant less reserves 

WmmMEaEist 




135.326.568 


4.781.315 



4 

Other utility plant 

416,129 


502,473 


16, 165,939 





3 

Reserves for depreciation and amortization 

296.107 




5.509.023 





6 

Other utility plant less reserves 

120.021 




— 1 m 1 w II ■ 





7 

Total utility plant 

35,644,659 

1,120,044 

108,084,473 

10,315,202 

248.948.751 

28.481.855 

22.150.590 

1,304,807 


6 

Reserves for depreciation and amortization 

17 '.082 .606 

443 . 474 

16.555.207 

1.256.974 

B m II ^ 


^■1 II II !■ !■ 

129.277 


H 

t • 11 • J i.kM 1 ! 1 

^m\u !■ Ill 

— 1 1 ■ 1 1 1 

91.529.265 

9.058.227 



11-1 

■KUMfeiRfti 

9 

■ 











10 









1.700D 

10 

11 

Other physical property less reserve 

3,570,628 

419,343 

63,554 

24,060d 

5,262,736 

165, 1700 

■■■ 


11 

12 

Investments in associated companies less reserve 



73,269 


2,306,895 



12 

13 

Other investments less reserve 



6,944 

82Bd 

3,335,940 

5,7960 



13 

14 

Sinking funds 








15 

Miscellaneous special funds 



26.690 

7.872d 


17.999.443d 



15 

16 



419.343 

170.458 

32.761D 

lO. 905. 571 

18. 170.4090 


■■MMH 

16 

17 

Cash 

72,634 

46,776d 

2, 519, 215 

78, 563 

7,524,347 

1,471,108 

76,749 

18,831 

17 

18 

Special deposits 



64,308 

7,555d 

89,056 

19,368 



IS 

19 

Working funds 

78,000 

15,000 

48,856 

20,737 

92,307 

11,777 

3,500 


15 

20 

Temporary cash investments 

Receivables 




19, 200d 





20 

21 

Notes receivable 



897 

43 

9,020 

7,4570 



21 

22 

Accounts receivable 

138,800 

38,608 

1,883,927 

412,294 

5, 499, 194 

874,484 

56,002 

10, 383 

22 

23 

Receivables from associated companies 

778,048 

778,048 







23 

24 

Other receivables 

3.990 

1.5310 

125 

120 

679 

63.8950 

240 

30 

24 

25 

Total receivables 

920, 839 

815,125 


412,325 

5,508,893 

803, 132 

56,242 

16, 413 

25 

26 

Less reserve for uncollectible accounts 



1.742 

336.239 

4.9700 



26 

27 

Net receivables 

920,839 

815, 125 

1,822,453 

410,582 

5,172,654 

BOB, 102 

56,242 

10,413 

27 

28 

Materials and supplies 

153,348 

36,671 

2,326,101 

319,867 

13,724,575 

2,206,498 

106,607 

7,351d 

2S 

29 

Prepaymcnls 

4,847 

7,8340 

56,884 

41,462 

148,367 

60,977 

7,646 

7,646 

25 

30 

Other current and acemed assets 



500 

l.OOOo 



6.005 

1.647 

30 

31 

Total Current and Accrued Assets 


812.186 

6.838.319 

843.458 

llllllHII I 


1— — 1 1 Mil y 

31.186 

51 

32 

Unamoftized debt discount and expense 









J2 

33 

Extraordinary property losses 









33 

34 

Prelimina^ survey and investigation charges 



14,088 

14,088 

48,865 

7,673 



a 

35 

Retirement work m progress 



435,660 

155,224 

116,144 

9, 959 



35 

34 

Other work ip progress 



44,221 

ll,023o 

108, 528 

93,282 



36 

37 

Clearins accounts and other deferred debits 

4.178 

3.559 

26.761 

27.8360 

197.522 

57.445 


23d 

37 

38 

Total Deferred Dbehs 


3.559 

520.731 

130.453 

wmmmmrsrBm 

168.359 



38 

39 

Discount on capital stock 









39 

40 

Cipilal stock expense 



266.772 

469 





40 

41 

Total Capital Stock Discount and Expense 



266.772 

469 

■bbhuh^h 




41 

42 

Reacquired capital stock 





11, 100 


5, 030, 000 


42 

43 

Reacquired long term debt 









43 

44 

Total Reacquired Securities 









44 

45 

Total Assets and Other Debits 

23.566.528.. 

1.911.658 

99.325.548 

9.999. B47 


9.784.096 


1.204,992 

45 

UABILITIES AND OTHER CREDITS 

46 

Common capital stock 

4 

100,000 


* 12,719,500 


i 

94,691,424 


i 

17,730,000 


46 

47 

Preferred capital stock 



15,608,800 


294,800 




47 

4S 

Stock liabili^ for conversion 









48 

49 

Premiums and assessments on capital stock 





1,893,788 




49 

50 

Capital stock subscribed 









SO 

51 

Installments received on capital stock 









51 

32 

Total Opital Stock 

ino non 


■■KJHKfciGWutl*! 


■■KirilillliKiSlsI 


■■■nswiEMt'titi 


52 

33 

Capital surplus 

21,325'000 

7,000,000 

640,630 

550,000 





53 

34 

Earned surplus 

705 ,515 

74.611 

A 7.750.599 


27.468.331 

3.128.744 

19.274.8731 

554 r 554 

54 

55 

Total Surplus 

22.028.515 

7.074.611 

8.391.229 

1.891.817 

27.468.331 



354.234 

55 

56 

Total Capital Stock and Surplus 

1 m 1 H ii 1 

7,074.611 

36,719.529' 

i!891.017 

124. 348. 3 4T 


^.455.Y26 

3S4.234 

56 

57 

Bonds 



44,160,000 

230,000c 

40,000,000 




57 

58 

Receivers certificates 









SB 

39 

Advances from associated companies 









39 

60 

Miscellaneous lone term debt 



7.000.000 

7,000.000 




57.000c 

60 





— iwr Ifri 

0.770.000 

4O.06O.OOa 



57.600c 

61 





3,000,000 

500,000 

5,000,000 

5,000,000 



62 

63 


168,360 

18,8480 

758,368 

116,668 

3,080,410 

264,221 

64,112 

28,847 

63 

64 

Payables to associated companies 


5, 474,847c 


15,OOOd 

4,965 


972,588 

876,558 

64 

65 

Dividends declared 



695, 110 



20,910 

517 

65 

66 


1,720 

36 

179,354 

42,742 

923,627 

157,642 

66 

67 


958,699 

239,484 

4, 164, 448 

437,149 

6,622,052 

993,782 

272,879 

61,911c 

67 





476, 132 

49,448 

441,644 

27,431 

3,870 

447 c 

68 





96.211 

151.2640 

461.342 

79.016c 

70.885 

64.493 

69 





— HUH IT1 

979.744 

16.534.040 


1.405.246 

908.058 

70 

71 

Unamortized premium on debt 



891, 242 

59,491c 





71 

72 

Customers advances for construction 



214,741 

85,672 


15, 250 



72 

73 


9.539 

3.388 

65.444 

2.997c 


52 



73 

74 


9.539 

3.308 

1.171;429 

23.183 

53.023 

15.302 



74 

75 

Insurance reserve 





2,255,495 

247,378 



75 

76 

Injuries and damages reserve 

11,094 

763c 

142,477 

5,3a3c 



3,769 

300c 

76 

77 

Employees provident reserve 


637.370 

324.580 

80.264 

22.477c 




78 

Other reserves fexcept reserves deducted contra) 





78 

79 






2.335.759 

224.901 

3.769 

300 

79 





IHHHIiHiiH 






ao 





1 — 

851.355 

51.089 



80 

81 

Total Liabilitibs and Other Credits 

23.366.528 

1.911.658 

99.325.548 

9.999.847 

184.122.520 

9.784.096 

10.090.880 

1.204.992 

81 


A Includes $5,902,456 restricted as to dividends on common stock 
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North Carduia 
N B«k Ohio 


STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 

Nortlr CarollDK I North Dakott North JDakou ! Ohio 


Tide Water Power 
Company 

Montana-Dakota 

Co 

(A) 

Utilities 

Otter Tail Power Company 

Buckeye Light 
Company, 

(d5 

Sl Power 

The 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INGREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 




Ununortued debt discouat and expense 

Extraordioacy property losses 



158, 147 

Preiurunaxy survey and investigation charges 

4,346 

2,504 


Retirement work In progress 

Other work in progress 

Clearing accounts and other deferred debits- 

27,648 

10, 6230 

67.235 

Total Dbferrbo Debits 


8,1180 




770, 152 

17.840 

752,311 

1,615,906 

33,148 



101,884 

2aa 

101, 595 
382,176 
12,4840 
1$ 

1 

164 ■ 373 

49, 183 

135 

32,822 

135 


5,014 27 
31,770d 2B 
3,085d 29 
30 



LIABILITIES AND OTHER CREDITS 


1,011,563 497,000 


50,0O0p 10,000,000 

1,486,082 

19,40a 



760,495 

t 

2,500,000 

6,000,000 

707, 450 

986, 563 
12,950o 

5,074,468 

1,736,082 

1,734,108 

13,574.468 


433.150 

C 2.016.089 

267 . 485 

4^3 . iro 
g.l57.55S 

2.016.68$ 
15:590.558 

267. 485 
.2. 7.11 ..017 

2,100,000 

12,104,000 

2,399,000 

1.411.2300 




1, 402,301 
35,98Sd 



1,000,000 

891,305 


11,812 
1,312,975 
36, 376 
300 


1,000,000 

127,156 


3,588d 
146, 446 
7,468 


71 

72 

73 

Unamartixed premium on debt 

Customers advances for construction 

Other deferred credits 

6,483 

5080 

59, 272 
156,371 

6,1110 

38,445 

74 

Total Deferred Credits 


SSao 

2157643" 




284,599 

39,821 

99,06Cr 

6,466 


Total LtABiurtas and Othu Crsdits 


Report reelects acouisition of Sher idah County Electric Co , acquired 
July 14, 1947 

Includes $173,960 und i str i buheo reserve for depreciation of transportation 

EQU I PHENT 




INCLUOES $1,016,749 RESTRICTED AS TO DIVIDENDS ON COMNON STOCK 
All OF company's properties acquired by Dayton Power S. Uiqitt Co 
ON Sept 30, 194&. 
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55 


L 


Central Ohio 

L 1 GHT i 

C INC innat I Gas 

Sl Electr ic 

Cleveland Electric 

Columbus and Southern Ohio 

L 

N 


roWER Company 

CoMPANYj The 

Illuminating Company, The 

Electr i c Company 

N 


ITEM 










E 

N 

0 


AMOUNT 

INCREASE OVER 


mCR£A‘3E OVER 


INCREASE OVER 



N 

o 



PREVIOUS YEAR 

AMOUNT 

PREVIOUS YEAR 

AMOUNT 

PREVIOUS VEAR 

AMOUNT 

PREVIOUS YEAR 




ASSETS AND OTHER DEBITS 




1 

Electnc utility plant 

i 

5,952,244 



i 

113,444,721 


* 216,113,014 


73,160,366 



2 

Reserves for depreaation and amortization 

1.494. 676 



NR 


NR 


13 '972 'lie 


2 

3 

Electnc utility plant less reserves 

4.457.567 






5$. 188. 248 



A 

Other utility plant 

112,022 



29,983,221 


9,684,489 


5^494 694 



5 

Reserves for depreciation and amortization 

Other utility plant less reserves 

16.803 



NR 




1.717.009 



6 

95.218 








6 

7 

Total utility plant 

10,044,516 


407,684 

143,427.944 

16, 116,289 

225,797,503 

31,054,594 

78, 655,061 


1 

8 

Reserves for deprecation and amortization 

— W HWIl ■ 


321.3490 


611.335 

66.179.111 

5.936.974 

IPi' PR 



9 



7.29.034 

Mli|il|i| II lYB 




F,7> . _ Q’j.'i 














LO 

Utility plant adjustments less reserve 










11 

Other physical property less reserve 




B 469,061 

2,122d 



181,107 



12 

Investments in associated companies less reserve 




6,049,668 

80,300d 

271,209 

114,209 


12 

13 

H 

Other mvcstments less ceserve 

Sinking funds 




10,000 

10,000 


30,232 

62 D 

15 

15 

Miscellaneous special funds 



9. HOP 








16 



STTlOo 

— HTI HU 1 ■ 

72.422d 


■■ESIiVETSSlH 




17 

Cash 

1,240,091 


847,925 

2,584,092 

962,837d 

3,066,671 

647,805d 

2,984,592 

1,580,629 


18 

Special deposits 

' 9,680 



54,762 

14,473d 

752,070 

150 D 

247,351 

127,500 


19 

Working funds 


55 

60.910 

150 



45,775 

28' 650 


20 

Temporary cash investments 

Receivables 

202,441 


2,253 

15,025,000 

15,000.000 

1,500,000 

24, 010, 065 D 



20 

21 

Notes receivable 











22 

Accounts receivable 

350,958 


80,148 

3,581,573 

336,987 

3,660,880 

57,394 

1,737,495 

263 , 979 


23 

Receivables from associated companies 




375,454 

57,910 




24 

Other receivables 

259 


259 

77.862 

77,841 

8.593 

234.973d 




25 

Total receivables 

351,217 


■"8n,4'(37' 

4,034,890 

472,739 

3,669>75 


1,737,495 

263,979 


26 

Less reserve for uncollectible accounts 

34.376 


877 D 

199 . 126 

3,600 

366.812 


63.350 

7.950d 


27 

Net receivables 

316,841 


81,285 

37S35,'?64 

469,139 

3,302,661 

178,078d 

1,674,145 

111 1 W 1 1 ■ 


28 

Materials and supplies 

326,448 


42,908 

5,830,773 

2,768,606 

12,741,659 

2,770,081 

2,964,455 

514,491 


29 

prepayments 

71,838 


18,410 

231,243 

281,323d 

503,830 

45,552 

410,978 

55,413d 

29 

30 

Other current and accrued assets 



37.5870 





1.041 



31 

Total Current and Accrued Assets 

2.167.340 

955.251 

27.622.544 

16.979.261 

21.866.891 


8.328.340 

2.467.781 


32 

Unamortized debt discount and expense 

A 368,965 


39,094 



0 1,408,000 

85,333d 

F 1,143,708 

41,372d 

33 

53 

Extraordinary property losses 










33 

34 

Prclimmary survey and Investigation charges 








195,049 

110,053d 

34 

33 

Retirement work in progress 




154, 637 

1,254,4170 



(68,601) 

43,989d 

33 

36 

Other work in progress 




202,839 

28, 222 D 



55,511 

131,093d 

36 

37 

Cleaetns accounts and other deferred debits 



3,lQln 

706.603 

5.922.5150 

94.976 

67 . 185 

IQR . 621 

. .75_.4as 

37 

38 

Total Deferrsd Debits 


_.35..592. 

1.064.081 

7.205.1550 

— W'l'IWli'IH 

18.1480 

— 'Wl'i'WTTM 

■HdfrMtUliS 

38 

39 

Discount on capital stock 










39 

40 

Capital stock expense 

61,802 


20.403 







40 

41 

Total Capital Stock Discount and Expense 


— 1 n r [ ■ 







41 

42 

Reacquired capital stock 


1 

im 







42 

-13 

Reacquired long term debt 


■ 








43 

44 

Total Reacouired Secuktiiis 









44 

43 

Total Assets and Other Debits 

11,131,144 


731,571 

139,063,992 

25,206,638 

183,411,668 

3,189,116 

72.941.413 

11.694.091 

45 

UABRITIES AND OTHER CREDITS 



^ 1,262,000 


122,000 

* 19,074,000 

1,734,000 

* 40,871,520 


* 7,506,800 


46 

47 

Preferred capital stock 

1,200,000 



27,000,000 


25 , 498, 900 


10,384,100 


47 

48 

Stock liability for conversion 




2,754,000 

2,754,000 





48 

*19 

Premiums and assessments on capital stCKk 

1,038,000 


176,900 





49 

50 

Capital stock subscribed 










50 


Installments received on capital stock 

Total Capital Stock 










51 


3,500,000 

— 1 1 H [ij 1 

4a.82a.oiJu 

4;4SH,UU0' 

— '•WllUTVfil 




52 


322,'?91“ 



389,^2' 

47,4520 





53 


Earned surplus 

Total Surplus 

563.487 


43,714 

C 12.109.933 

8,924,70" 

24,642.246 

2.183.102 

G 8.987.804 

932 . 677 

54 


3857779" 


1275997505" 

8,877,249 




M Ii 1 W hi ■! 

55 

56 

Total Capital Stock and Surplus 

4.3a5'!779" 


51. 327; 505 

13.365,249 

1— 




56 


Bonds 

6,100,000 

1 

500,000 

60,500, 000 

15,000, 000 

70,000,000 


37,400,000 

9,800,000 

57 

5fl 

Receivers certihcates 










58 

39 

Advances from associated companies 










39 


Miscellaneous long term debt 










60 



1— HU im mi 

m 

soo.oCxJ 

1— |in ii iHiriii 

iuiwiiiwKia 



— m !■ H' 1 >j 

..9.. 80.0.000 

61 


Notes payable 







2,994,369 


1,060, OOOd 

62 

63 

156,966 


196,051o 

2,741,653 

183, 029 D 

6,875,546 

1,668,008 

303,659 

63 

64 

Payables to associated companies 

50,480 


4,880 

4,993 

785,400 

1,752d 

71,400 

286, 862 

19,242 

525,476 


64 

65 


Customecs' deposits 

9,196 


764 

535,877 

10, 512 0 

199,032 

45,703 

4,230 

66 


314,200 


85,553 

9,410,916 

4,102,712 

7,030,411 

754,373d 

4,293,288 

1,478,528 

67 



64' 246 


8,933 

440,561 

1,450d 

890, 984 

1,682 

348,475 

42,487 

68 

69 


4.277 


1.633 

830.891 

498.688 

843.856 

183.601 



m 



94,_286p 

n m in m 


16.126.741 




70 

71 

72 

Unamortlied premium on debt 

5,982 


2, 671 

256,411 

65,939 

1,108,560 
430, 269 

51,561o 

149,076d 

856,574 

114,739 

: 43,ai6o 

98, 016 

71 

72 

73 


1.711 


826 

499,092 

7.775,437d 





73 




J7W? 

755,504 

imamxssm 

SI 1 1 II 1 1 ■ 

TTiT'W |i W1 


■■■ESNrB&h 

74 

73 

76 

77 

Insurance reserve 

Injuries and damages reserve 

Employees provident reserve 

6,048 

1,473d 

20.000D 

150,000 

10, 056 

76,870 

E 4.656.562 

51,522d 

1. ia6.348D 

386,875 

2,862 

5, 1250 
360 D 
ax.Q95o 

75 

76 

77 

78 

79 


6,048 ■■ 

lUMgigirifcCT 

150.000 

10.056 

4.733.432 




79 



{||||h|||||i||Bi 




!■■■■■■ 


9SB9S9 


80 

r'nnIrrkiill/Bn« In «irl nf ^nnctriir-Hnn 

32.254 

ilW 

17580.584 

64.773 





80 

SL 

Total Liabilitibe and Other Credits 

11.131.144 

_1^ 

731.571 

139.063.992 

25.206.638 

183.411.668 

3. 189. 116 

1 72.941.413 

Ii1-694.091 



NR 

A 

B 

C 


Not reported 

I 

R 



D Applicable to redeemed issue 

E Includes i4j593jOOO reserve for future federal income taxes 
F Includes *1,116,735 applicable to redeemed issues 

G Includes $6,988,278 restricted as to dividends on common stock 





























































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 



Dayton Power 
Company, 
(A) 

AND Light 

The 

Greenville Electric Light 
AND Power Company, The 

(c) 

Marietta Electric Company, 
The 

Ohio Edison 

[Company 


AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 




LIABILITIES AND OTHER CREDITS 


Gomroon capital stock 
Prefernd capital stock 
Stock liability /or conversion 
Premiums and assessments on capital stock 
Capital stock subscribed 
Installments received on capita] stock 
Total Capital Stock 
Capital surplus 
£arned surplus 
Total Surplus 


S 


1 

11,900, 000 

1,190,000 

500 

17,500, 000 



2,922,263 

2,830,497 

20,900 


18,271,920 2,271,920 

18,000,000 



Not REPoBTto. 

Report reflects *cat;isiTioN of 111 profertics of Bradford 4. Qettvsburg Electric 
Li9ht 4, Rover Co , Broo(<ville 4LevisbuR9 Electric Lighting Co , Buckeye Light 
4 Power Co , Eaton Lighting Co , Greenville Electric Light 4 Power Co,, New 
Madison Lighting Co , and Western Ohio Public Service Co , acquired Sept 30, 
1948 


3.75O.OOOd|60 


766,358 63 

25,891 64 

63 

27, 947 D 66 
59,256d 67 
37,210 6a 


210,306 71 

6,246 72 


2, 804 D 76 


Includes $4, 327, 749 restricted as to dividends on common stock 
All of company's properties acquired by Dayton Power 4 Light 
C o ON Sept 30, 1948 

Includes *1,264,838 applicable to redeemed issues 

Includes $4,036,547 restricted as to dividends on common stock 


D 

E 









































































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 


57 



Oh 1 o-Mi OLAND Light ano Ohio Power Compant, The Ohio Pubeic Service Toledo Edison CompanVj The 

Power Company Company, The 

fc) 


INCREASE OVER INCREASE OVER INCREASE OVER INCREASE OVER 

AMOUNT PREVIOUS YEAR AMOUNT PREVIOUS YEAR AMOUNT PREVIOUS YEAH AMOUNT PREVIOUS YEAR 



H imn ■— Hill' 1 1 


394,532 

1,169,947 

321,017 




Unamortized debt discount and expense 

Extraordinary property losses 

Preliminary survey and mvestigation charges 

Retirement work m progress 

Other work in progress 

Clearing accounts and other deferred debits 

10,000 

250.186D 

A 1,432,291 

260,342 

293,684 

395.141 

241,9680 

8,864d 

163,993 

172,170d 

23.6560 

D 3,189,562 

186.169 

188,818d 

64. 1.73 

Total Dsferabd Debits 


SBCtlSSbl 

r.5aT!45r' 


3,^5,732 

MMEEKsEES 


9,860 32 

33 

34 

9O,087d 35 


Discount on caipittL itock 
Capital stock 


Feacquircd capital stock 
Reacquiied lone term debt 


64,925 34,420o 





34.420D 


1 Total Assets 


Other DBBtrs 

2.703.228 


202.917.060 





liABIUTIES AND OTHER CREDITS 


75 Insurance reserve 

76 Injuries and damages reserve 

77 Employees provident reserve 

7fl Other reserves (except reserves deducted centra) 


|8l I Total Uabilitihs AND Othsr Credits 


538,831 
280, 166 


275,416 

17,693d 



Common capital stock 

47 Preferred capital stock 

48 Stock liability for conversion 

49 Premnims and assessments on capital stock 
30 Capital stock subscribed 

5 1 Installments received on capital stock 

52 Total Capital Stock 

53 Capital surplus 

54 Earned surplus 

55 Total Surplus 


57 Bonds 

58 Receivers certificates 

59 Advances from associated companies 

60 Miscellaneous lonj; term debt 


62 Notes payable 

63 Accounts payable 

64 Payables to associated companies 

6 5 Dividends declared 

66 Customers deposits 

67 Taxes accrued 

68 Interest accrued 

69 Misc and other cure and accr Ilab 


71 Unamortized premium on debt 

72 Customers advances for construction 

73 Other deferred credits 


86.724 

251.1960 

49,969 

102,740 

257.241 

49,969 
20 , 2 B 2 d 
10.478D 

85,819 

6.946 


MTrWim 

tsosen 

19.20$ 







200.874dI 202,917.060 | 39 . 242 , 879_ I 92.575.980 112.362.3 


Includes *1,023,153 applicable to redeemed issues 

Includes approximately 500,000 restricted as to dividends on 

COMMON STOCK 

Keport reflects acquisition of Union Power Co , acquireo in July 1948 

Includes *3,081,777 applicable to redeemed issues 

Includes *385,507 restricted as to dividends on common stock 


Unclassified and undistributed plant, includes ^4,169,334 reported 
AS excess plant cost in process of amortization 
Not segregated 

Includes *1,107,174 applicable to redeemed issues 
Includes *1,185,208 restricted as to dividends 













































































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Balance Sheet 

Oklahoma j Or 



1 Oklahoma Gas and Electric 

Public Service Company 

COMPAM 

Y 

OF Oklahoma 


(B) 


amount 

INCREAS£ over 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 

PREVIOUS YEAR 



Electric utility plant 

Bnerves for depreciation and amortuation 
Electric utility plant less reserves 

Other utility plant 

Reserves for depreciilion and amortiution 
Other utility plant less reserves 

Total utility plant 

Reserves for dcpiccwnon and amortiaation 


10 Utility plant adjustments less reserve 


1 1 Other physical property less resenie 

12 Investments in associated companies less reserve 

13 Other investments less reserve 

14 Sinking funds 

15 Miscellaneous special funds 

16 Nrr iNVESTMEhrr and Fund Accounts 

17 Cash 

18 Special deposits 

19 Working funds 
Temporary ca&h investmeDts 
Receivables 

Notes receivable 
Accounts receivable 
Receivables from associated companies 
Other receivables 
Total receivables 

Less reserve for uncoUecUble accounts 
Net receivables 
Materials and supplies 
Prepayments 

Other current and iccrued assets 


Unamartized debt discount and arpeose 

Extraocdmacy properly losses 

Prelimiiury survey and investigation charges 

Retirement work in progress 

Other work in progress 

Clearinc accounts and other deferred debits 


Discount on capital stock 
Capital stock 



472,047 

885 

2,000 

215,2770 

10,662 

2330 



356 

22 


lj3l9,8S5 

13.135 


308,369 
3, 140 


269, 118 
322,716 
17,616 
400,020 

741 

882, 143 


1,788,233 

44,908 

3,261,899 

1,064,677 

120,269 

17,4310 


BKCssmfatsm i 


A 2,641j296 






323, 683 
39, 274 
7,430 

575,247 

622,447 

506,391 

75, 396 
100,385 
356,707 

831,724 
864,023 
291, 945 
3.937 

102, 512 
147,028 
92,884 
3.937 

655.D3(i 

3 . 037 . 107 

843 . 998 

I— II 1 m 1 1 ■ 



7,558 

7,0S2d 

7,174d 

611.2340 




(4,180) 

32.652 



mi^m 




97,368.565 10.556.376 


68.647.233 7,624,232 


liabilities and other credits 




44.886.447 I 6.049.674 I 28,011,889 j 4.191.331 



A INCIUOES $2,497,517 applicable to Reoecmed issues 
B Report reelects acquisition or Oklahoma Power 4. Water Co , acquired 
Dec 29, 1947 


C Includes $1,306,013 applicable to redeemed issues 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

balance Sheet 


OrcfOfi 

P«nniylvanu 



Portland General Electric Abington Electric Company Chester County Light and Duquesne Light Company 
U0MPAW.Y Power Company 

i increase OVER INCREASE OVER INCREASE OVER INCREASE OVER 

ff^EVIOUS YEAR AMOUNT PREVIOUS YEAR AMOUNT PREVIOUS YEAR AMOUNT PREVIOUS YEAR 


1 El^tric uhbty pUfit 

2 Reserves for depreciatioo and amorloation 

3 Electric utility plant less reserves 

4 Other utility plant 

5 Reserves for depreoation-and amortizatjon 

6 Other utility plant less reserves 

7 Toll] utility plant 

8 Reserves for depreciation and amortiution 



jlant 3d|ustment5 less reserve 


1 1 Other physical property less reserve 

12 Investments in associated companies less reserve 
43 Other investments less reserve 

14 Sinking funds 

13 Miscellaneous speaal fu nds 

16 N£T Investment and Fund Accounts 

17 Cash 

18 Special deposits 

19 Working funds 

20 Temporary cash investments 
HeceiMblcs 

21 Notes receivable 

22 ^Accounts receivable 

23 Reenables from associated companies 

24 Other receivables 

23 Total receivables 

26 Less reserve for uncollectible accounts 

27 Net receivables 

28 Materials and supplies 

29 Prepayments 

30 Other current and accrued assets 

31 Total Curxent and AecftUEt) Assets 

32 Unamortized debt discount and expense 

33 Extraordinary property losses 

34 Preliminaty survey and investigation charges 

35 Rctiiement •work m ptogiess 

36 Other work m pcogress 

37 Clearing accounts and other deferred debits 

38 Total Deferred Debits 


IIABIUTIK AND OTHER CREDITS 


46 Common capital stock 

47 Preferred capital stock 

4B Stock liability for conversion 
49 Premiums and assessments on capital stock 

30 Capital stock subscribed 

3 1 Installments received on capital stock 

52 Total Capital Stock 

35 Capital surplus 

34 Earned surplus 

33 Total Surplus 


37 Bonds 

58 Receivers certificates 

59 Advances from associated companies 



80 I Contributions in aid of construction 


81 1 Total Liabilities AND Othbr Credits 



Total Long Term Debt 



Notes payable 

Accounts payable 

1,755,261 

184,4110 

36,257 

Payables to associated companies 

Dividends declared 

575,328 

575,328 

861 

Customers deposits 

25,004 

2,795d 

5,761 

Taxes acemed 

940,146 

90,303o 

25,179 

Interest accrued 

312,305 

194,620 

79 

Misc and other curr and accr liab 

B 1.638,724 

1,635,659 

260 


75,000,000 

4.221.701 

362.586 


Miiri ■ 

3,054,364 

1,052,965 

143,144 

17,430 

343,750 


40,935 

154 D 

11,515,755 

1,300,487 

861,045 

245 

12.908 

129 D 


Unamortized premium on debt 

Customers advances for construction 

Other deferred credits 

545,082 

12,294 

29.763 

54,084 

4, 9540 
21.8340 

Total Dbfbrred Credits 


I7.29i5' 

Insurance reserve 



Injuries and damages reserve 

Employees provident reserve 

36,485 

3,983 

Other reserves (except reserves deducted contra) 

587.323 

7.419,7450 



77?lB.762b 


76.250,721 I 787.6770 



Includes ±4,215,039 bestnicied as to dividends 

Includes $1,635,565 reserve roR additional federal income taxes for 
PRIOR years and for other CONTINGENCIES 


C Applicable to redeemed issues 

D Includes $4,823,031 restricted as to dividends on common stock 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 




Edison Light and Power 

COMPA H Y 

HERSHEY LLECTP 1 c 
Company 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 


home Electric Company 

(A) 



Eiectnc utility plmt 

Reserves for depreciiirion lod amortiation 
Electric utility pluit less reserves 

Other utility plant 

Reserves for depreciation and amortization 
Other utility plant teas reserves 

Total utility plant 

Reserves for deprecation and amortization 


1 1 Other pRysicai property Jess reserv^ 

12 Investments m associated companies less reserve 

13 Other investments less reserve 

14 Stnlctog funds 

13 Miscellaneous special funds 
16 


Lfnamortized debt discount and expense 

33 Extraordinary property losses 

34 Preliminary survey and investigation charges 
33 Retirement work in progress 

36 Other work in progress 

37 Clearing accounts and other deferred debits 


42 Reacquired apital stock 

41 Reacquired long term 

44 Total Reacquired Securitibs 

43 Total Assets and Other DEerra 



lafcfirJTJiai 



j 

1,084,432 


368.363 


1,084,432 

368.363 




[ii«aEfeai 



22,870 


22,870 1 33,349 




640,890 

177.477 



18,803,530 


3,074,455 



—TTI \W\Tt 

6 1 

21,877,985 

593,043 7 


Bbtmiiaz ai 







390,589 

481,010 

22,802 




LIABILITIES AND OTHER CREDITS 


Common capital stock 
Preferred capital stock 
Stock liability for conversion 
Premiums and assessments on capital stock 
Capital slock subsccibed 
Installments received on capital stock 
Total Capital Stxk 
Capital surplus 
Ea^cd surplus 
Total Surplus 


Bonds 

Receivers certificates 

Advances from associated companies 

MiKcilancous ions term debt 


Notes payabie 

Accounts payable 

Payables to uaocisted companies 

Dividends declared 

Customers deposits 
Taxei accrued 
Interest accrued 

Miic and other cure and accr Uab 


Unamortized premium on debt 
Cuftomen advances for conatruction 
Other deferred credits 


Iniunnce reserve 
Injuries and damages xeserve 
Employees provid^ reserve 
Other resecveWcxCMit reserves deducted contn) 


Contributions in ai 


Total LtAPiimEs and OrHaa OtEDin 







ifiacEQii 


7.406.516 1,104.046 






Ui^l 




Initial report, properties formerly operated under lease bv Altoona 
A. Ldsan Valley Electric Railway Co 






17,730 

397 
31, 298 

17,730 

167 

3,616 




5 

4,417,350 

2,500,000 


2,670 


233,598 1 235,688 


250,000 250,000 




















































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Balance Sheet 


Pcnaiylvanj* 


61 


L 

1 


Metropol I tan 

Edison 

Natrona Uight 

i. Power 

Northern Pennsylvania 

Pennsylvan ia 

El ECTR J c 

L 

N 


Company 

Company 

Power Company 

Company 

N 


ITEM 









E 

N 










N 

0 


AMOUNT 

INCREASE OVER 


INCREASE OVER 


INCREASE OVER 


INCREASE OVER 

0 




PREVIOUS YEAR 

AMOUNT 

PREVIOUS YEAR 

AMOUNT 

PREVIOUS YEAR 

AMOUNT 

PREVIOUS YEAR 




ASSETS AND OTHER 

DEBITS 





1 

Electnc utility plant 

* 75,319,950 


i 

1.213.863 


s 

10.482.396 


t 

151,533,027 


7 

2 

Reserves for depreciation and amortization 

iijw Lmii 






2l'435'c3'^n 


2 

5 

Electric utility plant less reserves 

MBLLIkisitjEiWU 


620.980 




130,067 067 


3 

4 

5 

Other utility plant 

Reserves for depreuation and amortization 

Other utility plant less reserves 

257,605 
... 78,883 




125,149 

106.941 


1,323,946 

314.574 


4 

5 

6 

178,721 








6 

7 

Total uhlity plant 

75,577,556 

4,654,312 

1,213,863 

151,697d 

10,607,546 

727,975 

■RnMH 

14,431,664 

7 

8 

Reserves for deprecation and amortization 

20.178.163 

1.116.714 

592,883 

143.0580 

2.257.475 

126.381 

21.750. 504 

1.998.942 

8 

9 

Total Utility Plant Less Reserves 

55.399.392 

3.5W.55a 


8.6380 

8.350.070 

601.594 

131.106.469 

12.432.722 

9 












10 

Utility plant adjustments less reserve 









10 

n 

Other physical property less reserve 

59,375 


12,918 


77,136 


473,237 

41,750d 

11 

12 

Investments in assoaated companies less reserve 

5,096,197 

1,000,000 



15,000 


532,702 

4 , 828d 

12 

13 

Other investments less reserve 

33,068 

l,OOOo 



2,00C 


18,939 

13 

14 

Sinking funds 







28,142 

703 

14 


Miscellaneous special funds 

6.499.545 

6.499.545 






15 

16 

Net Investment and Fund Accounts 

11,688.188 

7.498.545 

i2.9ia 


94.136 



45.873d 

lij 

17 

Cash 

1,767,484 

721,302 

147,653 

22,478 

416,907 

194,717 

354,5 18 

1,167,452d 

17 

18 

Special deposits 

63,328 

891,2780 


63,934 

245, 449 0 

797,513 

212,267d 

18 

19 

Working funds 

97,961 

55,603 

100 


4,893 

430 

70, 115 

9,125d 

19 

20 

Temporary cash investments 

Recetvables 









20 

21 

Notes receivable 

12,309 

12,309 



1,762 




21 

22 

AccoLints receivable 

1,398,587 

144,773 

15, 145 

12,291d 

345,108 

6,900 

2,757,294 

373, 160 

22 

23 

Receivables from associated companies 

519,694 

575,6540 

23,239 

4,296 

2,075 

531 

36, 500 

1,114d 

23 

24 

Other receivables 

574 

2o 



13 

13 

3.982 

1.834D 

24 

23 

Total recetvables 

— WTim 1 ■ 

418,5740 

38,385 

7,994d 

348,960 

7,445 

2,797,776 

370, 212 

25 

26 

Less reserve for uncollectible accounts 


6.7250 



28.608 

1.1090 

115,505 

R, 365n 

26 

27 

Net receivables 

1,814,007 

411,8480 

38,385 

7,994 0 

320,351 

8,554 

2,682,171 

376", 607 

27 

28 

Matenals and supplies 

2,202,424 

723,745 

61,545 

14,364 

190,765 

37, 142 0 

3,569,583 

726,948 

28 

29 

Prepayments 

75,886 

14,652 

1,705 

1,454 D 

16,202 

9,714 

126,826 

34.1080 

29 

30 

Other current and accrued assets 

M II M ■ 

339,663 





9 . 864 


30 

51 

Total Current and Accrued Assets 

— W I I Hi 1 III 

551.841 

249.389 

27.393 


69.1730 

■ II i 1 1 ■ 


31 

52 

Unamortized debt discount and expense 







C 338,917 

41,500d 

J2 

53 

Extraordinary property losses 








J3 

34 

Prelimiaa^ survey and investigation charges 

20,257 

3,633 



10,999 

857 

85,757 

21,746 

J4 

35 

Retirement work in progress 

4,849 

7, 4140 

(236) 

116 

278 

249 

21,954 

216, 626 D 

35 

36 

Other work in progress 

87,626 

74,500 

327d 

9,789 

7,303 

94,360 

7,173 

36 

37 

CleaiinE dceounts and other deferred debits 

18.493 

10.703 



126 

442n 

14 ■ 14Q-. 

. 10,S62d 

J7 

38 

Total Dbferaed Debits 

131.227 

81.421 


211.0 

21.194 

7.967 


24n;069n 

iS 

39 

Discount on capital stock 









J9 

40 

Gpital stock expense 









40 

41 

Total Capital Stock Discount and Expense 






ihihih^h 



4t 

42 

Reacquired capital stock 









42 

43 

Reacquired long term debt 









43 

44 

Total Reacouised Sbcukittes 









44 

45 

Total Assets and Other Debits 

73.579.565 

11.669.406 

883.051 

31.461 

9.478.456 

540.387 


11. 825.183 1 

45 


LIABILITIES AND OTHER CREDITS 

46 

Common capital stock 

* 12,323,400 

1,500,000 

1 

669,000 


2,213,000 


t 

31,200,000 

3,200,000 

46 

47 

Preferred capital stock 

16,500,000 

4,000,000 





17,000,000 


47 

48 

Stock liability for conversion 









46 

49 

Premiums and assessments on capital stock 

180,450 

7,200 





168,372 


49 

50 

CapitRl stock subscribed 









30 

51 

Installments received on capital stock 









51 


Total Capita! Stock 

29 . 003 . 8.50 

5.507.200 

669 . 000 


■■■ ■ II ■ 1 ■ 


—rr'B.iiB I'll 

3,?nn non. 

32 

33 

Capital surplus 





301,500 

230,000 



53 


Earned surplus 

A 4.361.232 

1.001.180 

80.638 

7.767 

B 1,193.907 

155,317 

D 10,084, in6_ 


54 


Total Surplus 

4.361,232 

1,001,180 

80.638 

7.767 

1.495.407 

385.317 

10.084! 106 

^.825..?5a 

55 

36 

Total Capital Stock and Surplus 

mmm i h 1 1 h 1 1 ■ 


749,636 

7.767 

3.708.407 

385.317 

58.472.478 

5.023.35Q_ 

56 

37 

Bonds 

33,747,506 

3,500,000 



4,600,000 


61,020, OOO 


37 

58 

Receivers certificates 








58 

39 

Advances from associated companies 









59 


Miscellaneous long term debt 







5.900.000 

1.400.000 

60 



33.747.500 

3.500.000 





66.920.000 

1.400.000 

61 

62 

Notes payable 









62 



1,071,385 

112,8400 

5,055 

1,068 

84,001 

182,6820 

3,735,716 

2,305,623 

fij 

64 

Payables to associated companies 

70,617 

11, 191 D 

35,938 

6,228 

140,806 

73,545 

79,135 

26,612d 

64 



165,375 

43,500 





169,325 


55 


Gistomers deposits 

114,929 

3,693 

6,221 

425 0 

39,085 

4,152 

20,748 

11,459d 

66 


3,118,417 

1,653,463 

17,180 

9,238 

441,914 

223,388 

8,234,393 

3,209,685 

67 



247,801 

36,059 

484 

29 

6,749 

2,501 

116, 205 

2, 2470 

68 



117,311 

27.906 


2d 

69.461 

5.0050 

617.551 

109. 835 D 

69 


Total Current and Accrued Dabiutibs 



64.879 

■■■VSfVP'M 

782.020 

Trnrrrii 



70 

71 






100,000 

50,000 

927,861 

37,237d 

71 

72 


18,572 

10,035 



216,747 

37,683 

72 

73 


256 


26 

14 



25 . 820 

357 

73 

74 



10.035 

26 

14 


1— mill 


803 

74 

75 

Insurance reserve 









73 

76 

Iniuties and damages reserve 

15,065 




10,236 

12,1360 



76 

77 

Employees provident reserve 







77 

7S 

Other reserves (except rcKrvea deducted contra'} 

M W 1 ■ 


65.704 





78 

79 







12.1360 



79 









IHHHHBM 


BO 


187.251 

10.400 

2 .802 

2.066 

1— sltllfiglil 

1 



80 

81 

Total tuBiLmES and Other CRBorra 

73.579.565 

11.669.406 



ImHH 



iimiiii 

liL 


A Includes *3,593,807 restricted as to dividends on common stock 
B Includes ?768,V26 restricted as to dividends 


C Applicable to redeemed issues 

D Includes $5,612,549 restricted as to dividends on common stock 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED^fDECEMBER 31, 1948 

Balance Sheet 




Pennsylvan I A Power 
Company 


INCREASE OVER 
AMOUNT I PREVIOUS YEAR 


Pennsylvania Power &. 
Light Company 


Pennsylvania Water &. 
Power Company 


Ph I LAD ELPH lA Electric 
Company 


ASSETS AND OTHER DEBITS 





LIABILITIES AND OTHER CREDITS 


1,500,000 

51,973,290 

6,291, 189 


50,300,000 

6,300,000 



137,816,005 

72,472,000 15,000,000 

1, 168,910 



19,904,000 205,OOOd 205,000,000 25,000,000 




284, 881 

23,855 

6,370,273 

1,667 

12 

1,284,903 

456,714 


1,197)260 



841,862 

1, lai, 870 

138, 487 

16,022,504 

162, 938 

1,658d 

1,098,464 

)D 46.114 

5.520 

365.705 







566,394 

139,904 


% 


177j875 ■ 

10,812 




NR Not reported 

A Includes *140)973 applicable to redeemed issues 

B Includes $436,146 restsicted as to dividends on common stock 

C Includes $9,392,655 applicable to redeemed issues 


D Includes $6,571,821 restricted as to dividends on common stock 

E Includes aprrok imately $5,400,000 in excess or original cost 

F Includes $2,393,252 applicable to redeemed issue 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 



Philadelphia Electric Safe Harbor Water Power Scranton Electric Company, Siouth Penn Power 

Power Company Corporation The Company 

(A) 


INCREASE OVER INCREASE OVER INCREASE OVER INCREASE OVER 

AMOUNT PREVIOUS YEAR AMOUNT PREVIOUS YEAR AMOUNT PREVIOUS YEAR AMOUNT PREVIOUS YEAR 



49,663,502 l,326,68So 30,234,587 235,8960 26,449,590 2,888,051 


LIABILITIES AND OTHER CREDITS 


Common capital stock 
Preferred capital stock 
Stock liability for convenion 
Premiums and assessments on capital stock 
Capital stock subscribed 
Installments received on capital stock 
Total Capital Stock 
Capital surplus 
Hamed surplus 
Total Surplus 



Bonds 

Receivers certificates 

Advances from associated companies 

Miscellaneous lone term debt 

30,000,000 

9,000,000 

1.200.000d 

14 000,000 

4.000.000 

SOO.OOOo 

11,000,000 

3,000,000 

50,000 


tmm IB n m 

1.200.0000 

mm\ HI Hill 

— [i iHiii in 

11.000.000 

3.000.000 

50.000 


Notes payable 

Accounts payable 

Payables to associated companies 

Dividends declared 

Customers deposits 

Taxes accrued 

Interest accrued 

Misc and other curr and accr Itab 



Not an operating company, plant and property leased to Philadelphia 
Electr 1 £ Co 

Depreciation and amortization funds 


Reservation of earnings pursuant to provisions of Federal 
License under which respondent operates hydroelectric project 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 


Southern Pennsylvania 

West Penn Power 

Power Company 

Company 


Narragansett 

Electr ic 

Company, 

The 



BLACK3T0NE VALLEY GAS AND 

EIl EC T R I c Company 


1 1 Other physical property less reserve 

12 Investment! in associated companies less reserve 

13 Other investments less reserve 

14 Sinking funds 

15 Mixcllancous special funds 

16 Net Investment and Fund Accounts 

17 Cash 

18 Special deposits 

19 Working funds 

20 Temporary cash investments 
Receivables 

21 Notes recen able 

22 Accounts receivable 

23 Receivables fram associated companies 

24 Other receivables 

25 Total receivables 

26 Less reserve for uncollectible accounts 

27 Net receivables 

28 Materials and supplies 

29 Prepayments 

30 Other current and accrued assert 

31 Total Currbnt ano Accauep Assets 

32 Unimortued debt diKOunt and apense 

33 Extraordinacy property losses 

3 1 Preliminary survey and investigation charges 

35 Retirement work in progress 

36 Other work in progress 

37 Cleacififi accounts and other deferred debits 

38 Total Depeiuud Deen's 

39 Discount on capital stock 

40 Capital stock expense 

U Total Capital Stock Discount anu Expense 

42 Reacquired capital stock 

43 Reacquired long term debt 

44 Total Rbacquibbd Securitibs 


145 t Total Assets AND Other DBBrrs 





8,213,386 

3,068.448 


170,265,487 | 23,744,629 


PuejtaggfW 




21,257 


328,961 



14,528,193 



27,727 

26,294 

2.382 




2,039 

5,960,451 

203 

858,604 

280 

138,795 


341 

4270 

2,717,330 

14,466 

344,546 


162 








88,101,471 8,388,733 



628,510 

1,135,706 

13,547o 


1,101,054 

1,330,192 

58,619 


29,568 

397,240 

3,141 




A 1,292.134 

223,184 

360.201 



— mill iinrM 






2,670,588 192,023 

6,099,090 1,876,701 

137,347 7,59Bd 


D 117,974 


453,779 

2,004 

181.738 


48.612 I 166.723.028 124,766. 406 


IOO.OOOd 


544.212 



ani 




24,250,000 

34,707,700 




i 

8,661,700 

1,294,200 


12,390 


26,124,350 

9,000,000 


anKaai 





5,500,000 

1,500,000 

2,681,091 

1,012,699 

548,482 

88,205 

386,722 

52,499 

61,071 

1,455d 

6,841,080 

369,746 

932,090 

116,718 

65,185 

17,142 


12,000,000 

10,759,000 

113,OOOd 

40,292,000 

9,685,000 

iBHirsurimiRaia 

a'0;7'59;'ooo 

rTT.TJUO’o 


"T.esffV'cro' 




3,700,000 

2,399,3:24 

65,063 

101,256 

87,532 

1,811,588 

370,058 

96.519 



097,249 

26, 751 D 

284,265 

11 , 806 D 

1,147,948 

66,397 

380,622 

58,434 

168 

2 O 0 

8,476 

13,763d 

152 

75 

46,812 

12,437 






166.723.028 







viaKi'rsmt 


A Applicable to repeemed issues 

B Includes $12, 142, 893 restricted as to dividends on common stock 


Includes $665,261 restricted as to dividends. 
Applicable to redeemed issue 




















































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 

_ Rhode Iilind I South C»roh 


Rhode laltod 
South Carolme 


17 Caih 

18 Specul deposits 

19 Working funds 

20 Temporary cash investments 

Receivables 

21 Notes receivable 

22 Accounts receivable 

23 Receivables from associated companies 

21 Other receivables 

25 Total receivables 

■>6 Less reserve for uncollectible accounts 

27 Net receivables 

28 Materials and supplies 

29 Prepayments 

30 Other current and accrued assets 

31 Total Current and Accrued Assets 

32 Unamortiaed debt discount and expense 

33 Extraordinary property losses 

34 Preliminary survey and investigation charges 
33 Retirement work in progress 

36 Other work in progress 

37 Clearing accounts and other deferred debits 

38 Total Dbferrhd PBarrs 

39 Discount on capital stock 

40 Capital stock expense 

41 Total Capital Stock Discount ano Expense 

42 Reacquired apital stock 

43 Reacquired long term debt 

44 Total Rhacquirsd Sbcuritibs 

45 Total Assets and Other Debits 



LIABILITIES AND OTHER CREDITS 



Common capital stock 
Preferred capital stock 
Stock liabiluy for conversion 
Premiums and assessments on capital stock 
Capital stock subscribed 
Installments received on capital stock 
Total Capital Stock 
Opital surplus 
Earned surplus 
Total Surplus 


Notes payable 

Accounts payable 

Payables to associated companies 

Dividends declared 

Customers deposits 

Taxes accrued 

interest accrued 

Misc and other curr and accr iiib 


Unamortizcd premium on debt 
Customers advances for construction 
Other deferred credits 


Insurance reserve 

Injuries and damages reserve 

Employees provident reserve 

Other reserves (except reserves deducted contra) 


Total Labilities and Other CxEorn 




■■■■■■■■ 



—r^iiiTn: 

— rHTTPr^-B 

100,000 

95,322 

100, 000 
22,5990 

14,630 

1,068 

23,451 

3,743 d 

532,500 

271,590 

30,239 

153,342 

2,380 

11,8060 

769,512 

44,136 

14, 322 D 

3,026 

92,809 

15, 524 

346 

132,948 

350,348 

893,040 

6,138 

1.546 

392 
66 0 

1,016 

8840 

1,487 

11,414 

213 d 

2,904 

112,236 

379.434 



50 

50 

378,578 

25,030 

17,493 d 

7,404 



46, 820 

7, 028 d 



NR Not reportto 

A. Respondent's equity in transmission line beino acquired at annual 
RATE OF S l/2Si 

842507 0 - 49 -7 


Report for year ended Nov 30 , 1948. 

Includes $1,589,838 restricted as to dividends on common stock 




















































































South Carohni. 
South Dakota 


STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Balance Sheet 

South Carolmft ) South Dakota 



[jtility plaJtf adjurtments less fcsgfve 


1 1 Other physical property less reserve 

12 InvcstmcntJ lU Miociatcd co-mpanits IcM reserve 

1 3 Other \ nvestmenh less reserve 

14 Sinking funds 

13 Miscellineous special funds 

Net IfA>£STMENT AND FuNP AdtOUHTS 

17 Cash 

18 Special deposits 

19 >?^or)cing funds 

20 Temporary cosh investments 
Receivables 

21 Notes receivable 

22 Accounts receivable 

23 Receivables from associated companies 

21 Other receivables 

23 Total receivables 

2(3 Less reserve for uncollectible accounts 

27 Net receivables 

28 Materials and supplies 

29 Prepayments 

30 Other current and accrued assets 

31 Total Current and Accrued Assets 

32 Unamoitized debt discount and expense 

33 Extraordinary property losses 

34 Pfehminary survey and investigation charges 

35 Retirement work m progress 
3d Other work in progress 

37 Cieaxin^ accounts and other deferred debits 
39 Total Pbperrep Debits 

39 Dijcount on capital stock 

40 Opitai stock expense 

\\ Total Capital Stock Discount and Expense 

42 Reacquired capital stock 

43 Reacquired long term debt 

41 Total Reacquired SecuRTnes 


23,813 

10,000 
86, 392 

15,OOOd 

11,537 

765 

500 

1.000 

2,159o 

100 
500 
600. 275 0 

T20'.20g~ 

3.462d 

2 1 255 


208,760 

44,280d 

204,098 

109,243d 

142,236 

16,219 

599,118 

1,846,3S9d 
6870 
1,300, 881 D 

206 

40, 1680 

2,000 




495,054 

32,620 

385,764. 

127,828 

346 

9,8280 

13.8540 

312 

3.1990 



3,406 

4,875,548 

120,257 


714 . 6580 11.226.049 j' 2.729.296_ 


liabiuties and other credits 



25, 129 
15,966 

212,373 

79,297o 

67 

13,300 


753 0 



57,231 

407,031 

566,913 

63,231 

92 





62,604 27 

83,863d 28 
8,179d 29 


■ 11 'w 1 1 ■— V1 Wii I H 


11,550 

118,620 

118,620 


4,573 

2,766 



Common capital stock 
Preferred capital stock 
Stock liability for conversion 

49 Premiums and assessments on capital s 

50 Capital stock subscribed 

51 InstftHmcflls received on capital stock 

32 Total Capital Stock 
53 Capital surplus 

34 Earned surplus 

33 Total Surplus 


37 Bonds 

58 Receivers certificates 
39 Advances from associated ciompanies 
^ Miscellaneous long term debt 


62 I Notes payable 
1 Accounts payable 
Payables to associated companies 
Dividends declared 
Customcfs deposits 
Taxes accrued 
Interest accrued 

Misc and other curt and accr liab 


Unamortized premium on debt 
Customers advances for construction 
Other deferred credits 


Total DfiPSiutfib Cmoi 


Insurance reserve 

Injuriei and damages reserve 

Employees' provident r«crve 

Other reserves (except reserves deducted contra) 


Total Dabiiitiss and Othbr CREorrs 



362,568 

23,944 

394,851 
2,638,642 
460-, 403 
176.618 


SDOjOdOo 

32, 135 D 


31,902 
182,5690 
272, 189 
20.2310 


106,754 

292,777 

76,711 

15.734. 


40,384 

96,291 

679,621 

71,243 

37.423 


11,282 
306 D 
19,666 
19, 499 0 
21,6080 
16 D 

1-1,8520 




20O,000d « 

56,563d iS3 


40,370 

729,883 

101,908 

109.000 


36,034d (!« 
38,900 47 

47,725 68 

109 . 000 69 



l,857o 

53,928' 1 

3,163 

90 

683 

1,734d 

212,297 i 

34,201 D 

29 

451 

21.909 

, — - 


67, 

689 



6, 2350 
5,112 

9,201 

32.3790 




17.525.431 1 1.714.385 


17.555.880 I 3.269,179 Jai 


Includes 

Includes 


112,352,012 BESTS icted as to di«iqbnos 

11600,000 UNCL.^9S IF lEJ) UTILITY fllLIUIT r ACUNH 8 J T'l D N JA« Jtf STM ENIM 


C ' Dyc LUCES $401,562 restricted as to dividends on common stock 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 


TeAQef««e I Tex*f 


K ! NGSPOPT Ut \ 1. J T I ES, 

Incorporated 



KnoXV ILLE POVER 
Com PANY 


Memph 1 s Generat 1 ng 
Company 


Central Power and Light 
Com PANY 



LIABILITIES AND OTHER CREDITS 


Common capital stock 
Preferred capital stock 
Stock liability for conversion 
Premiums and assessnients on capital stock 
Capital stock subscribed 
Installments received on capital stock 
Total Capital Stock 
Capital surplus 
Earned surplus 
Total Surplus 


* 1,025,000 

500,000 

525,000 

* 150,000 


iM~11 H ■ 


82.584 

33.625 

9,000,000 

142.388 



A See note (B) to item 8 

B (nccudes $289,090 undistributed depreciation reserve^ 


C Includes 41,462,979 applicable to redeemed issues 

D. Includes $2,338,424 restricted as to dividends on common stock 























































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 


Dallas Power &. Light 
Company 

El Paso Electric Company 

Gulp States Utilities 
Company 

INCREASE OVER 
AMOUNT PREVIOUS YEAR 

INCREASE OVER 
AMOUNT PREVIOUS YEAR 

INCREASE OVER 
AMOUNT PREVIOUS YEAR 



1 £lecrnL utility plant 

2 Be^rves for depreciation and amortization 

3 Electric utility plant less reserves 

4 Other utility plant 

5 Reserves for depreaation and amortization 

6 Other utility plant less reserves 

7 Total utility plant 

8 Reserves for depreciation and amortization 

9 Total Utility Plant Less Reserves 


to Utility plant adjustments 1^ reserve 


1 1 Other physical property less reserve 

12 Investments in associated companies less reserve 

1 3 Other investments less reserve 

14 Sinking funds 

15 Miscellaneous special funds 


IIBM 


31,794,933 2,595,259 

4,519,326 371,881 


50545077 8.231,939 17,632,601 2,781,135 0103,342,817 22,375,149 

7’439’311 465,622 2,907,237 215,154 18,554,153 2,019,377 



17 Osh 

18 Special deposits 

19 WorLing funds 

20 Temporary cash investments 
Receivables 

7 1 Notes receivable 

22 Accounts receivable 

23 Receivables from associated companies 

24 Other receivables 

23 Total receivables 

26 Less reserve for uncollectible accounts 

27 Net receivables 

28 Matenals and supplies 

29 Prepayments 

30 Other airrent and accrued assets 

31 Total Current and Accrued Assets 

32 Unamorhaed debt discount and experue 

33 Extraordinary property losses 

34 Preliminary sur>ey and mveitigation charges 
33 Retirement work m progress 

3^ Other work in progress 

37 Clearing accounts and other deferred debits 

38 Total Defehreo PfeBtrs 

39 Discount on capital stock 

40 Capital stock flcpecw? 

41 Total Capital Stock Discount and ExprNSE 

42 Reac(]uircU capital stock 

43 Reacquired Ion;; term debt 

44 Total Rracquired Sbcumties 


462,169 

127,043d 

2,944,386 

789,102 


2,197 

17 



17, 145 

58 

6,916 

6, 9560 



783,661 

175,282 

490, 469 

38,2150 

58,244 

3,650 

3,100 

38,4550 



66 

66 




2,395, 040d 25 


455,030 

29,028d 

2,195,214 

2,396,8770 

270, 241 

325 

2,299,263 

836,213 

41,078 

3,401d 

179,733 

78. 681 


26,478 

42,980 

1,547d 



8560 


1,347 

953 

94,908 

17.444 

797 


6j664d 34 
181,358 33 

48,544 36 


20,001.410 2.526.830 


8,868.388 I 17.336.610 I 3.098,649 



LIABILITIES AND OTHER CREDITS 


s 

5,715,900 

11,6250 

s 

9,974,940 
7,443,000 1 

4,094,940 

t 

3,848,691 

1,500,000 



f 





33,750 


560, 305 



502,731 

C 2.364.105 1 

516.285 



14,511,774 2,919,187 

17,000,000 



39,000,000 12,000,000 


I W iltl * BBIsffSwMitjg j 


6,000,000 

1,500,000 

1,526,535 

301, 184 

181,708 

10,733 

2,980,320 

140,768 

259,004 

100, 678 

74.796 
' 11.022.365 

siutjfcisfal 

125,555 

57,670 

197,543 

27,262d 



NR Not ruportco 

A IlfCLUDES il, 430, 581 RESTRICTED AS TO DIVIDENDS 

B Surplus reserve as provided for in tn? franchise from the City of Dallas 
Created out of net earnjngs above the authorieep return. 


C. Includes *1,235,500 restricted as to dividends on common stock 
D Includes ?2, 468,760 unclassified utility plant acquisition 

A djustments , 

E Includes $7,200,856 restricted as to dividends on common stock 














































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Balance Sheet 


69 





Houston Lighting & 

Power Company 

Southwestern Electric 
Service Company 
(B) 

Southwestern Gas and 
Electr I c Company 

Southwestern 
Service Co 

PUBL 1C 

HPANY 

AMOUKT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

f 

INCREASE OVER C 
PREVIOUS YEAR 


32 Unajmortized debt discaunt uid expense 

33 Extraordmity property loues 

34 Prelinunacy survey and investigation charges 
33 Retirement work in pcogreas 

36 Other work in progress 

37 Clearinit accounts and other deferred debits 

38 


39 Discount on capital stock 

40 I Capital stock 

41 


143 I Total Assets AND Other DEBtTS 


100, 387,494 
20,911,598 




100,387,494 16,660,157 

20,911,598 1.305.010 


5i£iBgaggai 


5,914.127 

927.871 


726.528 

153.063 


6,640.655 

1.080.934 



66,390,479 

7,917.112 


4,429,418 

828,508 



1,365,737 

50,215 


51,336.532 

8.056.531 


8.091.241 

1,059,972 


E 71,656,790 13.237,677 

8.745.620 700,425 


Other physical property less reserve 

Investments m associated companies less reserve 

Other investments less reserve 

Sinking funds 

Miscellaneous special funds 

6,581 

Net Investment and Fund Accounts 


Cash 

2,138,517 

Special deposits 

4,977 

Working funds 

28,605 

Temporary cash investments 

6,459,278 

Receivables 


Notes receivable 

11,194 

Accounts receivable 

1,552.092 

Receivables from associated companies 

Other receivables 


Total receivables 

1,563,286 

Less reserve for uncollectible accounts 

44.332 

Net receivables 

1,518,954 

Materials and supplies 

2,589,920 

Prepayments 

102,648 

Other current and accrued assets 


Total Cuehent and Accaued Ajsets 

i 


Reacquired capital stock 
Reacquired lone term d^t 







220, 849 
301,904 
37,137 


276,191 

854 

7,875 


148,863 

100,969 

19,432 


524,742 

60,710 


iiaeissmEai 










1,087,861 

46.284 


1,041,577 

648,014 

147,291 


284,162 

8J80 


275,782 

49,397 

40,532 



1,374,693 

39J,ia 


1,335,575 

1,651,370 

177,455 


9,250 

(74,901) 

115,207 



151,856 

200,000 

11,555 

40,000 


1,595,362 I 484,676 
9,385 I 6,574,226 
112,255 


1,370,894 

3,799 


186,573 

279,102 

15,150 



93.811.820 19.852.679 


6.154,133 1.250,420 


50.226,448 I 10.200.357 


I'l UN ■— I 


477.230 174,783 


69.078.737 6.922.804 


tIABIUTIES AND OTHER CREDITS 


46 Common capital stock 

47 Preferred capital stock 

48 Stock liability for conversion 

49 Premiums and assessments on capital s 

50 Capital stock subscribed 

51 Installments received on capital stock 

52 Total Capital Stock 

53 Capital surplus 

54 Earned surplus 

55 Total Surplus 


Total Current and Accrued Liabiuties 


Unamortixed premium on debt 
Customers advances for construction 
Other deferred credits 


Insurance reserve 

Injuries and damages reserve 

Employees provident reserve 

Other reserves C«ccpt reserves deducted contra) 


Total Liabiuties and Other Credits 


18,311,403 

9,739,700 


182,355 

1,015,000 



Bonds 

Receivers certificates 

Advances from associated companies 

Miscellaneous long term debt 

45,000,000 

15,000,000 

22.5000 

Total Long Teem Debt 

— 1 W i 'H' BBI yiawiifUJI 

Notes payable 

22,500 

21,000 

Accounts payable 

Payables to associated companies 

Dividends declared 

3,107,137 

2,016,240 

Customers deposits 

1,416,331 

186,657 

Taxes accrued 

3,337,318 

85,453 

Interest accrued 

318,365 

121,966 

Misc and other curr and accr liab 

453.892 

233,526 



12,168,000 5,368,000 

7,500,000 


1,237,346 103,105 

9,500,000 1,000,000 

4,946, 528 2, 062, 228 


19 .,669. TOO, 

2-599.531 

2.599.531 

5.368.000 

1.499.561D 

1.499.561D 


22.267.531 

?. 968. 439 

24.619.327 

22,520,000 

6,840,000 

32,633,000 



2.175.416 



34. 908.416 

1,244,225 

142,957 

93,750 

922,102 

2,250,108 

319,507 

1,OOO,0DOd 
21, 506 
73,979 

84,659 

209,070 

106,549 

4,600,000 

756,552 

64,610 

389,686 

2,327,193 

351,085 

141.776 



WHTl'irilB 

3.353.765 

445,166 

45,784o 

50,438 

3,123d 

197 


93.811.820 I 19.852.679 


50,226.448 10.200.357 


69.078.737 6.922.804 


Represents $1,169,864 applicable to redeemed issue, less $270,872 

NET PREMIUM received ON SALE OF OUTSTANDING ISSUES 

Report for year ended Aug 31, 1948, 

Includes $31,299 restricted as to dividends on common stock 


Applicable to redeemed issue, reflects credit of $65,945 net 
premium received on sale of outstanding issue. 

Includes $439,615 uNCLASsiFrEo and undistributed plant, and 
$397,277 UNCLASSIFIED UTILITY PLANT ACQUISITION ADJUSTMENTS 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 




TEXAS Electric Service Texas Hydro Electric Texas Power Corporation 

COMPANT Corporation 


INCREASE OVER INCREASE OVER INCRMSE OVER 

AMOUNT PREVIOUS YEAR I AMOUNT J PREVIOUS YEAR 1 AMOUNT I PREVIOUS YEAR 


Texas Power &. Light 
Company 



2, 120, 409 
473.093 





2,560,231 

836.292 



SBB9 

15.325 J 

4.995 




1.846.503 


LIABILITIES AND OTHER CREDITS 









111,323d 

8,649d 




9,583, 131 
1.368.568 



9,303 j 

1,333d 

54,700 

26,608 



155.347 





2,829,058 

27,614 

93,454 

4,000,271 

1,783 
1, 503,879 
298 




313,663 


42,260 


134,916 

191,707d 

11,454 

8.964D 


19,422 

5.120D 



Common apit&l stock 
Preferred Capital stock 
Stock liability for converaion 
Premiums and assessments on capital stock 
Capital stock subscribed 
Installments received on capital stock 
Total Capital Slock 
Capital surplus 
Earned surplus 
Total Surplus 


Notes payable 

Accounts payable 

Payables to associated companies 

Dividends declared 

Customers deposits 

Taxes accrued 

Interest accrued 

Misc and other oicr and acce llab 


Total Curi^ant and Accauan Liabilitibs 


insurance reserve 

Injuries and damages reserve 

Ernployees provident reserve 

Other reserves (except reserves deducted contra) 




Contnbijhixls I 


Total Lap iLmw and Othu Credits 


11,025,000 1,500,000 

6,500,000 




C 4.590.760 I 1.182.889 


35,000 

630,750 







18,000,000 

13,443,976 



46 




35,000,000 10,000,000 1,058,000 62,000d 1,750,000 640,000 48,500,000 

1,625.000d 





9, 000, 000 57 

58 

59 

1.625,000d 60 


250, OOOdI 62 
80, 107d| 6} 

64 

65 

66 

341,531 167 
106,086 68 
15.646d| 69 

70 



9.818^252 1 81 


A. Not segregated 

B. Includes 4249,803 applicable to redeemed issue 

C Includes ?1,444,023 restricted as to diVidenos on 


common stock 


Restricted as to dividends. 

Includes 4635,306 applicable to redeemed issues 
Includes |i, 096, 612 restricted surplus 



















































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR TEAR ENDED DECEMBER 31, 1948 

Balance Sheet 

Ttouk* I Utah 



1 1 Other physical property kss reserve 

12 lovestnients ID associated companies Jess reserve 

1 3 Other investments less reserve 

14 Sinking funds 

15 MisceHaneous special funds 

16 Net Investment akd Fund Accoutm 

t7 Cash 

18 Special deposits 

19 Working funds 

20 Temporary cash investments 
Receivables 

21 Notes recel^^bic 

22 Accounts receivable 

23 Receivables from associated companies 

24 Other receivables 

23 Total receivables 

26 Less reserve for uncoilectiUe accounts 

27 Net receivables i 

28 Materials and supplies 
Prepayments 

30 Other current and accrued assets 

31 Total Curkent and Accrued Agers 

32 UnamQrtuxd defat discount and oepense 

33 Extraordinary property fosses 

34 Preliminary survey and investigation charges 
33 Retirement work m progress 

36 Other work in progress 

37 Clearing accounts and otherdeferred debits 

38 Total Depeiwep Debits 

39 Discount on capital stodc 

40 Capital stock expense 

41 Total Capital Stock Discount and Expense 

42 Reacquired capital stock 

43 Reacquired long term debt 

44 Total Rsacquirto 5 ecu am es t » 

43 Total Assets AND Other Debits 


4^ Common capital stock 

47 Prcferrtd capital stodc 

48 Stock liability for conversion 

49 Premiums and assessments on capital stock 

50 Capital stock subscribed 

5t Isutallments received on apital Stock 

52 Total Capital Stock 

53 Capital surplus 

54 Earned surplus 

35 Total Surplus 

56 Total CApriAL Stock and Surplus 

57 Bonds 

58 Receivers certificates 

59 Advances from associated companies 

60 Miscellaneous long term debt 

61 Total Long Term Debt 

62 Notes payable 

63 Accounts payable 

64 Payables to associated compani^ 

65 Dividends declared 

66 Customers deposits 

67 Taxes accrued 

68 Interest accrued 

^ w , -J l. .J 1 u 


71 Unamortiicd premium on debt 

72 Customers advances forconstrudion 

73 Othe^defef^ed credits 

74 Total Deferred CaBorra 

73 Insurance reserve 

76 Injuries and damages reserve 

77 Employees provident reserve 

78 Other reserves (except rcservea deducted contra) 

79 Total Reserves 

80 Contributions in aid of construction 

811 Total Liabilities AND Other Credits 


Includes $1,000,489 applicable to redeemed issues 


B Includes $2,519,164 restricted as to dividends 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Balance Sheet 


Bellows Falls | Central Vermont Public 

Itdrq-Electr I c Corporation Service Corporation 

(A) 


Green Mountain Power 

CoR POR AT ION 


Public Electric Light 
Comp ANV 



Company acquired by New England Power Co oh July 38, 1948 
Afeected by restatement of the balance sheet at Dec 31, 1947 to 

REFLECT quasi - REORGANIZATION OF COMPANY OURINQ 1948 AS A RESULT 
OF FLOOD LOSS IN JUNE 1947 


C Includes 4313,990 applicable to redeemed issues 

D Includes 4983,457 restricted as to dividends on common stock 

E Applicable to redeemed issues 

F Restricted as to dividends 


















































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 


ITEM 

B 

RADDOCK 

Company 

L 1 CRT &. Power 
, Incorporated j 

East Coast 
ComPa 

(A) 

Elects i c 
ny 

EA ST ERN SHOR E PUBLIC 
Service Company of 
Virginia 

Northern Virginia Power 
Company 




AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

1 AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 1 

INCREASE OVER 
PREVIOUS YEAR 


Electric utility plant 

Reserves for depreciation and amortization 
Electric utility plant less reserves 

Other utility plant 

Reserves for depreciation and amortization 
Other utility plant less reserves 

Total utility plant 

Rcscacs /or depreciation and amortization 


plant adjustments less reserve 


1 1 Other physical property less reserve 

12 Investments in associated companies less reserve 

15 Other investments less reserve 
14 Sinking funds 

13 Miscellaneous special funds 

16 Net Investment and Fund Accounts 

17 Cash 

18 Special deposits 

19 Working funds 

20 Temporary cash investments 
Receivables 

21 Notes receivable 

22 Accounts receivable 

23 Receivables from assoaated companies 

24 Other receivables 

25 Total receivables 

26 Less reserve for uncollectible accounts 

27 Net receivables 

28 Matenab and supplies 

29 Prepayments 

30 Other current and accrued assets 

31 Total Current and Accrued Assets 

32 Unamoftized debt discount and expense 

33 Extraordinary property losses 

34 Preliminary survey and investigation charges 
53 Retirement work in progress 

36 Other work in progress 

37 Clearing accounts and other deferred debits 

35 Total pEFEiuigD PEBtrs 

39 Discount on capital stock 

40 Capital stock expense 

41 Total Capital Stock Discount and Expense 

42 Reacquired capital stock 

43 Reacquired long term debt 

44 Total Reacquired Securities 

45 Total Assets and Other. Debits 






537 

339,754 

265,907 

79,330 

6,715 

IQO 


76,000 

76,000 

2,000 

2,000 

3,725 

600 

258,995 

22,638 

97,046 

38,326 


75d 





9,657.033 8,185,872 


3.835.823 


LiABrirriES and other credits 





A, Report reelects acquisition of properties of Tidewater Electric 
Service Co , formerly leased to respondents acquired Apr 30, 1947 


B iNCLUOst $37,860 restricted as to dividends 
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Viftmu 

V/ikhitiKton 


STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 



NR Not biporteo 

A 1 NtL UDES $4, 650,948 UNcL*5StP Eo jriL TY PL*WT ACOU 3ITI0N A O J U 3T M E M t S' 
a iw^,.jDEo $£,043,^b3 App^ cable to RCeetHEo issles 

C 'NcLjDcs tS, 955,226 RCStrictec *3 ro oiv denos ok common sTOfK. 

D Pepobt reflects a.ou sition nr Northwestern Electric £‘0-:, AciduiHto* 
May 1947 


179,906.520 27. 571, .075 


Ej RJese 


RJeservab roB depbeciation or other physical property includeo 

WTTH RESERVE FOR DEPRECIATION AND AMORTIZATION OF UTILITY PLANT 
INCLUO-EIS $5,754,W4 RESTRICTED AS TO DIVIDENDS ON COMMON STOCK 
Applicable to redeemed issue 





































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES. FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 

Wuhinrion I Weft V. 


WuhlOftoa 
Weit Virpaii 


Washjngton Water Power 
Company, The 



Appalachian Electric 
Power Company 
(B) 


Beech Bottom Power 
Company, Inc 

(d 5 


Kanawha Valley Power 
Company 


INCREASE OVER 


increase over 


increase OVER 


PREVIOUS YEAR 

AMOUNT 

PREVIOUS year 

amount 

PREVIOUS YEAR 

AMOUD^T 



LIABILITIES AND OTHER CREDITS 


Common capital stock 

% 

25,418,000 

Preferred capital stock 

3,496,850 

Stock liability for conversion 


Premiums and assessments on capital stock 


Capital stock subscribed 


Installments received on capital stock 


Total Capital Stock 

1 1 ■ 1 1 ■ 

Capital surplus 


Earned surplus 

A 6.887.562 

Total Surplus 

6.887.562 

Total Capital Stock and Surplus 



Bonds 

Receivers certificates 

Advances from associated companies 

Miscellaneous lonn term debt 



TH H H 11 




1— in iij Hi| 1 IMW lil H liil 

670.000 

BBSl 

98, 344,900 

813,OOOd 

600,000 

50, OOO 



150 , 00 Od 39 

60 

ISQ.OOOo 61 



NR Not reported. 

A Includes $1,552,843 restricted as to dividends 
B Report reflects acouisition or Holston River Power Co , acquired 
June 30, 1948, 


SUBSTANTIALLY ALL RESTRICTED AS TO DIVIDENDS ON COMMON STOCK 

Company has no utility plant but operates the Windsor steam electric 

GENERATINU STATION FOR THE ACCOUNT OF ITS TWO OWNERS, WEST PenN POWER 

Co and Oh 1 0 Power Co 








































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECENiBER 31, 1948 

Balance Sheet 



Monongahela Power Potomac Light and Power We 

Company Company T 


twrRPAV QyER I INCREASE OVER | INCREASE OVER INCREASE OVER 

AMOUNT PREVIOUS TEAR AMOUNT I PREVIOUS YEAR I AMOUNT 1 PREVIOUS YEAR I AMOUNT I PREVIOUS YEAR 




\ 1 Other physicaJ property less reserve 

12 Investments in associated co/npiniw less reserve 

13 Othct investments less reserve 

14 Sinking funds 

15 Miscellaneous special funds 

16 Net Investment and Fund Accounts 

17 Cash 

18 Special deposits 

19 Working funds 

20 Temporary cash investments 
Receivables % 

21 Notes receivable 

22 Accounts receivable 

23 Receivables from associated companies 

24 Other receivables 

25 Total receivables 

26 Less reserve for uncollectible accounts 

27 Net receivables 

28 Matenals and suppbes 

29 Prepayments 

30 Other current and accrued assets 

31 Total Ccjrmnt and Accrued Assets 

32 Unamortized debt discount and operue 
35 Extraordinary property losses 

34 Pteliminaiy survey and investigation charges 

35 Retirement work in progress 

36 Other work in progress 

37 Clearing accounts and other deferred debits 

38 Total DefERREo Debits 

39 Discount on capital stock 

40 Ogitajjtock^ex pwse 

41 Total Capital Stock Discount aNP Expense 

42 Reacquired capital stock 

43 Reaccpiired long term debt 

44 Total RBAComRBD ShCUmties 


65.910,855 I 2,921,033 


LIABILITI£S AND OT^ER CREDITS 





A APPLI1?APM to REDEEMED |&SUES^ 

9 Includes' suBSTANT lAL amount restricted as to dividends on commom 

STOCK, 


Company has no utility plant but leases and operates the 
Lake Lynn hydroelectric generating station owned by WCST 
Penn Power Co 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEJ^IBER 31, 1948 

Balance Sheet 



Consol iDATED Water 

Interstate Light and 

ITEM 

Power Company 

Power Company 



17 Cash 

IS Special deposits 

19 Working funds 

20 Temporary cash investments 

Receivables 

21 Notes receivable 

22 Accounts receivable 

23 Receivables from associated companies 

lA Other receivables 

25 Total receivables 

26 Less reserve for uncollectible accounts 

27 Net receivables 

28 Materials and supplies 

29 Prepayments 

30 Other current and accrued assets 


32 Unamortued debt discount and expense 

33 bxtraordinary property losses 

34 Preliminary survey and investigation charges 
33 Retirement work m progress 

36 Other work m progress 

37 Clearing accounts and other deferred debits 


39 Discount on capital stock 

40 Capital stock expense 

41 Tctal CsPtTAL Stock Discoont and Expense 

42 Reacquired capital stock 

43 Reacquired fon^ tenn debt 


43 1 Total Assets and Other Debits 


46 Common capital stock 

47 Preferred capital stock 

48 Stock liability for conversion 

49 Premiums and assessments on capital stock 
;0 Capital stock subscribed 

5 1 Installments received on capital stock 

52 Total Capital Stock 

53 Capital surplus 

54 Earned surplus 

55 Total Surplus 


57 Bonds 

58 Receivers certificates 

59 Advances from associated companies 

60 Miscellaneous lone term debt 


62 Notes payable 

63 Accounts payable 

64 Payables to associated companies 
63 Dividends declared 

66 Custonucs deposits 

67 Taxes accrued 
58 Interest accrued 

69 Misc and other curr and ” ' 


71 Unamortized premium on debt 

72 Customers advances for construction 

73 Other deferred credits 


77 Insurance reserve 

76 Injuries and damages reserve 

77 Employees provident reserve 

■ 78 Other reserves Lexcept reseiv 


reserves deducted contra) 


Iso i Contributions in aid of constructaon 


l8i i Total LiABiLmEs AND OTHER Credits 


A After $110,088 applied to write off ^lcctric plant acquisition 
ADJUSTMENTS AND ELECTRIC PLANT ADJUSTMENTS iN THE AMOUNTS OF 
$59,518 AND $50, 570 , R ESP E CT I V EL V 

B Includes $795,450 unclassified utility plant acquisition adjustments 


C Applicable to redeemed issue 

0 Dividends can be paid in convertible second preferred stock 
only from earned surplus in excess of $300,000 and dividends 
CAN BE PAID ON COMMON STOCK ONLY FROM EARNED SURPLUS IN EXCESS 

OF $405,000. 


























































































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

balance Sheet 


79 



Sup£R loR Water, Light 
AND Power Cohp-any 



Wisconsin Clectric Power 
COHPAMY 


Wisconsin Gas & Electric 
Company 


Wisconsin Hydro Electric 
Company 


Electric utility plant 

Reserves for depreaabon and araorttzatton 
Electric utility plaAt less reserves 

Other utility plant 

Reserves for depreciation and amortiaition 
Other utility plant less reserves 



1 1 Other physical property less reserve 

12 Investments in associated companies less reserve 

13 Other investments less reserve 

14 Sinking funds 

13 Miscellaneous special funds 


17 Cash 

IB Special deposits 
19 Working funds 

Temporary cash investments 
Receivables 

21 Notes receivable 

22 Accounts receivable 

23 Receivables from associated companies 

24 Other receivables 

23 Total receivables 

26 Leas reserve for uncollectible accounts 

27 Net receivables 

25 Materuls and supplies 

29 Prepayments 

30 Other current and accrued assets 


32 Unamortiaed debt diKOunt and expense 

33 Extraordinary property losses 

34 Preliminary survey and investigation charges 
33 Retircmene work m progress 

36 Other wock in progress 

37 Cleanne accounts and other deferred debits 


39 Discount on capital stock 

40 I Capital stock 


2,509 

151.228 


133,770 

77,609 

6,102 





3,6I5d 

2,901,407 

2,362,3150 


176,346 

129,666d 


156,850 

25,000 



6,032,580c 

2,509 

10,398d 

1,754,305 

26,277 


853,690 

67,358 


2,743,344 

7,854,009 

444,871 

40.000 



80,252 
2,409,014 
59, 267 D 


■aPHtiiagaii i 


420,388 

252,1480 

112,784 

118,016d 

26,168 

3,343d 



14,600 

1,600 

10,557 

50d 

825,207 

109,112 

60,148 

8,746 

20,222 

12,901 

250 

; i,69au 


4?r> 



845,430 
97.677 

121,971 
^ 

60,399 
4;739 


747,752 

121,922 

55,659 

7,540 

1,452,020 

98,169 

168,505 

15,729 

25,269 

1,159d 

11,671 

3,545u 


312,000d 

D 559,510 

32, 435 D 

5,714 

5,714 

13,672d 
104 , 135 
4.328 

(40,486) 

17,181 

270.992 

22,7S0d 

5,463 

196.895 

9.879 

9.754D 

immi'ctl 

5D7tl55“ 

T 47 . f ^ 


SiTJTO 


1.069d 134.412.314 2.322.939 


UABILITIES AND OTHER CREDITS 




Common capital stodc 
Preferred capital stodc 
Stock lubihty for conversion 
Premiums and assessmentsoo capitalstock 
Capital stock subscribed 
Installments received on capital stock 
Total Capital Stock 
Capital surplus 
Earned surplus 
Total Surplus 


Bonds 

Receivers certiScates 

Advances from associated companies 

Miscellmeous lone term debt 



Contnbutions m aid of construction 


Total Liabiutibs and Omni Caedits 




Notes payable 

50,000 

Accounts payable 

78,461 

Payable) to associated companies 

Dividends declared 

48,942 

Customers deposits 

. 11,925 

Taxes accrued 

79,892 

Interest accrued 

31,594 

Misc and other curr and accr Jiab 

3.720 


Unamortized premium on debt *j 

Customers advances for construction 

Other deferred credits i 

1,122 

612.588 




1 

Insurance reserve 

Injuries and damages reserve 

Employees provident reserve 

Other reserves (except reserves deducted contra) 

40,016 

23 



.23 



■■■IH 



2,000,000 

250,000 

225,000 


2, 5257300“ 


100,000 

50,OOOd 

76,225 

67,281o 

9,075 

324 

34,839 

30,654 D 

26,818 

4,757 

18,500 

18.500 


124.354D 

16,730 

3,416 

3.6170 



1.069dM 134.412.314 I 2.322.939 I 26.027.176 1 1.075.570 


IlDfOil 


A Includes $690,000 restricted as to dividends. 

B Applicable to redeemed issue 

C Includes approximately $1,340,000 restricted as to u i v'joe-nub o>n 
common stock. 


Incluo£s„4482,.370 appltcable to redeemed issue 











































































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 

Wijcomm I WyoBunt 


Wisconsin Michigan Power Wisconsin Power and Lighi 
COMPAN- r Company 


Cheyenne Light, Fuel and 
Power Company 


INCREASE OVER- INCREASE OVER 

AMOUNT I PREVIOUS YEAR I AMOUNT I PREVIOUS VEAR 


ASSETS AND OTHER DEBITS 


2,005,962 

343.762 


69^ 521, 234 
11.548.856 


8,634,374 

2.034.067 


31,803,958 1,887,709 8 78,553,526 

6,948.821 423,8411 13.582.924 


1,423,694 


iiii wiiiB—iimii 


11 Other physical prop«rty less reserve 

12 Investments in iissociated compinies less reserve 

13 Olhet investments less reserve 

14 Sinking funds 

15 MisceJIaneom special funds _ 

16 NfT lNVEST>tgNT and TuND ACCOUNTS* 

i"* Cish 

18 Special (ieposils 

JO Working funds 

20 Temporary cash investrrents 
Receivahles 

2L Notes receivable 

22 Accounis leieivable 

23 Receivables from usociated companies 

24 Other receivables 

25 Total fKcivables 

2£> Less reserve for uncollectible accounts 

27 Net receivables 
24 \Uterials and supplies 
1 repayments 

Other current and accrued assets 


aesEH^i 


1,732,831 

30,691 

7,127 


551,963 

7.225 


(11,578) 

2,808 

36.936 


390,657 

579,698 

796.951 


3,998,698 

1,085,240 


C 1,558,303 


8, 4950 
644,987 


565, 156 
2,947,940 
1,048,698 


32,715 

638,573 


1,283,225 

169,012 

279,465 

432,303 

21,095 


97 , 200 

13,250 

7,000 
400, 128 

1,588,040 

124,986 { 

176,436 

779,969 

1 211,644 



8 1,820,896 

175,5890 

2,334 

20,829 

1,056 

32,944 

11.039 

24. 90 Id 

21.747 


49,008d 28 
3,575 2» 


2,334 1 



3i 


U 

?9,429o| 

35 


36 

2_,893 

37 


Total Assets and Other Debits 


29. J30.257 a, 936, 901 


79,463.168 10,583.257 


LIABILITIES AND OTHER CREDITS 


Common capital stock 
Preferred capital stock 
Stock liabiliiy for conversion 
Premiums and asscssnvenis on capital stock 
Capital stock subscribed 
Installments received on lapital stock 
Total Capital Stock 
Capital surplus 
Earned Surplus 
Total Surplus 


Notes payable 

Accounts payable 

Payables to i4$<?ciated companies 

Dividends declared 

Cuatomcn' deposits 

Taxes accrued 

Iivterest accrued 

KIsc and other curr and serr liab 


71 UnomoitiMd premium on debt 

72 Customer* advances for construction 
7J Olhc 'deferred '■redits 


8,000,000 1,000,000 

4,000,000 


IHaGSSIliBlIII 


233.335 

201,142 


wM f PJ ir a iii 


1,500,000 

800,000 


16,011,370 3,202,320 

13, 000 , 000 3, 000, 000 

1,120,812 1,120,81? 


1,703,682 

2,_4?6,739 


EuneHSii 


1, 110, 588 


133,443 

1,845,464 

501,983 


1,295,857 
107,024 
3'. 851 


2,750,000d 

88,1710 

16,682d 

6.P92 
1, 156,3510 
48,146 


13.750.000 1,750,000 

13.200.000 


F 2.768.445 


msimmn 


1,000,000 
1,635, 293 
8,401 

57,451 
2,467,376 
509, 963 


1391 


4,960,000 


250,000 
807, 138 
40, 935P 

3,9230 
493,7710 




9,123 

70,956 

599o 


1,500,000 




feZ Ew ana 


1,350,000 


62,256 

170,921 

32,560 


1 515,000d|« 
43,627 I 13,716o|<3 
56,729 


2, 127 

46, 518d 47 

15,178 


TotAUllABIUTfK and OtHAK CABBITS 




79.463.168 10,583,257 


Includes Approx i matelv |i 60,000 REaTRiCTCO as to divioends on oormon 

STOCK 

Includes ^397,917 unclassified utility plant acouisition adjustments. 
Applicable to redeemed issues 


I MCLUOES 

Includes 

Includes 


i l, 335, 018 UNCLASS If i CD utility plant Acouisition adjustwch' 
1,779,473 applicable to redeemed issues 

1,620,969 RE5TRICTE0 AS TO dividends on common stock. 


Includes ^380,671 R estr i cteo surplus 



































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Balance Sheet 



842507 0 - 49 -8 












































SECTION II 

INCOME AND EARNED SURPLUS 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 

AUb*u I Aiiaw 



EtiCTRIC UTILITY OPERATING INCOME 
Opentmg revenues 

Operating expenses 
Depreciation 

Amortization of limited term utility investments 
Amortization of utility plant acquisition adjustments 
Property losses chargeable to operations 
Taxes Federal taxes on income 
Other taxes 

Total Operating Revenue Deductions 

10 I Net operating revenues 

1 1 I Income from electric plant leased to Others 


Ar I ZONA Edison 

1 NC 

Company, 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

S 


2.282.831 

521,933 

1,596,945 

NR 

338, 975 

156.738 

34.607 



GAS unury operating income 

1 3 Operating revenues 

14 Operating expenses 

1 3 Dcpreaation 

16 Amortization of limited term utility investments 

17 Amortization of utility plant acquisition adjustments 

15 Property losses chargeable to operations 

19 Taxes Federal taxes on income 

20 Other taxes 

21 Total Operating Revenue Deductions 

22 Net operating revenues 

23 Income from gas plant leased to others 


OTHER UnUTY OPERATING INCOME 
23 Operating revenues 

26 Operating expenses 

2? Depreciation 

28 Amortization of limited term utility investments 

29 Amortization of utility plant acquisition adjustments 

30 Property losses chargeable to operations 

31 Taxes Federal taxes on income 

32 Other taxes 

33 Total Opbeating Revenue Deductions 

34 Net operating revenues 

35 Income from other plant leased to others 


r»Tm!iifiTTKT.iji.w;i!at?f;n3 



TOTAL UTILITY OPERATING INCOME 

37 Operating revenues 

38 Operating expenses 

39 Depreciation 

40 Amortization of limited term utility investments 

41 Amortization of utility plant acquisition adjustments 

42 Property losses chargeable to operations 

43 Taxes Federal taxes on income 

44 Other taxes 

43 Total Opbratinc Revenue Deductions 

46 Net operating revenues 

47 Income from utility plant leased to others 


OTHER INCOME 

49 Income from merchandise jobbing and contract work 
^0 Income from nonutility operations 

3 1 Revenues from lease of other physical property 

32 Dividend revenues 

33 Interest revenues 

34 Revenues from sinking and other funds 

33 Miscellaneous nonoperating revenues 

36 Nonoperating revenue deductions 

57 Total Other Income 



INCOME DEDUCTIONS 
39 Interest on long term debt 

60 Amortization of debt discount and expense 

61 Amortization of premium on debt — Credit 

62 Taxes assumed on interest 

63 Interest on debt to assonated companies 

64 Other interest charges 

63 Interest charged to construction — Credit 

66 Mifcetlaneous amortization 

67 Miscellaneous income deductioiA 

68 Total Income Deductions 


EARNED SURPLUS ACCOUNT 

72 Earned surplus, beginning of year 

73 Balance transferred froerj Income account 

74 Other credits to surplus 

75 Dividend appropnations — Preferred stock 

76 Dividend appropnatlons^-Common stock 

77 Other debits to surplus 

78 Earned surplus end of year 


NR No-t reported 

A Gas UTILITY SOLD Aug 1947 
B Transportation utility solo Aug 29, 1947 
C AmortiiatiOn of electric plant acquisition adjustments 
a Includes $10,802,337 restricteoas to dividends on common stock 
E Heating $i$2,524, transportation $5,446,625 excluding $626,340 

IMPOUNDED 0Y COURT ORDER PENDING APPROVAL OF REVISED FARE SCHEDULES 


Includes $1,216,552 restricted as to dividends on common stock 
Ice, $112,405 water, $466,088 

Includes $12,052 state income taxes not distributed to utility 

departments 

Heat ing ut i lity 

1947 data 
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STATISTICS OF ELECTRIC UTILIHES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 


17 Amortization of utility plant acquisition aJjuitments 

1 8 Property losses cha rgeablc lo operations 

jij Tazes Federal taxes on income 

20 Other taxes 

21 Total Operating Revenue Deductions 

22 Net operating revenues 

2j In^me from gas plant leased to others 

2^ Gas UriLm Opfratino Income 

OTHER UTILITY OPERATING INCOME 
25 Operating revenues 

2 C Operating expen&es 

27 Depreciation 

28 Amortiution of limited term utility investments 

29 Amortization of utility plant arquisition adjustments 

30 Property losses chargeable to operations 

l\ Taxes Federal taxes on income 

32 Other taxes 

33 Total Operating Revenue DFOuaiONs 

34 Net operating revenues 

y iniu w from other plant leased to others 

3 f fi'lHER UTlLm OPERATING INCOME 




101 AL UTILITY OPERATING INCOME 
y , Operating revenues 

jH Operating expenses 

39 Depreciation 

40 Amortiration of limited term utility investments 

i I Amoftiiation of utility plant acquisition adjustments 

4 1 Property Josses chargeable to of>eralJDns 

43 Toxes I cdcral taxes on income 

44 Ocher taxes 

45 Total Operating Revenue Deductions 

46 Net operating revenues 

47 Income from utility plant leased to others 

18 Total Utility Opsratinc Jncomt 

OTHER INCOME 

4y Income from metchandisc, jobbing and contract work 
50 Income from nonutility opcratioiu 

3 1 Revenues from leasf of other physical property 

32 Dividend revenues' 

33 Interest revenues 

54 Revenues from sinking and other funds 

55 Miscellaneous nonoperating revenues 

5«5 Nonoperating revenue Jedurlions 

37 Total Other Income 

5H Gross Income 

INCOME DLDUa IONS 
39 Interest on long term debt 

60 Amortization of debt discount anti expense 

fil Amortization of premium on debt— Credit 

62 Taxes assumed on interest 

6^ Interest on debt to associated companies 

M Other interest charges 

61 Interest charged to construction— Credit 

66 Miscellaneous amortization 

67 Miscellaneous income deductions 

6a Total Income Ddductions 


DISPOSITION or NET INCOME 
Miscellaneous reservations of net income 
Balance transferred to earned surplus 


EARNED SURPLUS ACCOUNT 
Earned surplus, beginning of year 

Balance transferred from income account 498j 708 

Other credits to surplus 

Dividend appropriations— Prcfccrcd stock 171^ 508 

Dividend appropriations— Common stock 598, 507 

Other debits to surplus 

Ea rned surplus, end of year ] 


NR Not reported ^ 

A Report reflects Acquisition of Bangor Gas Co # acquired Nov. 29, 1948 
B See note (D) to items 43 &. 44 

C Icc, $36,0?5, telephone, $87,810, v/ater, $117,831 


D. Reflects credit of $79,064 not distributed to utility departments 
8, Includes $60,000 transferred from reserve for depreciation 
F Includes $1470,000 transferred to common stock 

G. Includes $500,842 restricted as to dividends on common stock 



































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Burned Surplus 
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Arkansas-Mi ssouR 1 Power 
Company 

Arkansas Power 4 Light 
Company 

Arkansas Utilities 
Company 
(G) 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 



ELECTRJC UTIUTY OPERATING INCOME 
Operating revenues 

Operating cscpenses 
Depreciation 

Amortization of limited term utility mvestments 
Amortization of utility plant acquisition adjustments 
Property losses chargeable to operations 
Taxes Federal taxes on income 
Other taxes 

Total Operating Revenue Deductions 
Net operating revenues 

Income from electnc plant leased to others 

Electric Unury Operatinc Income 


GAS UTILITY OPERATING INCOME 
13 Operating revenues 

1 A Operating expenses 

1 3 Depreciation 

15 Amortization of limited term utility insestmenta 

17 Amortization of utility plant acquisition adjustments 

18 Property losses chargeable to operations 

19 Taxes Federal taxes on income 

20 Other taxes 

21 Total Operating Revenue Deductions 

22 Net operating revenues 

23 Income from gas plant leased to others 

24 Gas Utility Operating Income 

OTHER UTIUTY OPERATING INCOME 

25 Operating revenues 

25 Operating expenses 

27 Depreciation 

28 Amortization of limited term utility in\estments 

29 Amortization of utility plant acquisition adjustments 

30 Property losses chargeable to operations 

31 Taxes Federal taxes on income 

32 Other taxes 

33 Total Operating Revenue Deductions 

34 Net operating revenues 

35 Income from other plant leased to others 

35 Other UriLm' O perating Income 


TOTAL UTILITY OPERATING INCOME 

37 Operating revenues 

38 Operating expenses 

39 Depreciation 

40 Amortization of limited term utility investments 

41 Amortization of utility plant acquisition adjustments 

42 Property losses chargeable to operations 

43 Taxes Federal taxes on income 

44 Other taxes 

43 Tcjtal Operating Revenue Deductions 

46 Net operating revenues 

47 Income from utility plant leased to others 




OTHER INCOME 

Income from merchandise jobbing and contract work 
Income from nonutihty operations 
Revenues from lease of other physical property 
Dividend revenues 
Interest revenues 

Revenues from sinking and other funds 
Miscellaneous nonoperating revenues 
Nonoperating revenue deductions 
Total Other Income 



861.669 

22.969.717 

3.868.578 

647,403 

69,117 

13,320,409 

1,991,815 

3,082,597 

681,209 

9,804 

2,062,628 

637,520 











453 

1,294d 

14,955 

7,4980 





75 


5,806 

1,739d 



23,000 

34,OOOd 


880 

50,000 

72,500d 

115 

74 

8,.023 

7,546 

67,344 

139d 

252 

1,028d 

22, 175 

12,905 

320 

162 D 

220 

202 

2,399 

634 



35, 175 

SSS.4ikl4-iJ 


—'Ill'll 11 1 

118. il7 

wamats^ 


■— H 1 1 H 1 1 lim 1 1 11 

194.796 

58.683d 


INCOME DEDUCTIONS 
Interest on long term debt 
Amortization of debt discount and expense 
Amortization of premium on debt — Credit 
Taxes assumed on interest 
Interest on debt to associated companies 
Other interest charges 
Interest charged to construction — Credit 
MiscellaneouE amortization 
Miscellaneous income deductions 
Total Income Deductions 


259,317 

105 

533d 


DISPOSITION OF NET INCOME 

70 Miscellaneous reservations of net income 

71 Balance transferred to earned 



E (1,088,992) 1,338,4650 

2.5470 3.575.099 552,447 





EARNED SURPLUS ACCOUNT 

72 Earned surplus beglnninj[ of year 

73 Balance transferred from income account 

74 Other credits to surplus 

75 Dividend appropriations — Preferred stock 

76 Dividend appropriations — Common stock 

77 Other debits to surplus 

78 Earned surplus end of y 


A Ice properties leased May 1, 1947 

B Amortization of electric plant acouisition adjustments 
C See note (E) to item 70 
D Amortization of electric plant adjustment 

E Transferred from deferred credits - Excess electric revenues 
Represents withdrawal authorized by State Commission to cover 
deficiency in allowable return on investment 



Includes $1,817,014 restricted as to dividends on common stock 
Not an electric operating company, electric plant and property 

LEASED TO ARKANSAS POWER &. LlOHT Co 

Ice, $35,251, water, $80,606. 

Not an electric operatino company, plant and property operated under 
joint lease by Arkansas Power &. Light Co , Oklahoma Gas &. Electric 
Co , AND Southwestern Gas &. Electric Co 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 


Art>nMi Income and Earned Surplus 


H 

E 

N 

0 

ITEM 

C IT IZENS ETlECTRIC 

Company 

lA) 

California Electric 

Power Company 

Cal iroRN ia-Pac if ic 
Utilities Company 

Coast Counties 
Electric Co 

Gas and 

MPANY 

=“ 

L 

1 

N 

E 

N 

0 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUtiT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

increase over 

PREVIOUS YEAR 

1 

2 

3 

4 

3 

6 

7 

8 

9 

10 

11 

12 

13 

\4 

15 

16 

17 

18 

19 

20 

2L 

22 

23 

24 

33 

26 

27 

28 

29 

30 

31 

32 

33 

14 
35 
3d 

37 

38 

39 

40 

41 

42 

43 

43 

46 

47 

4H 

49 

5a 

31 

52 

3? 

54 

55 

56 
37 

58 

6(i 

61 

62 

61 

65 

66 
67 

6a 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

electric UnUTY OPERATING INCOME 

Opcntmg rcTcoucs 

Operating expenses 

Depreciation 

Amortixalion of limited term utility investments 

Axnoftization of utility plant acquisition adjustments 

Property losses chargeable to operations 

Taxes Federal taxes on income 

Other taxes 

Total Operating Revenue DeouenoNs 

Net operating revenuea 

t 


t 

7.973,521 

1,169,889 

5 

2,312.023 

285,999 

s 

3.151,791 

242,841 




4,112,708 

725,422 

618,350 

888,758 

969,588 

45,222 

22,160 

94,008 

1,305,290 

157,540 

19,418 

172,191 

230,783 

134,203 

19,960 

5,457 

13,6670 

27,185 

1,911,638 

313,977 

208,700 

256,485 

156,208 

27,568 

6,600 

34.099 



6 . 345 : 23 a 

l,T!^u,y79 


173, i3y 

2.690.801 

td2A .476 

154 .690 

4.334 

l,6Zl7SSS- 

38,909' 

426,799“ 

112,859 

460,989 

18,364 




1.628,282 

38.909' 

42:6 . 799““ 

112,007 

460.989 

18.364 

GAS UnUTY OPERATING INCOME 

Operating revenues 

Operating expenses 

Depreciation 

Amortizaiion of limited term utility investments 

Amortization of utility plant acquisition adjustments 

Property losses chargeable to operations 

Taxes Federal taxes on income 

Other taxes 

Total Operating Revenue Deductions 

Net operating revenues 





1.068.338 

315,157 

8.904,903 

2.384.375 





962,211 

38,732 

5,104 

49,637 

336, 198 
6,438 

5,457o 

15,941d 

10,087 

7,314,057 
270, 162 

333,500 

250,871 

2,109,271 

12,119 

78,900 

52.274 





17055 . SB5~ 

3317325“ 

a. 168,590 






12,652 

16 , laSo 

736,312 

131,809 






l2.6S'2“ 

id. idao 

736.312 

131.809 

othi:r utility operating income 

operating revenues 

Operating expenses 

Deprecution 

Amortization of limited term utility mvestments 

Amortization of utility plant acquisition adjustments 

Property losses chargeable to operanons 

Taxes Federal taxes on income 

Other taxes 

Total Operating Revenue Deductions 

Net operating revenues 



B 4,553 

7,647 

50 

1 , 6 £ 1 d 

9540 

20 

C 276,949 

209-808 

14,487 

9,118 

20.935 

15j962d 

45, 808 
5360 

25,2770 

,,-B24_£ 

F 58,743 

41,244 

6,180 

2,800 
2.372, 

2,243 

2,478 

414 

2 OO 0 

ld9, 




934 D 

254.350“ 

19.172 


2,862 




6870 

22,599 

35,1320 

6,146 

619 D 

Othhi bnurf 6pbs/tinc iNcOMt 




5H7o 

L 22, 599” 

35. 1320 


619o,_ 

.1 II 





TOTAL UTILITY OPERATING INCOME 

Operating revenues 

Operating expenses 

Oeprecution 

Amortization of limited term utility investments 

Amortization of utility plant acquisition adjustments 

Property losses chargeable to operations 

Taxes Pedera] taxes on income 

Olher laxcs 

Total Operating Rtvenue Deductions 

Net operating re\enues 

Income from utility plant leased toothers 

i 



HH 

^HHI 

Hmi 


„.2.>S29....4j6a 



— 

4 , 120,355 

725,422 

618,350 
888.808 _ 

968,633 

45,222 

22, 160 
94.028 

2,477,310 

210,761 

19,418 
186,413 
3Q1.357_ 

516,209 

25,864 

54,8850 
?^4.48 

9,266,940 

590,320 

545, 000 

5gg,.Z2SL 

2,267,958 
40, 102 

85,300 





1— II 1 1 W 1 1 ■ 


■—mi III in 


— iiw im 1 in 

MChieH;!*!:* 


4.334 

1,625,138 

38,222 

462,051 

61,558 

1,203,448 

149,554 


^mTil 

4.334 

— Ml 1 urn 

—rUTTl 

- 462. 051.. 

61,55.a 

— ■ III 

149_5.54 

OTHER INCOME 

Income from merchandise, jobbing and contract work 

Income from nonutility operations 

Revenues from least of other physical property 

Dividend revenues 

Interest revenues 

Revenues from sinking and other funds 

Miicellanrous nonoperating revenues 

Nonoperating revenue deductions 

7,06a 

560 

3d 

139,103 

300 

47,526 

77,599 

421 

m 

57,914 

2,500d 

17,570 

41,269 

47,7lS 

721 

67,3230 

8660 

. - m 

1,150 

1,528 

1860 

1,150 

733 

1— — 1 »■' 1 g 

mmmm 

265.116 

— m.m 

89. iW 

60.362n 


12.^75 




1.890.254 

141.250 

551 . 155 

6 . 803d 



INCOME DEDUCTIONS 

Intcrcjt on long term debt 

Amortization pf debt discount and expense 

Amortization of premium on debt^Credit 

Taxes assumnl on interest 

Interest on debt to assotiatcd companies 

Otiicr interest charnel 

Interest chnrjted to construction— Credit 

Miscellaneous amortization 

Miscellaneous income dceluctions 

67,340 

2,949 

125 

2,949 

125 

538,729 

954 

16,110 

3 

13,065 

29,372 

2.573 

55,353 
954 
240 
55 D 

17,3840 

20,5640 

367 

127,439 

738 

1,159 

D 33,651 
6,696 

4,971 

9,114 

1,981 

323 

2,177 



190,471 

16,020 

4,204 

13,422 

3,024 

3,435 

23,287 

45d 

1,969 
. 11,427d 

375 



5C9tW 

59.832' 

15S.937r 


^ 216:118 

37.1O4 


91.344 

Bhm 

1.3ao!406 

81.415' 

392.211 

i9,753d 

i.oiaiSSS 

124.726 

DISPOSITION OF NET INCOME 

Miscellaneous reservations of net income 

Balance transferred to eArncd surplus 

91.344 

1. 197 

1.380,406 

81,418 

392,811 

19,7530 

1.012,552 

124.726 


EARNED SURPLUS ACCOUNT 

Eaencd surplus beginning of year 

Balan cc transferred fiom income account 

Other credits to surplus 

Dividend appcoprlatiors— Preferred stock 

Dividend appropriations— Common stock 

Other debits to surplus 

BirnedsuipItiitCRilofyof 

$ 

144.397 

S 

609.931 

i 

744.425 

$ 

820.762 

91,344 

8,100 

50,000 

s 1,380,406 

651, 627 

506, 139 

814,253 

163.391 

71,750 

166,000 

1.457 

1,01a, 55i 

, 124,000 

442,000 

171.539 .. 

193.842 


r 877.429 

1.095.775 


A Mot an electric operatino compant, electric plant and propertv 

LEASED TO ARKANSAS POWER & LlQHT Co . 

B Cold storaqe utility, storaoe space provided by Ice Division, a 

NON-UTIIITT OPERATION OF RESPONDENT 


C Telephone, $27,375, water, $183,691, wholesale gas, $65,683 
D Includes *25,845 additional provision for depreciation 
E Includes $76,932 restricted as to dividends 
F. Vater utility 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 



Pacific Gas and Electbic Sam Diego Gas i Electric 
Company Company 


Southern California 
Edison Company 


VallEjo Electric Light 
AND Power Company 


ELECTRIC LmiiTY OPERATING INCOME 
Opcfabng fevenaes 

Operating escpenses 
Deprecation 

Amortization of limited terra utility investraenti 
Amortization o{ utility plant accpinitioo adjustments 
Property losses chargeable to operations 
Taxes Federal taxes on income 
Other taxes 

Total Opejiatinc IUvinue Deductions 
Net operating revenues 
Income /rom elertnc plant [eased to others 


Electric u-nLnY Operating Income 


GAS UTILITY OPERATING INCOME 
Operating revenues 

Operating expenses 
Depreciation 

Amortization of lurute4 term utility investments 
Amortization of utility plant acquisition adjustments 
Property losses chargeable to operations 
Taxes Federal taxes on income 
Other taxes 

Total Operating Revenue DEnuenoNs 
Net operating revenues 
Income from ets plant leased to others 


OTHER UnUTY OPERATING INCOME 
Operating revenues 

Operating expenses 
Deprecation 

Amortization of limited term utility investments 
Amortiution of utility plant acquisition adjustments 
Property losses chargeable to operatioru 
Taxes Federal taxes on income 
Other taxes 

Total Operating Revenue Deoucttons 
Net operating tcveoues 
Income from other plant leased to others 




136.445.561 I ^,512.579 I 14.861.105 I 1.213.026 I 95.411.731 10.598.004 


66,218,970 8,312,917 

17,089,843 1,698,471 


7,808,102 1,958,9110 

18.552,641 1.936.772 




8,728,164 1,010,311 

1,503,831 135,592 


759,000 

1,662.483 


224,OOOo 

306.024 



12,665,691 

6.973.220 

993.237 

7,627,099 

653,348 

4,633,044 

647,281 

135 

942,597 

41,885 

2d 

1,506,776 

355.885 

332,000 

488.606 

102,0O0d 

64.823 


■■■SifiiKSS 

wm nn n i 



11,098,820 2,522,583 




272,565 

C 95,847 

181,867 

22,038 

78,172 

11,616 


i jg featjfcH i Mi' mir il 

wm 

[£EjlClll31J 



44,167,313 

9,958,497 


9,873,286 
670, 526 


11,260,000 740, good 

4,410,000 1,057, 5Q0d 




84,785)1 41,276 



559,751 

22,900 




TOTAL UTILITY OPERATING INCOME 
Operating revenues 

Operating expenses 

Defecation 

Amortization of limited term utility investments 
Amortizoticm of utility plant acquisition adjustments 
Property losses chargeable to operabons 
Taxes Federal taxes on income 
Ocher taxes 

Total Operating Revenue Deductions 
Net operating revenues 
Income from utility plant leased to others 


OTHER INCOME. 

Income from merchandise jobbing and contract woric 
Income from nonubli^ operations 
Revenues from lease of other physical property 
Dividend revenues 
Interest revenues 

Revenues from sinking and other funds 
Miscellaneous nonoperating revenues 
NonoperOiing revenue deduebons 
Total Other Income 


INCOME DEDUCTIONS 
Interest on long term debt 
Amortization'of debt discount and expense 
Amoftizalion of premium on debt — Credit 
Taxes a.<tsumcd on interest 
Interest on debt to associated companies 
Other interest charges 
Interest charged to construction — Credit 
Miscellaneous aawrtiiabon 
Miscellaneous income deductions 
Total Income Deductions 




DISPOSITION OF NET INCOME 
Miscellaneous reservations of net income 
Balance transferred to earned surplus 


113,431,212 

16,121,883 

13,439,380 

1,969,855 

22,921,775 

2,373,857 

2,162,728 

177,490 



395 

2d 

13,018,249 

452, 1350 

1,091,000 

329,000o 






77,106 

248,850 

70,782 

106,875 

75,585 


9,453d 
178,599 
85, 120d 





2,100,502 

! 

856, 261 

7,495 

3,147 

2, 1040 

966 

904 


368,160 

8,537 

1,686,294 

80,457 

1,746,OOOd 

D 300,414 

99.808 

36.211 





Sifuia 


9,873,286 

670,526 


740,OOOd 

1,057,5000 



81,748 I 960,481 



78,487 11,4360 



5,633,749 

1,418,749 


704,126 

1,670 


151, 660 

21, 828 


23,414 

36,7940 

1, 999 

394,824 

172,409 

F 32,244 

589,182 

E 261,806 

134,928 

3.421 



EARNED SURPLUS ACCOUNT 
Earned surplus beginnmgofyear 
Balance transferred from income account 
Other credits to surplus 
Dividend appropnitions— -Preferred stock 
Dividend appropnatlons—^mmon stock 
Other debits to siuplus 

Earned surplus, end of year 


A Heating, i557,714, water, $850,024 
B 'Includes $4,351,691 restricted as to dividends 

C Heat i ng UT I L I T Y, ' 

D Amortization of electric and g*s plant acouisition adjustments in 
the amounts of $169,963 and $130,451, respectively 



382.224 







Amortization qf electric plant acquisition ad usthents 
Includes $31,820 additional provision for depreciation 
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STATISTICS OF ELECTIUC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 




TOTAL UTILITY OPERATING INCOME 
37 Operating revenues 

3 g Operating expenses 

39 Depreciation 

40 Amortiiation of limited term utility investments 

41 Amoslization of utility plant acquisition adjustments 

42 Property losses chargeable to operations 

43 Taxes Federal taxes on income 

44 Other taxes 

45 Total Opbaating RevENye DEDuenoNS 

4($ Net operating revenues 

47 Income from utility plant leased to others 

Total Utility Operating Income 


OTHER income 

Income from mefchandise, jobbing and contract worlt 
Income from nonutility operations 
Revenues from lease of other physical property 
Dividend revenues 
Interest revenues 

Revenues from sinking and otliec funds 
Miscellaneous nonoperating revenues 
Nonoperating revenue deductions 
Total Other Income 


220,182 

41,203 

187, 634 

43,336d 

174,986 

39,718 

6,017,916 

378, 169 D 



7 

2,178 

108,254 

15,631 

8,593d 

14.950D 


mmm\ 


INCOME DEDUCTIONS 
Intereit on long tcfio debt 
Aiiiortizittioo oC debt discount ind cxpenic 
Amorttiation of premiuni on debt — Ciedit 
Taxes assumed on interest 
Interest on debt to associated lompanies 
Other Interest charges 
Interest charged to construction— Credit 
Miscellaneous amortization 
Miscellaneous income deductions 
Total Income Deductions 


DISPOSITION or NET INCOME 
Miscellaneous reservations of net income 
Hilance transferred to earned surplus 



59, 447 

1, 152 

1,245d 

53,023 

2,875 

1,046 

3,696 
39 
27 D 

1,364,356 

270,004 

30,062 

1,658 

7,634 

80 

2,096 

l,902o 

29,644 

1.045 

66lD 

374 

5d 

30.505 

1 — 

'f.SSSD 

41.9660 

— Htiitaa 




250,000d po 


EARNED SURPLUS ACCOUNT 
Bamed surplus, Iwginning of year 
Balance transferred from income account 
Other credits to surplus 
Dividend appiopriations — Preferred stock 
Dividend appropnitions — Common stock 
Other debits to surplus 
Earned surplus ctid of y 


A. Includes $25,169 additional teoeral income taxes for the tears 1942 
TO 1946. 


B Includes $153,364 restricted as to dividends 
C Heat INC, $129,774, transportat ion, $48,262. 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 


Income and Earned Surplus 


L 


Southern Colorado Power 

Western Colorado Power 

Connecticut Light and 

Connect i cut 

Power 


1 


Company 

Company , 

The 

Power Company. The 

Company, 

The 


E 

ITEM 


- 





(E) 


H 

N 

0 



INCREASE OVER 


INCREASE OVER 


INCREASE OVER 


INCREASE OVER 





PREVIOUS YEAR 

AMOUNT 

PREVIOUS YEAR 

AMOUNT 

PREVIOUS YEAR 

AMOUNT 

PREVIOUS YEAR 



ELECTRIC UTIUTY OPERATING INCOME 

1 


i 


t 


t 



1 

Operating revenues 

3,576,332 

425,494 

1,264,487 

142,409 

30,974,566 

2,973,495 

10,765,253 



2 

Operating expenses ^ 

1,749,713 

323,328 

617,929 

60,364 

17,244,997 

1,851,569 

6,256,179 

634,113 


3 

OeprecutioD 

312,157 

8,059 

105,900 

6,900 

2,933,700 

345,650 

850,780 

82,330 

i 

4 

Amortization of limite<J tern) utility investments 



3,000 






A 

5 

Amortization of utility plant accpnsition adjustments 









5 

6 

Property losses chargeable to operations 









6 

7 

Taxes Federal taxes on income 

305,800 

A 

102, 194 

16, 194 

2,790,925 

137,283 

861,500 

161, 199d 

7 

8 

Other taxes 

447 . 576 

A 

138,020 

15,241 

2, 142,263 

243,855 

874,256 

112,191 

8 

9 

Total Operattnc Revenue Deductions 



967.043 

98.700 

25.ill.'8'a6 



667 . 433 

9 

10 

Net operating revenues 

761,084 


297,443 

43,708 

5,662,680 

395,137 

1,922,536 

577 I 395 

10 

n 

Income from electric plant leased to others 






1 



n 

12 

Electric Utiuty Operating iNcostE 

761.084 



43.708 

5.862.680 

Mil 1 HlilM 

17922 ,"336" 

5771395 

12 


GAS UTILITY OPERATING INCOME 










13 

Operating revenues 





7.316.293 

959 . 100 

2.109.412 

432.821 

13 

14 

Operating expenses 





5,856,753 

1,058,603 

1,921,638 

507,538 

14 

15 

Depreciation 





286,935 

33,285 

153,160 

9,670 

15 

16 

Amortization of limited term utility investments 









16 

17 

Amortization of utility plant acquisition adjustments 









17 

18 

Property losses chargeable to operations 









le 

19 

Taxes Federal taxes on mcooK 





265,000 

36,415d 


6,300d 

19 

20 

Othet Lutes 





558.442 

25.417 

176jJ364 

27 , 240 

20 

21 

Total Opefating Revenue Deductions 

■^hihb^ih^h 




— WH llfi in 


—rnii'ii !■ 


21 

22 

Net operating revenues 





569, 161 

121,790d 

(141,450) 

105,3280 

22 

23 

Income from gas plant leased to others 







’ / 


23 

24 

Gas Utility Operating Income 





!■>! \M 

121.7900 


105.3280 

74 


OTHER UTILITY OPERATING INCOME 










25 

Operating revenues 

565,546 

13,915 



D 167,198 

22,026 



25 

26 

Operating expenses 

518,545 

81, 235 



108,416 

44,832 



26 

27 

Depreciation 

62,950 

48,552 



10,000 

1,700 



27 

28 

Amortization of limited term utility investments 









28 

29 

Amortization of utility plant acquisition adjustments 









29 

30 

Property losses chargeable to operations 









30 

31 

Taxes Federal taxes on income 


A 



7,658 

6,B92d 




32 

Other taxes 

21.845 

A 




1.270 



32 

33 

Total Operating Revenue Deduchons 

603,341 





40.912 



33 

34 

Net operating revenues 

(37,7957 




19,837 

18,8860 



34 

33 

Income from other plant leased to others 









35 

3S 

Other Utility Operating Income 

■■■■cuKsai 





1S,S83d 



3« 






TOTAL UTIUTY OPERATING INCOME 

i 


s 


t 


1 



37 

Opetaling revenua 

4,141.878 

439,409 

1,264,487 

142,409 

38.458,057 

3,954,622 

12,874,665 

1,003.116 

37 

38 

Operating expenses 

2,268,259 

404, 563 

617,929 

60,364 

23,210, 168 

2,955,006 

8,177,817 

1, 141,652 

38 

39 

Dcpreciitisn 

375,108 

56,611 

105,900 

6,900 

3,230,635 

380,635 

1,003,940 

92,000 

39 

40 

Amortization of limited term utility investments 



3,000 






40 

41 

Amortization of utility plant acquisition adjustments 









41 

42 

Property losses chargeable to operations 









42 

43 

Taxes Federal taxes on income 

305.800 

76,800 

102,194 

16, 194 

3,063,585 

93,976 

861,500 

167,4990 

43 

44 

Other taxes 


43,516 

138.020 

15.241 

2.501.989 

270,545 

1,050,321 

139,432 

M 

45 

Total Operating Revenue Deductions 



967.043 

^^■E?7nKZt!aifl 

— IH 1 H 

wamatnm 

— IW'l 1 H II ■ 


45 

46 

Net operating revenues 

723,289 

142,0820 

297,443 

43,708 

6,451,680 

254,460 

1,781,086 

202,468d 

46 

47 

Income from utility plant leased to others 









47 

48 

Total Utility Operating Income 

723 . 289 

142.082D 


■■EISRriMSa 


mm M H 1 ■ 

1,781.086 


48 


OTHER INCOME 










49 

Income from merchandise jobbing and contract work 









49 

50 

Income from nonutility operations 









30 

51 

Revenues from lease of other physical property 



220 

220 

11, 588 

747 

4,014 

314 

31 

52 

Dividend revenues 







41,484 

66,3450 

32 

53 

Interest revenues 




628D 

46,914 

53,916d 

4,258 

1,651 

33 

54 

Revenues from unking and other funds 









34 

55 

Miscellaneous nonoperating revenues 



155 

42d 

95 

1,456d 



33 

56 

Nonoperating revenue deductions 



220 

220 

11.601 

9.357 

3.652 

7940 

56 

57 

Total OiiiER Income 




6Z1D 

467998“ 




37 

58 

Gross Income 


142,0820 



■— II f H li 1 1 




38 


INCOME DEDUCTIONS 










59 

Interest on long tenn debt 

198,479 

21,741 



1,230,000 


370, 179 

41,370 

39 

60 

Amortization of debt discount and expense 

3,465 

904 



98,422 

174D 

5,328 

100 


61 

Amortization of premium on debt— Credit 





74,320 




61 

62 

Taxes assumed on interest 

9 

9 



164 

30d 

190 

35d 

62 

63 

Interest on debt to assoaated companies 



100,000 






63 

64 

Other interest charges 

15,863 

9,675 

1,042 

345 

11,486 

1,886 

15,739 

9,942 

64 

65 

Interest charged to construction — Credit 

76,304 

59,866 

12,629 

5,626 

234.936 

20,007 



65 

66 








F 37,000 

12,333 

66 

67 


6.996 

1,272 

938 

313d 

6,010 

8.010 

18,069 

172d 

67 

68 

Total Income Deductions 

148.509 

56 . 263 d 

sy ,3130 

3 . 5y3D 

1.036. S26" 

lb.3i'4o 

446 . 506 

63.539' 

6e 

69 


574.779 

115.8190 

2M;247 

48.632 

5.4397^31“ 

200.793 

1.380.683 

3297595b 

69 


DISPOSITION OF NET INCOME 










70 

Miscellaneous reservations of net income 










71 

Balance transferred to earned surplus 

S74,779 

115.8190 

2Ce.247 

48.632 

5.459.851 

200.793 

1,380.683 

329.593d 

71 






EARNED SURPLUS ACCOUNT 

s 


$ 


i 


s 




Earned surplus, beginning of year 

905.388 


401,308 


4.515,780 


1.723.923 


72 


Balance transferred from income account 

574,779 


208, 247 


5,459,851 


1,380,683 


73 

74 

Other credits to surplus 

9,305 




219,446 


173,245 


74 

75 

Dividend appropnations — Preferred stock 





983,608 




75 

76 

Dividend appropriations— Con^non stock 

327,895 


C 200,000 


4, 241, 464 


1,600,611 


76 



21.613 




17.610 





78 

Earned surplus, end of year 





78 


A Not available 

B Includes $588,298 restricted as to dividends 
C Represents dividend of 10,000 shares $20 par common stock 
D Water, $147,212j liquefied petroleum oas, $19,986 
E Report reflects acquisition of The Torrinston Electric Lioht Co , 
ACQUIRED Apr 30, 1947 


F Represents $23,821 amortization of electric plant acquisition 

ADJUSTMENTS AND $13,179 AMORTIZATION OF QAS PLANT ACQUISITION 
adjustments 

























































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 





Operating 
DtprccuDon 

Amortiaation of limiJtfd terfn utility investmoflts 
Amortization of utility plant acquisition adjustments 
Property losses chargeable to operations 
Taxes Federal taxes on income 
Other taxes 

Total Operating Revenue Deductions 

10 Net operating revenues 

11 Income from clcctnc plant leased to others 

12 Electric Utiuty Operating Jncqme 

GAS UTIUry OPERATING INCOME 
15 Operating revenues 

14 Operating expenses 

15 Depreciation 

](S Amortization of limited term utility investmcntj 

17 Amortization of utility plant acquisition adjustments 
IS Property losses chargeable to operations 

19 Taxes Fedeni taxes on income 

20 Otliet taxes 

21 Total Operatinc Revenue DEDuenoNa 

22 Net operating revenues 

23 Income from gas plant leased to others 

24 Gas UTiury Operahnc Jncqmjs 

OTHER UTILITY OPERATING INCOME 
2 ) Operating revenues 

Opefihng expenses 

27 Depr^iation 

28 Amortization of limited term utility investments 

29 Amortization of utility plant acquisition adjustments 

50 Property losses chargeable to operations 

51 Taxes Federal taxes on incc^ne 

52 Other taxes 

55 Total Operating Rbvrnub Deouciions 

54 Net operating revenues 

33 Income from other plant leased to others 

36 DTHBrIJTIUTY OPtRATlNC iNCOMS I” 


TOTAL UTILITY OPERATING INCOME 
37 Operating revenues 

36 Operating expenses 

39 Depreciation 

40 Amortization of limited term utility investments 

4t Amortization of utility plant acquiiitian adjustments 

42 Property losses chargeable tQ operations 

43 Taxes Federal (axes on income 

44 Other taxes 

43 Total Opbratinc Rbvenub Dbouctions 

4(5 Net operating revenues 

47 Income f rom utility p lant leased to others 

48 Total Unim Operating Income 

OTHER INCOME 

4y Income from merchandise jobbing and contract work 
30 Income from nonutility operations 

51 Revenues from lease of other physical property 

32 Dividend revenues 

33 Interest revenues 

34 Revenues from sinking and other funds 

33 Miscellaneous nonoperating revenues 

56 Nonoperating revenue deductions 

37 Total Other Income 

58 Gross Inconb 

INCOME DEDUCTIONS 

59 Interest on long term debt 

60 Amortization of debt discount and expense 

61 Amortization of premium on debt— Credit 

62 Taxes assumed on interest 

63 Interest on debt to aisoCiRted companies 

64 Other interest charges 

65 Intewit cliargcd to construction— Credit 

66 Miscellaneous amortization 

67 Miscellaneous income deductions 

68 Total Incomd Deduchonj 


DISPOSITION OV NET INCOME 
Miscellaneous reservations of net Income 
Balance tnmsfcrred to earned surplus 


EARNED SURPLUS ACCOUNT 
Earned surplus, beginning of year 
Balance Iransferred from income account 
Other credits to surplus 
Dividend appropriations— Preferred stock 
Dividend appropriations— Common stock 
Other debits to surplus 
Earned surplus, end of year 


gatL.gytL- 

7,500 




513,362 

189,612 


2,812 

23,3570 

11,552 

3250 



1,042 

1,691 

132 

1,384 

828 

2,124 

12,007d 

290 

18,6880 


5,648d 

35,013 

35,013 

245 

2.281 

6320 

2,016 

8560 

3,060 

31.620D 

83 


5,168d 
lOTTo 

302.960 

■■■■■■ S': 2gr 
16, ll?' 

463.534" 
276517553“ 

lit). 970" 

13S,7’27'[) 

WSSS^tsssM\ 



Jncuudes $2,472j1S2 net neruNDs or prior years' federal income 
AND E3(CES5 PROTITS TAXES 


A Heating UTititv. 

B . Additional provision for depreciation 







































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 


Dutnct of CoJumbu 


Cooo. DtlAwarc 
D C Flond# 



ELECTRIC UnUTY OPERATING INCOME 
Operating revenues 

Operating expenses 
Depreaatioo 

Amortization of limited tenn utility mvestmcnu 
r Amortization of utility plant acquisition adjustments 
Property losses chargeable to operations 
Taxes Federal taxes on locome 
Other taxes 

Total Opmattnc Revenue Deductions 

10 I Net operating revenues 

11 Incocrve from electnc plant leased to others 

1 2 I Electrjc Utility Operating Income 

GAS UnUTY OPERATING INCOME 

1 3 Operating revenues 

14 Operating expenses 

13 Deprecation 

16 Amortization of limited term utility investments 

17 Amortization of utility plant acquisition adjustments 

18 Property losses chargeable to operatioos 

19 Taxes Federal taxes on income 

20 Other taxes 

21 Total Operatinc Revenue Deductions 

22 Net operating revenoa 

23 Income from gas plant leased to others 

24 Gas Utility Operating Income 

OTHER UTILITY OPERATING INCOME 
23 Operating revenues 

26 Operating expenses 

27 Depreciation 

28 Amortization of limited term utility investments 

29 Amortization of utility plant acquisition adjustments 

30 Property losses chargeable to operations 

31 Taxes Federal taxes on income 

32 Other taxes 

33 Total Operatino Revenue Deductions 

34 Net operating revenues 

33 Income from other plant (eased to others 




19.410.735 

1.940.612 

10.540.452 


11,166,222 

1,753,000 

1,693,578 

201,000 

6,337,133 
708, 124 

912,533 

63,519 

1,823,000 

1.368.337 

92,000o 

103.553 

1,112,170 

349.412 

27,489 

35.649 

l—i mim 1 1 ■ 

■ 

9 

f 

1 

W n mil 


3,300,176 j 

! 34,481 

2,033, Sllj 

1 242,037 

— im ■III! 

[ 34.481 


HisZMtilRlrJ 


19,836,551 3,389,586 

3, 285, 123 342, 255 


1,514,240 341,393 


4,937,308 I 497,970 


10,995,256 3,660,521 

1,007,854 92,518 


1,109,300 480,500 


2,995,198 459,895 




IM !liil \m 


239,555 161,900 


A 73,337 

7,2820 

71,401 

7,539d 

7,120 

6,671d 

1.770 

3240 






11,166,222 1,693,578 

1,753,000 201,000 


1,823,000 I 92,000d| 


8, S75, 559 
916,382 


1,255,659 


1,347,283 

80,428 


19,836,551 3,389,586 

3,285,123 342,255 


1,514,240 341,393 


1,109,300 I 480,500 


MiW ■ ' 1 wiinilMBTltTrW»M MB Wi I ' ^ i llBMffTl/TWiT HWnfiW i iM 


OTHER INCOME 

49 Income from merchandise jobbing and contract work 
iO Income from nonutility operations 

5 1 Revenues from lease of other physical property 

52 Dividend revenues 

33 Interest revenues 

34 Revenues from sinking and other funds 

33 Miscellaneous nonoperating revenues 

36 Nonoperating revenue deductions 

57 Total Other Income 



4,937,308 I 497,970 


2,995^198 I 459,895 


■ mfcgMUSM 


5,670 

580 

955 

69 

1,690 

5, 5650 
74, 530o 

62,326 

144,071 

5d 

122,768 

2,791 

1,955 

310 

207 

19 

5, 165d 

6,332 

1.7380 

1.247 

53.8890 

2D6 '045“ 

125 605 

3,322 

W j 1 

IB— 





INCOME DEDUCTIONS 
39 Interest on long tenn debt 

60 Amortization of debt discount and expense 

61 Amortization of premium on debt— Credit 

62 Taxhs assumed on interest 

63 Interest on debt to aaaoaated companies 

64 Other interest charges 

63 Interest charged to construction — Credit 

66 Miscellaneous amortization 

67 Miscellaneous income deductions 


260,623 

1,395 


12,260 

108, 587 


232,006 

1.395 


3,874d 

75.146 



— BTT n 1 rii 

DISPOSITION OF NET INCOME 

Miscellaneous reservations of net income 

Balance transferred to earned surplus 

3.164,226 



746,845 

15,466 

84,354 

26 

15,691 


22,451 

3,597 

36,720 

96,2180 

E 75,000 



I 


EARNED SURPLUS ACCOUNT 

72 Earned surplus begtnnmg of year 

73 Balance transferred from income account 

74 Other credits to surplus 

75 Dividend appropriations — Preferred stock 
7^ Dividend approprutions — Common stock 

77 Other debits to surplus 

78 Earned surplus end of year 


A Ice utuiTY Ice properties sold during 1948 

B Amortization or electric and gas plant acquisition adjustments in 
THE amounts of tl66,873 AND $72,000, respectively 
C SEE note (D) to item 70 



D Income adjustment in accordance with provisions of plan 
regulating respondent's rates and annual income 
E Amortization of electric plant acquisition adjustments 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 


ELECrsiC VnUTY OPERATING INCOME 

OpcfUmg revenues 

Opertting expenses 
Deprecubon 

Amortiution of limited term utility investments 
Amortization of utility plant acquisition adjustments 
Property losses chargeable to operations 

Taxes Federal taxes on income 
Other taxes 

Total Operatjnc Revenue Deductions 
Net operating revenues 
Income from electnc plant leased toothers 


Electric Unuirv Opbiuting Incoke 


GAS trriLITV OPERATING INCOME 
Operating revenues 

Operating expenses 
Deprecation 

Amortuation of limited term utility investments 
Amortization of utility plant acquisition adjustments 
Property Josses chargeable to operations 
Taxes Federal taxes on income 
Other taxes 

Total Opekating Revenue Deductions 
Net operating revenues 

Income from gas plant leased to others _ 


Gas UnLCTY Operating Incomb 


other UnUTY OPERATING INCOME 
Operating revenues 

Operating expenses 
Depreciation 

Amortization of limited term utility investments 
Amortization of utility plant acquisition adjustments 
Property losses chargeable to opentians 
Taxes Federal taxes on income 
Other taxes 

Total Opejlatinc Revenue Deductions 
Net operating revenues 
Income from other plant leased to others 
Other Jtiuty upheatinc INcoarE 


Florida Rover 4. Light 
Company 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

37.293.660 

9.669,406 

20,052,468 

NR 

3,705,458 

2.984.422 

5,244,038 

1,952,847 

669.896 







1.810.430 

189.700 

1,337,814 

NR 

150.372 

220,888 

12.934 













- — - 

— - — 


Florida Public Utilities 
Company 


Gulf Power Company 





INCREASE OVER 


increase over 

AMOUNT 

PREVIOUS YEAR 

amount 

PREVIOUS YEAR 

amount 

PREVIOUS YEAR 

537.307 

72.334 

$ 

4.712,672 

384,592 

$ 

9,584,266 

1,622,110 

311,122 

43,386 

2,284,519 

541, 838 

6,134,735 

1,532,074 

32^ 210 

15,644 

418,000 

78,376 

736,645 

140,866 



500 


2,698 

1,280 

41,574 

4,062 

543,830 

170, 849 D 

527,000 

78,4660 

50^064 

7.789 

400,134 

55.315 

904 , 537 

114.672 

434 1971 

TOSS' 

3.^67953" 

504,680 

8.305'.616 

mwtvKirpm 

■ " 102,536 

i,45T 

1,065,689 

120, 086d 

1,278,650 

88,3150 

1027536" 

05r 

1.065,689 

120, 088 D 

1,278.650 

88.3150 

795 . 129 

114,058 

D 437,975 

412,779d 



699 , 018 

133,088 

223,690 

288,491d 



36,929 

15,388 

7,336 

13,040d 



4,951 

22,0080 

73.745 

33,141d 



48.745 

4,221 

16,536 

24,6280 



789 . 544 

1557559- 

32TT3D7~ 

35973Cnb 



6,484 

16^ 63i5d 

116,668 

53, 479 D 



5.484 

16. 630 D 

iieT'ees 

53. 479 D 

1 


B 120,438 

9,541 



J 213,653 

6,6l5o 

81,109 

13,449 



156,990 

1,041d 

10,724 

4,908 



20,175 

2,175 

9,413 

1,412 




10,5340 

6.790 

549 



2.449 


108.038 

20.321 



179.614 



10, 779 D 



34,039 

5,410 








Tampa Electric Company 


total UTILITY OPERATING INCOME 

Operating revenuei 

Operating expenses 

Depreciation 

Amortisation of limited term utility investments 

Amortization of utility plant acquisition adjustments 

Property losses chargeable to operations 

Taxes Federal taxes on income 

Other taxes 

Total Operatiwo Revenue Deductions 

Net operating revenues 

1 

■^9 104.090 

9.859.106 

$ 

1.4.52.875 

195.935 

BilllHHHl 

28.1870 

rmmmmm 

1.615.495 

21,390,282 

2,725,000 

3,705,458 

3 134.794 

5,464,927 

375,000 

1,952,84? 

682.831 

1,091,250 

79,864 

55,940 

105.600 

189,924 

35,941 

16,532d 

12.560 

2,508,209 

425,336 

500 

617,575 

416.670 

253,347 

65,336 

203,990o 

30.687 

6,291,726 

756,820 

2,698 

527,000 

906.986 

1,531,032 

143,041 

1,280 

89,OOOd 

112.045 


8.475.606 


Ti \m\Jm 

■— H 1 1 HTmi 

— MW Ml 


1.698.400 

8,148,554 

1,383,500 


25,95Sd 

1,182,357 

173,5670 

1,312,688 

82,905o 




120.220 

25.95'8d 

— m 1 H Ml ■! 


11 H M ■ 

82. 905 D 

OTHER INCOME 

Income from merchandise jobbing and contract work 

Income from nonutility operations 

Revenues from lease of other physical property 

Dividend revenues 

Interest revenues 

Revenues from sinking and other funds 

Miscellaneous nonoperating revenues 

Nonoperating revenue deductions 

29,929 

904 

2,290 

20,367 

195 

2,610d 

48,897 

12 

14, 226 D 

660d 

103,748 

27 

12,491 

2,2130 

1,856d 

2,289d 

198 

18,260 

1,427 

237 D 

12,8400 

73 0 

11fl 

19.651 

48.909 

TT75Wd 

116.266 

6.3580 

n 1., ' m 

13, IsOp 


fl. 181. 673 

1.403.131 

169! 130 

40.8^60 

1.298.623 

179.9250 


96.<j56P 

income DEDUCTIONS 

Interest on long term debt 

Amortization of debt discount and expense 

Amortization of premium on debt—Crcdit 

TaKci atiumed on Interest 

Interest on debt to associated companies 

Other interest charges 

Interest charged to construction— Credit 

Miscellaneous amortization 

Miscellaneous income deductions 

2,385,862 
213,445 
60, 825 
488 

263,092 

132,890 

700,000 

148,708 
309,004d 
6,534 
554 d 
19,448d 
87,217 
85,457 
350,000 

56,716 

1,739 

2,237 

3,691 

1.239 

11,216 

109 

1,498 

3,691 

471d 

188,665 

376 

2,427 

75,974 

46,581 

E 48,000 
13,628 

19,324 

376 

29o 

57,293 
44, 155 

^311- 

357,375 

6,138 

14,738 
250, 724 

160, 500 
909 

1,775 
79, 750 

33g5TT?S~ 

IS? .'926 

5H72?T^ 

B,74l 


mmmssnsim 





' 1.23t!'S05' 

■ 110.8^9 

^g.eoBb 


iHilSSERSKlS 


— iHH H 1 I*! 1 

DISPOSITION OP NET INCOME 

Miscellaneous reservations of net incooK 

Ealanca transferred to earned surplus 

4.812.501 

1.238.205 

110.889 

49. 608 D 

1.020,988 

215.113d 

1.205.048 

179. 490 D 


EARl^D SURPLUS ACCOUNT 
Earned surplus, beginning of year 
Balance tnnsf«rr«l from inoome account 

Other creditJ to aucpiuf 
Dividend appropriationi—Preferred stock 
Dividend appropriatJoni — Commoo itodc 
Other debits to sutplui 


1 

3,416.406 

i 

134,381 

« 

3,469.196 

4,812,501 

lioji® 

1,020,988 


11,001 

F 892,237 

450,000 

28,500 

66,156 

2,352.000 

1.611 

75,000 

12.331 

791,300 

G 3.895.000 





4.167.641 
1 265^(148 
48,375 

1,195,565 

SGUgQQ.. 


K 4.195.500 


NR Not flCPORTto, 

A . Includes 42,966,054 restricted as to dividenps on common stock 
8, Ice, S58,392j water, $62,046. Ice utility sold Dec 31, 1948 
C Includes approximately $136,000 restricted as to dividends on common 

STOCK. 

, Qas utility Sold Apr. 26, 1948 


E Amortuation of electric plant acouisition adjustments 
F Profit on sale of das properties, 

Q Transferred to common stock 

H Includes $364,156 restricted as to dividends on common stock 
J Ice, $131,832, water, $81,821 Water utility sold Sept 30, 1948 
K Includes $2,946,431 restricted as to dividends 


0 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948* 

Income and Earned Surplus 


Ootih 



TOTAL UnUTY OPERATING INCOME 

■■■I 


i 

mam 

$ 


4 


37 

Operating ceveaues 


7.115.062 

3.068.849 


4.433.437 

667.283 

11.166.586 

1.488.545 

38 

Operating expensK 

38,494,112 

6,108,281 

2,421,839 

680, 102 

3,004,687 

610,322 

3,852,216 

143,986 

39 

Depreciation 

5,622,900 

77,100d 

146,779 

6,619 

375,600 

21,600 

1,016,000 

158,000 

AQ 

Amoftaatian of limited term utility investments 









4l 

Amortization of utility plant acquisition adjustments 


3,OOOd 



113, 199 





Property losses chargeabitf to operations 









43 

Taxes Federal taxes on income 

3,576,117 

201, 469 D 

69,500 

17,700o 

153,000 

21,OOOd 

1.040.000 

43,900 

44 

Other taxes 

5.216A60 

473_,161 

195,404 

24,737 

330,920 

12 , 822 

1, 818 ; 905 

222.828 

43 

Total Opeaating Revenue Deductions 




693. 7S9’ 

3,977.407 

623:745 

777277121“ 

—rrnfr'a 

46 

Net operating revenues 

11,816,769 

815,187 

235,326 



456*030 

' 43;53'S 

3,439,465 

919,831 

47 

Income from utility plant leased to others 

7.098 

384d 







48 

Total Utiuty Operatinc Income 

— m 1 1 H 1 ■ 

814.803 

235'. 326 

33.471 

456.030 

43 , 538 

3.439 .465 

— rrnTi ■ 


OTHER INCOME 









49 

Income from merchandise, jobbing and contract work 

391,581 

78,801d 



19,187 

16, 311 D 



50 

Income from nonubhty operations 



56 

315 D 





51 

Revenues from lease of other physical property 

8,119 

106 0 

588 

122, 132 D 



361 

50Od 

52 

Dividend revenues 


500d 






6d 

53 

Interest revenues 

20,518 

8700 

140 

20 

8,040 

7,917 

38,344 

19,676 

54 

Revenues from sinking and other fund^ 









55 

Miscellaneous nonoperating revenues 

73,148 

11, 474 D 

3,473 

879 D 

(6) 

4,209d 

380 

154 

56 

Nonoperating revenue deductions 



913 

62, 187 D 


400d 

1,343 

112d 

57 

Total Other Income 


91.7520 

5343" 

S'ITI'ITd 

27,221 

12.203d 

37.74r 

15.457 

58 

GROSS Income 


Mii'l H 1 Hi 

238.671 


" 4M.252 

5'i:355 

■— imn 1 ■ 

939.269 


INCOME DEDUCTIONS 









59 

Interest on long term debt 

3,915,110 

345,172 

106,268 

29,334 

314,971 

66,037 

890,000 

202,604 

60 

Amortization of debt discount and expense 

6,875 

6,875 

29,602 

191 

3,394 

883 d 



61 

Amortization of premium on debt— Credit 

116,855 

247 



263 

263 

33,459 

15,021 

62 

Taxes assumed on interest 



8 

306 






Interest on debt to assoaated companies 







• 


64 

Other interest charges 

242,943 

184,549 

1,486 

271 

4,481 

974 

14,279 

1,356d 

65 

Interest charged to construction — Credit 

412,421 

302,880 

20,436 

18,669 

47,059 

47,059 

306,564 

135,647 

66 

Mtsceliineous amortization 

C 1,800,000 

90, 000 D 





C 146,723 


67 

Miscellaneous income deductions 

72.942 

9,279 

1,624 

25,196d 

5,092 

1,495d 

29,547 

11.297D 

68 

Total Income Deductions 

■— H HI HI 1 1 



IST^Td 

280.6'17" 

17.306' 

7?i07S25~ 

39.261 

69 




jiHii iM 

13.885d 

202,634 

14: 026 

2,736,680 

899.967 


DISPOSITION OF NET INCOME 









70 

Miscellaneous reservations of net income 




122,042 





71 

Balance transferred to earned surplus 

6.808.641 

570.302 

120.097 

135.9280 

202.634 

14*. 028 

2.736.680 

899.987 


L 

... 

Georgia Rover Company 

Georgia Power and Light 

Savannah Clectric and 

1 OAHO Power 

Company 


1 




Company 

Power Company 



1 

E 

ITEM 









N 

E 

N 

0 



INCREASE OVER 


INCREASE OVER 


INCREASE OVER 


INCREASE OVER 

N 



AMOUNT 

PREVIOUS YEAR 

AMOUNT 

PREVIOUS YEAR 

AMOUNT 

PREVIOUS YEAR 

AMOUNT 

PREVIOUS YEAR 



ELECTRIC UTILITY OPERATING INCOME 

t 


4 


i 


i 



1 

Operating revenues 

51,800.562 

6.835.435 

3.068.849 

727,231 

4.433.437 

667.283 

11,166.586 

ir4aa.54s 

1 

2 

Operabng expenses 

27,315,409 

5,372,504 

2,421,839 

680,102 

3,004,687 

610,322 

3,852,216 

143,986 


J 

Depreciation 

4,620,000 

810,000 

146,779 

6,619 

375,600 

21,600 

1,016,000 

158,000 


4 

Amortization of limited term utility investments 









4 

5 

Amortization of ublity plant acquisition adjustmer^ts 





113,199 





6 

Property losses chargeable to operations 










7 

Taxes Federal taxes on income 

3,493,500 

188,4480 

69,500 

17,700d 

153,000 

21,OOOd 

1,040,000 

43,900 


S 

Other taxes 

4.483.517 

458.011 

195.404 

24.737 

330,920 

12,822 

1.618.905 

222,828 


9 

Total OPERA*nNc Revenue Deductions 

II 11 III 1 1 


II 1 1 M 1 1 ■ 

MTI'Wini 

■imgiEaESia 

mm niftii ■ 


mm I I itiia 

9 

10 

Net operating revenues 

11,888,135 

383,367 

235,326 

33,471 

456,030 

43,538 

3,439,465 

919,831 

10 

11 

Income from electric plant leased to others 

7,098 

384d 







11 

12 

Electric UTiirry Operating Income 


382.983 

235.326 

33.471 

4-56.030 

43.538 

3.439.465 

919,831' 

12 


GAS UTILITY OPERATING INCOME 










13 

OpCTating revenues 

A 902.567 

297.7230 







13 

14 

Operating expenses 

561, 598 

252,458d 







14 

15 

Depreciation 

22, 500 

10, 500d 







15 

16 

Amortization of limited term utility investments 









mi 

17 

Amortization of utility plant acquisition adjustments 


3,000o 







17 

18 

Property losses chargeable to operations 









16 

19 

Taxes Federal faxes on income 

82.617 

13, 021 d' 







m 

20 

Other taxes 


11.8590 







20 

21 

Total Operating Revenue Deductions 


M hW 1 1 II 





mmmmmm 


311 

22 

Net operating revenues 

196, 889 

6,8S4o 







22 

23 

Income from gas plant leased to others 









23 

24 

Gas Utility OPERAnNc Income 

196.889 






mmt^mmmm 

mmmmma 

31 


OTHER UTILITY OPERATING INCOME 










25 

Operating revenues 

B 12,023,228 

577,349 







25 

26 

Operating expenses 

10,617,104 

988,235 







2fi 

27 

Depreciation 

980,400 

876,6000 







27 

28 

Amortization of limited term utility investments 









28 

29 

Amortizabon of utility plant acquisition adjustments 









29 

30 

Property losses chargeable to operations 









30 

31 

Taxes Federal taxes on income 









31 

32 

Other taxes 

693,979 

27,009 







32 

33 

Total Operating Revenue Deductions 

12.291,484 

138:645 







mi 

34 

Net operabng revenues 

(268, 255) 

458,703' 







34 

35 

Income from other plant leased to others 









35 

3fi 

Other Utility Operattno Income 


ttKtsaussm 



■■■■■■■■ 

wmtmmmm 



36 




1 

* 

1 


EARNED SURPLUS ACCOUNT 




72 

£amed surplus beginning of year 

828.763 

451.543 


73 

Balance transferred froth income account 

6,808,641 

120,097 

202,634 

74 

Other credits to surplus 




75 

Dividend appropnations— Preferred stock 

2,676,064 


4,208 

76 

Dividend appropriations — GxnmOn stock 

2,747,500 



77 

Other debits to surplus 



198.425 

78 

Earned surplus, end of year 

mpmrnsim^iwmmmmmm 




2.734.080 


2,736,680 

532,166 

1,125,000 

4B7.093 

3.326. 


A Gas utility sold Aus 13, 1948 
B Heatinq ^745,717, transportation $11,277,512 


C Amortization of electric plant a-cquisition adjustments 
D Includes $1,861,906 restricted as to dividends on common stock 


S ® 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Eamed Surplus 


L 

1 

N 

E 

n 

0 

ITEM 

Central III ino is 

Electr 1C AND Gas Co 

Central Illinois Light 
Company 

Central Illinoi 
Serv ice Com 

s Pub L I c 

PANY 

Commonwealth 

Company 

Co ISON 

L 

1 

N 

E 

N 

0 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

2 

4 

6 

7 

a 

9 

10 

11 

12 

13 

14 

13 

16 

17 

18 

19 

20 

21 

22 

23 

24 

23 

26 

27 

28 

29 

30 

31 

32 

33 

34 
33 
3<5 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 
4B 

49 

50 

51 

32 

33 

34 

35 
3fi 
37 

58 

59 

60 
61 
62 

63 

64 
63 
66 

67 

68 

69 

70 

ELECTRIC UTfLITY OPERATING INCOME 

Opciatm^ revenues 

Operating expenses 

Depcecutlon 

Amoftixation of limited term utility investments 

Amortixation of utility plant acquisition adjustments 

Property losses chargeable to operations 

Taxes federal taxes on income 

Other t^xes 

Total Opeilatinc Revenue DEDuenoNs 

Net operating revenues 

f 

6.892.321 

864.016 

i 

11,577.198 

1.068.130 

S 

23,825,064 

3,402.215 

s 

148,036,432 

10.316,769 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

15 

14 

15 

16 

17 

IS 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

3<S 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 
61 
62 

63 

64 

65 

66 
67 
6a 

69 

70 

71 

4,063,890 

580,418 

500,612 

551,766 

827, 659 
124,376 

65,444d 

79.079 

6,122,281 

1,104,920 

2,000 

1,024,100 

1.196.953 

1,027,964 

62,000 

108,900d 

392.248 

11,091,736 

2,289,807 

2,823 

2,521,044 

2,258,062 

2,426,771 

299,440 

80, 824 
309.330 

85,950, 585 
13,034,684 

10,754,000 

20,388.500 

11,073,721 

652,688 

1,259,000d 

2.468.321 

5.696.667 

965.678 


■1.173.312 


wmasmsm 

—■^1 1»il1 IWii \ ■ 

wsglaSSMm(^m\ 

1,195,634 

101, 654 D 

2,126,943 

105, 182 D 

5,661,589 

285,849 

17,908,663 

2,61tJ,y610 


1.195.634' 

10i.654o 

2.126.94'3 ■ 

105.i82d 

5.661.56y 

285.849 



GAS miUTi OPERATING INCOME 

Operating revenues 

Operating expenses 

Depreaation 

Amortization of limited term utility investments 

Aiportization of utility plant acquisition adjustments 

Property losses chargable to operations 

Taxes Federal taxes on inconne 

Other taxes 

Tot-ai Operating Revenue Deductions 

Net operating revenues 

2.553.716 

266.373 

4.732.804 

214.253 

2.037.025 

131.521 



1,220,974 

129,390 

318,620 

135.247 

149,522 

4,810 

29,989 

18,223d 

2,473,606 

206,740 

661,600 

333,438 

120,486 

13,000 

15,100 

47.346 

979,562 

125,810 

1Z5 

258,633 

91,904 

109,468 

7,824 

936d 

6,529 


— 

1.804.25'2 

166 098 

3.675.385 

1957932" 

1 , 456,632 

122 . 806 



749,454" 


1' 057, 4 19 

— is,32r 

" 580,392 

8,635 



— 


749.484 


1.057.419 

18.321 

' 580,392 

8. 635 


B— iBBl 

OTHER UnUTY OPERATING INCOME 

Operating revenues 

Operating expenses 

Depreciation 

Arnortization of limited term utility investments 

Amortization of utility plant acquisition adjustments 

Property losses chargeable to operations 

Taxes Tedenl taxes on income 

Other taxes 

Total Operating Revenue Deductions 

Net operating revenues 

A 1,456,259 

1,284,890 

75,192 

8,222 

fifl.paa 

166,467 

203,493 

49,186d 

18,265o 

7.426 

C 829,396 

591,647 

83.34.0 

40.000 
26.833 

42,654 

56,249 

S,OOOd 

5.635 

F 113,532 

85,145 

6,765 

10,323 

2.701 

46d 

12,601 

1,375d 

2,180d 

1.052P 



mmmmwMsSfZm 

'll 


53.885 

li liB 

7.995 



19,663 

23,000 

87,575 

11,231d 

BIh 

8,039d 



Othbk UniiTY OpeiUTiNc iNCoue 

19.663 




8.596 







TOTAL UTIUTY OPERATING INCOME 

Operating revenues 

Operating expenses 

Depreciation 

AmortiMtjon of limited term utility invetments 

AmDrUutian of utility plant acquisition adjustments 

Property losses chargeable to operations 

Taxes Federal taxes on income 

Other taxes 

Total Operating Revenue Deductions 

Net operating revenues 

1 

10.902.299 

■1 

4 

17.139.399 

1.325.038 

HmiHRil 

HHH 



6,569,757 

785,000 

827,456 

755.302 


9,187,536 

1,395,000 

2,000 

1,725,700 

1.557.224 

1,204,700 

75,000 

101, 800 0 
245 . 230 

12,156,444 

2,422,383 

3,546 

2,790,000 

2.352.669 

2,548,841 

305,889 

77,708 

314.808 

85,950,585 

13,034,684 

10,754,000 

20.388.500 

11,073,721 

652,688 

1,259,OOOd 

2.468.321 

8.937.516 

1.275.237 

13.867.460 

1.423.131 





1,964,783 

21,620 

3,271,938 

98,093o 


286,444 

17,908,663 

2,618,9610 




H lilTITni 

98.093d 


286.444 

17.908.663 


other income 

Income from merchandise, jobbing and contract work 

Income from nonutilily operations 

Revenues from lease of other physical property 

Dividend revenues 

Interest revenues 

Revenues from sinking and other funds 

Miscellaneous nonoperating revenues 

Nonoperating revenue deductions 

360 

240 

40 

109 

16 D 

159 

16d 

1,077d 

269,825 

32,707 

7,989 

32,189d 

30,204d 

2,954d 

(1,085) 

311,111 

28,638 

219.443 

13,926o 

22,072 

20,243 

304 

iPr^? 

3,855 

8,853,897 

5,860,409 

68,368 

415 

622,793d 

356,905 

344,0900 
68) 454 n 

'7W' 


310.522 

65.34'Sb 

119.221 

9(956 

14T772.356 

■■efiXRU^ 


— mrruiTi 

1T:94S' 

3.582,461 

163.441d 

6.369.799 

296.380 

32.661.019 

BGSslOiibSn 

INCOME DEDUCTIONS 

Interest on long term debt 

Amortization of debt discount and expense 

Amortization of premium on debt — Credit 

Taxes assumed on interest 

Interest on debt to associated companies 

Other interest charges 

Intctcst charged to construction— Credit 

Miscellaneous amortization 

Miscellaneous income deductions 

493,897 

147,877 

13,452 

53,287 

14.693 

39,090 

16,403d 

2,0200 

94,6340 

1.450 

562,959 

11,652 

2,482 

2,500 
239, 569 

D 400,000 
21.562 

10,730d 

167,400 

3.574 

1,684,812 

292,639 

74,257 

22,452 

451,477 

G 375,529 
6.477 

311,312 

20,6650 

4,228 

11,1380 

140,263 

1,100 

9,016,667 

750.000 

34,370 

648.000 

616,667 

8,770 

260,000 


mmfKmfZnm 

755,622' 

19'4.'555'd 



BBIKREell&usfl 





■ ■27S'25'^39' 

' 51, TIT 





DISPOSITION or NET INCOME 

Miscellaneous reservations of net income 

Balance transferred to earned surplus 

1,346,898 

94, 795 D 

2.825.839 

31.114 

4.513.622 

160.263 

23.527.932 

3. 525.5070 

72 

n 

7A 

75 

76 

77 



EARNED SURPLUS ACCOUNT 

Earned surplus, hcglnningof year 

Balance transferred from incqme account 

Ocher credits to surplus 

Dividend appropriations— Preferred stock 

Dividend appropriations— Common slock 

Other debits to surplus 

Earned surplus, end of year 

t 

851.344 

4 

1,962,250 

i 

2.626.781 

1 

66.303.069 

75 

73 

74 

75 
16 

77 

78 


— 2;82s;s39 

501,605 

1,720,000 

4,513,622 

225.000 

600.000 

2,341,500 

80.562 

23,527,931 

1,750,000 

19,568,223 

4.569.600 

907.434 

i-l 

4.343.342 

67-533.237 


A Heating, $206,412, transpoRtat ion, $1,151,310, water, $96,538 
B Transferred to reserve for amortization of utility plant acquisition 

ADJUSTMENTS 

C Heating utility 

D. Amortization of electric and gas plant acquisition adjustments in 
the amounts of $266,700 and $133,300, respectively 


E Includes $1,003,176 restricted as to dividends on common stock. 

F Heating, $43,226, water, $70,306 Water utility sold Oct 31, 1948 
G Amort I ZAT ion OF utility plant acquisition adjustments, 





















































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 
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u 


1 LL 1 HO i s Northern 

Illinois Power Company 

! Interstate Light i Power 

1 Kewanee Publ 

C SeR V 1 C E 


1 


Utilities Company 



Co 


1 Company 

1 

E 

ITEM 









N 

F 

N 

0 



INCREASE OVER 


INCREASE OVER 


INCREASE OVER 


INCREASE OVER 

N 



AMOUNT 

PREVIOUS YEAR 

AMOUNT 

PREVIOUS YEAR 

AMOUNT 

PREVIOUS YEAR 

AMOUNT 

PREVIOUS YEAR 



ELECTRIC imUTY OPERATING INCOME 

1 


1 


s 


s 



1 

Operiting revenuea 

9.465.673 

1,012.103 

30.253.529 

3.897.674 

749.635 

83.009 

66tf. 167 

71.615 

1 

2 

Opentuig expenses 

6,024,080 

1,369,270 

16, 517,504 

1,745,721 

589,031 

78,580 

415,807 

45,872 

2 

3 

Depreciation 

932,988 

64,740 


514,000 

76,532 

7,673 

33,000 

1,087d 

3 

4 

Ai^rtizatioa of limited term utility investments 



3,123 

488 





4 

5 

Amormation of utility plant aci^uisiUoa adjustments 









5 

6 

Property losses chargeable to operations 









6 

7 

Taxes Federal taxes on mcome 

267,800 

276,500n 

2,752,912 

448.048 

29.200 

3.500 

60,441 

5,864 

7 

8 

Other taxes 



2.232.540 

mil n 1 



54.653 

11.853 

8 

9 

Total Operating Revenue Deduchons 

■■■imiKMstRl 


■MIWII W 1 1 

3.099.160 



565.90? 

62 . .50? 

9 

10 

Net operating revenues 

1,352,307 

239, 164d 

6,137,450 

798,514 

31,945 


96, 264 

9, 112 

10 

11 

Income from electric plant leased to others 






' 



LL 

12 

Electric Utility Operattnc Income 


239.1640 

— Ill III 1 

798.514 

31.945 

7 ^ 77Hn 

96. 264 

9, 11? 

L2 


GAS UTILiry OPERATING INCOME 










13 

Operating revenues 

1.270,679 

gS9,B79 

6.668,701 

962.177 



231. R17 

?7.6n6 

15 

I4 

Operating expenses 

871,993 

194,396 

3,209,352 

211,353 



76, 488 

13, 948 

14 

15 

Depreciation 

78,720 

10,893 

396,000 

48,000 



2i'odo 

3o 

13 

16 

Amortiaation of limited term utility mvestments 










17 

Amortization of utility plant acquisition adjustments 









17 

18 

Property losses chargeable to operations 









18 

19 

Taxes Fedecil taxes on income 

53,600 

20,800 

737,088 

170.016 



38, 258 

3,135 

1? 

20 

Other taxes 







??'. 010 

5. 301 

20 

21 

Total Operating Revenue Deductions 








?2 381 

21 

22 

Net operating revenues 

187,489 

00 

CM 

OJ 

in 

1,867,520 

479,949 



74', 058 

5, 225 

22 

23 

Income from gas plant leased to others 









23 

24 

Gas Utility Operating Income 

187 , 489 

52, 284 

1.867,520 

479,949 



rnr i ra 


24 


OTHER UnUTY OPERATING INCOME 







^Bi 



23 

Operating revenues 



B 623,080 

116,703c 





25 

26 

Openting expenses 



691.236 

7.461 





26 

27 

Depreciation 









27 

28 

Amortization of limited term utility investments 









28 

29 

Amortization of utility plant acquisition adjustments 









29 

30 

Property losses chargeable to operations 









30 

31 

Taxes F«.deral taxes on income 




8.064c 





31 

32 

Other taxes 



20.640 

7:425c 





32 

35 

Total Operating Revenue OEouenoNs 




14! 008c 




■— i 

53 

34 

Kct operating revenues 



(202,796 

102,695c 





34 

35 

Incom* from other pUot Insod to others 









35 

3i5 

Other UnLmr Operating Income 


■■■■■■ 

— rrfiiin 





■■■■Pi 

3S 





TOTAL UTILITY OPERATING INCOME 

1 


■m 

■Hm 



t 



37 

Operating revenues 

10.736.352 

1.301 .982 




83,009 

891,984 

99,221 

37 

38 

Operating expenses 

6,896,073 

1,563,666 

20,418,092 

1,964,555 

589,031 

78,560 

492,296 

59, 820 

38 

39 

Depreciation 

1,011,708 

75,633 

3,120,000 

556,000 

76, 532 

7,673 

54,000 

1, 091d 

39 

40 

Amortization of limited term utility investments 



3,123 

488 





40 

41 

Amortization of utility plant acquisition adjustments 









41 

42 

Property losses charguble to operations 









42 

43 

Taxes Federal taxes on income 


255,700c 

3,490,000 

610,000 

29, 200 

3,500 

98,700 


45 

44 

Other taxes 

967.375 

. 105.263 

■ !!■ 1 !■ 

^11 ■ 1 1 1 


1,034 

76,664 

17,154 

44 

45 

Totae Operating Revenue Deduchons 

m 1 II 1 1 


■■iHiTim 1 


h— MilliBI 'll 

90,787 

7?1,661 

84,883 

45 

46 

Net operating revenues 

1,539,796 

186,8801 

7,802, 174 

1,175,768 

31, 945 

7, 778c 

170,323 

14, 338 

46 

47 

Income from utility plant leased to others 









47 

48 

Total Utility Operating Income 

1 W 1 1 

186. 880c 

— rnwm 

mmsmrm 

_31,945. 

7,77Rd 

170, 323 

14,338 

48 


OTHER INCOME 










49 

Income from merchandise jobbing and contract work 









49 

50 

Income from nonutiUty opcntions 



2,274 

2,797c 





50 

51 

Revenues from lease of other physical property 









51 

52 

Dividend revenues- 



75,000 

75,000 




llo 

52 

55 

Interest revenues 

786 

201 

25,833 

47,330c 

361 

288c 

154 

1, 5640 

53 

54 

Revenues from sinking and other funds 









54 

55 

Miscellaneous nonoperating revenues 

2,391 

1,266 

348 

619c 

337 

337 


5070 

35 

56 

Nonoperating revenue deductions 

465 








56 

57 

Total Other Income 

?.712 

2,064 


L 24.254 




£*2a2o 

57 

58 

Gross Income 

042^508 

184; 816c 


rntmarmi 


7.729c 


12^ 

58 


INCOME DEDUCTIONS 










39 

Interest on. long term debt 



2,001,338 

398, 438 



19, 175 

195o 

59 

60 

Amortization of debt discount and expense 

46,200 


50,484 

2,099 



521 

184 

60 

61 

Amortization of premium on debt — Credit 



28, 268 

187 






62 

Taxes assumed on interest 



358 

977c 






«3 

Interest on debt to associated comparues 

877,430 

188, 263 



26,000 

11,000c 


11,550d 

63 

64 

Other interest charges 

2,443 

27ac 

28, 592 

10, 807 

491 

SSc 

270 

122 

64 

63 

Interest' charged to construedon— Credit 

30,300 

2,100 

248,694 

26,578c 

157 

20 



65 

66 

Miscellaneous amortization 

A 9,748 








66 

67 




41,_240 

20.564 

170 

17 


2350 

67 

68 


905. 52r 

185.865 


HKlvJeiipJ 

26.494 

11.071c 

20.83L 

11.6730 

68 

69 


636.987 

370.701c 


—III III rl 

6.150 

3.341 

149.646 


69 


DUPOSITION OF NET INCOME 




■■ 






70 

Miscellaneous reservations of net income 










71 

Balance transferred to earned surplus 

636.937 

370/701C 

6.060.579 


&a150 

3.341 

149.646 


71 





EARNED SURPLUS ACCOUNT 

i 


\ 


1 


t 




Earned surplus, beginning of year 



, 1.629.738 


WKmmSSrnmrn 


113.961 


72 

73 

Balance transferred from income account 

636.986 


6,660,578 


6,150 


149,646 


73 

74 

Other credit] to surplus 







14,000 


74 

75 

Dividend appropriations — Preferred stock 



440,663 


C 


120,803 


73 

76 

Dividend appropnationS'-Common stock 

651,987 


3,246,872 




75,000 


76 


Other debits to surplus 

84.999 


1.030.739 







78 

Esmed surplus, fod of year 




1 , , ,g2,3§g^.. - rr,.^ 

78 


A. Amortization of utility plant acquisition adjustments 
B Heating, $518,825, ice, $82,025, water, $22,230 


C. Preferred stock pledsed under indenture securing first and 
refundino mortgage bonds of parent company 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 


L 

K 

E 

N 

0 


Mt Carmel Publi c 
Utilitt Co 

Northwestern Illinois Gas 
i. Elects i c Company 

Pr oDuc E Terminal 
CORPORAT ION 

Public Service C 
Northern 111 

OMPANY OF 

1 NO 1 5 

L 

1 

N 

£ 

N 

0 


AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 



AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

t 

2 

3 

4 

5 

6 

7 

B 

9 

10 

U 

12 

13 

U 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

iO 

31 

32 

33 

34 

35 

36 

V 

38 

39 

40 

41 

42 

43 
41 

45 

46 

47 

48 

49 

50 

51 

52 

53 
34 
33 

36 

37 

5R 

59 

(50 

61 

62 

63 

64 

65 

66 
61 
6S 

69 

70 

71 

72 

n 

74 

73 

76 

77 

IL 

ELECTRIC UTIUTV OPERATING INCOME 

Operating revenues 

Operating expenses 

Depreciation 

Amortiation oi limited term utility investments 

Amormation of utility plint ac<jui5ition adjustments 

Property losses chargeable in operations 

Taxes Federal taxes on income 

Other taxes 

Total Operating Revenue Deductions 

Net operating revenues 

t 

553 465 

87 . 149 

1 

415.818 

42.796 

WKKM 




1 

2 

3 

4 

5 

6 

7 

8 

9 

to 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

2A 

23 

26 

27 

28 

29 

30 

31 

32 

53 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

33 

54 

55 

36 

37 

58 

59 

60 

61 
62 

63 

64 

65 

66 
67 
6S 

69 

70 

71 

404,311 
29, 700 

19,425 
51 q?4 


268,223 

34,930 

19,509 

35.479 

21, 516 
4,303 

5,429 

4.14a 

1,252,503 
149, 533 

121,610 

103.890 

176, 296 
3,338 

14,980 

4,357 

34,896,395 

4,377,742 

2,662,000 

4.679,164 

4,488,358 

282,590 

385,0000 

...5704397.. 


79 


35.390 

1,627.537 

198.972 

46.615. 301 

4.956.045 

68, 104 

7,460 

57,675 

7,405 

128,731 

16,4080 

6,971,210 

246,8260 


6ft. 104 

7.460 

57. 675 _ 


128.731 

16.4080 

6.971.210 

246.8260 

GAS UTIUTY OPERATING INCOME 

Operating revenues 

Operating expenses 

Depreciation 

jlmortiaafion of \mited term utility investments 

Amortization of utility plant ac^jumtion adjustments 

Property losses chargcjible to operations 

Taxes Federal taxes on income 

Other taxes 

Total Operating Revenue Deductions 

Net operating leveoues 



53.525 

■ 



16.390.906 

.-2.086..28.5 

62, 579 
2,280 

2,775 

4 089 

8,593 

1,20Od 

1,725d 

177 

44,838 

4,558 

l,a49 

3.351 

6.895 

34 

7O0 

17.9. 



10,666,055 

1,267,824 

1, 161,000 
1.072.059 

1, 154,457 
269,373 

49, 000 
160.221 


5.846 






1.633.051 


'778 

(1,675) 

2,5670 



2,223,968 

453, 234 



776 


2.3070 




453.234 

OTHER UTfLITY OPERATING INCOME 

Operating revenues 

Operating expenses 

Depreciation 

Amorliaation of limited term utility investments 

Amortiution of utility plant acquwifJon adjustments 

Property losses chargeable to operations 

Taxes Federal taxes on income 

Other taxes 

Total OPEiuTtNC Revenue Deductions 

Net operating revenues 







B 188,365 

366, 173 
20,300 

9.63^ . 

6860 

54,975 
5, 123 

1,838, 








61,936 








62,6220 

Other Utiuty Operatino Income 



■■■■■■■■■ 

■■■■■I 

VBH|lliPI||l|li 

— BiMiill 


62,6220 

■■ 



TOTAL UTILITY OPERATING INCOME 

Operiting tevenua 

Openting Expcwi 

DcpiKiition 

Amortianon of limited lerni udlily investmenu 

Amoitiation of utility plutt jcquisilion «djustinatti 

Praperty lo)S« charjenble to operations 

Taxes P ederal taxes on income 

Other taxes 

Total Opehatinc Revenue Deductions 

Net operating icvenucs 




47,529 

$ 

1,756,268 

182.563 

1 

70. 165. ,782 

6.794.818 

466,890 
31, 980 

22,200 

36,014 

91,755 

7,200 

13, 800D 
378 

313,061 

39,488 

21,359 

38,831 

28,411 

4,338 

5,359 

4,320 

1, 252, 503 
149, 533 

121,610 

103,890 

176,296 

3,338 

14,980 

4,357 

45,928,623 

5,665,866 

3,823,000 

5.760.B58 

5,697,790 

557,086 

336, OOOo 
732,156 

■■■■KiWtlsfca 

85. 534 

412.741 

42.430 

— II 1 m M ■ 

198.972 

61,178,347 

6.651.032 

63, 540 

8, 237 

56,602 

5,098 

128,731 

16,4080 

8,987,435 

143,786 


63.540 

8.237 

56.602 

5.098 

128.731 

16.4080 


143.786 

OTHER INCOME 

Income from merchandise jobbing and contract work 

Income from nonutility operations 

Revenues from lease of other physical property 

Dividend revenues 

Interest revenues 

Revenue* from sinking and other funds 

Miscellaneous nonoperating revenues 

Nonoperating revenue deductions 

38 

1, 5580 

5,735 

2,041 

8 Id 

5580 

9,933 

66,163 

1,692 

9,129d 

32,335 

4, 6180 

13,109 

41,861 

3,161 

16(818 

9480 

80, 540d 

314 

10.5000 

38 

1.5580 

7.776 

640d 


16.567 


7Q.674P 


63.578 

6.678 

64.378 

4.458 





INCOME DEDUCTIONS 

Interest on long term debt 

Amortization of debt discount and expense 

Amortization of premium on debt — Credit 

Taxes assumed cm mtercst 

Interest on debt to associated companies 

Other interest charges 

Interest charged to construction— Credit 

Miscellaneous amortization 

Miscellaneous Income deductions 

12,499 

3,705 

1.045 

9,376 

2, 5490 

136 

20,944 

642 

7,425 

518 

2,481 

53 

1,229d 
19 0 

6,003d 

4,080 

11.764 

3,722 

11.764 

575,000 

2,748,250 

19,904 

272,400 

168,250 

14,945 

227,400 


“■ "OST 




■■■CiKiaa 

— Pliil Wil II 

44..205D 





. .9.174. 

. 190.675 

13.3080 

iiim'iTirn'i 


DISPOSITION OP NET INCOME 

MiKellatteoui laervatioiuof net income 


|M 

34.649 

9.174_ 

19Q..67.5 

13.3080 

5.957.994 

117.317 



earned surplus account 

Earned surplus beginning of year 

Balance transferred from income account 

Other Credits to lurpiui 

Dividend appropriation!— Preferred stock 

Dividend appropriations— Common slock 

Other debits to surplus 

Earned surplus, end of year 

4 

178.773 

1 

68,240 

i 

1,434,891 

i 

7.667.735 

72 

73 

74 
73 

76 

77 

78 

46,326 

510 

28,800 

34,849 

A 50.000 

190,675 

42,913 

1,004,500 

3S_.2S6 

5,957,994 

850,000 

5,800,000 

.196.811 





. Applied to increase stated value or common stock 


B Heating utilitt 



































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Income and Earned Surplus 



Shesrard Power System South Beloit Water, Gas 
. . AND Electric Company 


INCREASE OVER 
PREVIOUS YEAR 


Union Electric Power 
Company 


ELECTRIC unUTY OPERATING INCOME 
OpanUog tevenua 

Operating expenses 
Depreaation 

Amortization of limited tenn utility rnvestments 
Amortization of utility plant acquisition adjustments 
Property losses chargeable to operations 
Taxes Federal taxes on income 
Other taxes 

Total Operating Revenue Deductions 

10 I Net operating revenues 

11 Income from electric plant leased to others 

12 1 Electric Utiutv Operating Income 

GAS UnUTY OPERATING INCOME 

1 3 Operating revenues 

14 Operatmg expenses 
13 Deprecution 

15 Amortization of limited term utility investments 

17 Amortization of utility plant acquisition adjustments 

1 8 Property losses chargeable to operations 

19 Taxes Fedetal taxes on incottie 

20 Other taxes 

21 Total Oberating Rivenue Deductions 

22 Net operating revenues 

23 Income from Sas plant leased to others 


OTHER UTILITY OPERATING INCOME 
23 Operating revenues 

26 Operating expenses 

27 Depreciatioa 

28 Amortization of linjited term utility investments 

29 Amortization of utility plant acquisition adjustraents 

30 Property losses chargeable to operabons 

31 Taxes Federal taxes on income 

32 Other taxes 

33 Total Operating Revenue Deductions 

34 Net operating revenues 

33 Income from other plant lea^d to others 


r«TiIITt»llMA»»«JJ:|fWIJ1IIJ.|'IJ 







21,667,817 5,790,595 

2,858,009 394,698 


2,524,500 1 290,900d 


West ern United Gas and 
Electr I c Company 


INCREASE OVER 
PREVIOUS YEAR 


5.991.003 524.675 


3,237,235 327,961 

497,854 29,201 


533,600 I 27,400 


Visa I 

WKM \ il M W M MM i I M i FW fil— ! Ml 


5,008,198 122,103d 


1,166,373 67,484 




lean 



10, 6560 

193,251 

156 

21,722 

700 

52,500 



IIHBlillSGlS 


4,058 

50,056 


50.056 



3,924,602 

456,755 

602,690 

47,994 

416,221 


682»000 

53,600o 



1 1 W ri ■— III Mil <1 



D 119,403 

6, 264o 

139,821 

16,866 

7,195 

3600 

1,558 



iK-r-HMsKIBKSiliniSn 


TOTAL UnUTY OPERATING INCOME 

37 Operating revenues 

38 Operating expenses 

39 D^ceciation 

40 Amortization of limited term utility investment! 

4 1 Amortizabon of utility plant acquisition adjustments 

42 Property losses chargeable to operations 

43 Taxes Federal taxes on income 

44 Other taxes 

45 Total Operating Revenue Deductions 

46 Net operating revenues 

47 Income from utility plant leased to others 





19,4130 

21,861,068 

5,784,176 

2440 

2,879,732 

397,671 

3,000 

2,577,000 

261,OOOd 


58,949 7,203 


^lEZEII 




5,058,255 120,4810 





947,517 

76,835 




2,306,737 I 101,056 


OTHER INCOME 

49 Income from merchandise, jobbing and contract work 

50 Income from nonublity operations 

5 1 Revenues from lease of other physical property 

52 Dividend revenues 

S} Interest revenues 

34 Revenues from sinking and other funds 

33 Miscellaneous nonoperating revenues 

36 Nonoperating revenue deductions 

37 Total Other Income 




INCOME DEDUCTIONS 
39 Interest on long term debt 

60 Amorti^tion of debt discount and expense 

6 1 Amortization of premium on debt — Credit 

62 Taxes assumed on interest 

63 Interest on debt to associated companies 

64 Other interest charges 

65 Interest charged to construebon — Credit 

66 MiwelUneous amortization 

67 Miscellaneous income deduebons 
6a Total Income Deductions _ 


DISPOSITION OF NET INCOME 

70 Miscellaneous reservations of net income 

71 Balance transferred to earned surplus 










EEIBggll 



48.086 I 6.035 







800,000 

8,478 

14,100 




EARNED SURPLUS ACCOUNT 
Earned surplus bejluning of year 
Balance transferred from inarme account 
Other credits to surplus 
Dividend appropnatuiiu — Preferred ttpek 
Dividend tppropriitk>n>~Co(nmoa itodc 
Other debits to sumluj 
' us er I c veil 


A Report reflects operations for period Jan 21 , 1948 to Deo, 31 , 1948 

B Includes ^ 85,000 riEstricted as to dividends on common stock 

C Water uti lIty 

S 42 S 07 0 - 49 -9 



60,838 

5,474,314 


55,303 

334,791 

55,197 

5, 244,855 

1 




D Heating utility 

E Includes ^4,569,600 transferred from capital surplus 
F Applied to write off utility plant acquisition adjustments 
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STATISTICS OF EEECIErC UTILITIES IM THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Imame and Earned Surplus 


Generatikc Corporation 



CiTizEMS Heat, Light and 
Power Company 

1 ND lANA & MICHIGAN 

Electric Company 
(B) 

INDEANVL Service 

CoRPORAT ION 

(E)| 

AMQUKT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

r AMOUNT 

t 

INCREASE OVER 
PREVIOUS YEAR 


ELECTRIC UnUTY OPERATING INCOME 
OpemtiOjE revenues 

Operating expeoscs 
Deprcciatioa 

Amortuation of limited term utihty investments 
Amortizahon: of utility plant icquistttoc ad^KStmcnts 
Property losses chargeable tnoperatKMU 
Taxes Federal taxes, on income 
Other taxes- 

Total Opexatinc Revenue Dedochons 
Net operaling revenues 
Income frorn electric plant feased to otben 




GAS UnUTY OPERATING INCOME 
Operating revenues 

Operahng expenses 
Depreciation 

Amortuation of hmitcd-tcrm utility investments 
Amortuation of utility plant acijuisitioo adjustments 
Property losses chargeable to operations 
Taxes Federal taxes on income 
Other taxes 

Total Opexatinc Revenue Deductions 
Net operating revenues 
Income from ns plant leased to others 


OTHER UnLITY OPERATING INCOME 
Operating revenues 

Operating expenses 
Depreciation 

Amortuation of limited term utility investments 
Amorttzoiioo of utility plant acquisition adjustments 
Property losses chargeable to operations 
Taxes Federal taxes on income 
Other taxes 

Total Opmatinc Revenue Deductions 
Net operating revenues 
Income from other plant leased to ocKecs 



Water utilitv 

Report reflects AcauisiTiON or Indiana Service Corp , acpuired 

Auo 31, 1948 

Heating ^332, 412, switchind $12,524. 

Includes approximately $7,500,000 restricted surplus 
Respondent's transportation and vater properties sold on Apr 30, 
1948 AND Aug 3, 1948^ r espect i vclt On Auo ^31, 1948, company 


See note (H) tg item 43. 

SVITCHINO $23,2943 transportation $697,183, WATER $3,522 
Reflects $298,759 reduction in federal income taxes resulting from 
benefit for tax purposes of deductions IN connection with 
refinancing of long-term debt and for loss on sale of transportation 
AND water properties 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 


L 

1 

N 

E 

ITEM 

1 NO 1 ANAPOL 1 s Power & 
Light Company 

Maqison Light j 

COMPAN' 

iiHD Power 
r 

0 


AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

1 

ELECTRIC UTILITY OPERATING INCOME , 

Operating revenues 

i 

21.191.037 

2,238.308 

* 

493.332 

71.951 

2 

Operating expenses ! 

10, 156, 137 

1,243,479 

327,941 

61,081 

3 

Depreciation 

1,703,146 

40,249 

27,000 

2,000 

4 

3 

6 

7 

Amortization of limited term utility investments 

Amortization of utility plant acquisition adjustments 

Property losses chargeable to operations 

Taxes Federal taxes on income 

206, 193 

2,317,900 

242, 178 

22,000 

3,OOOd 

8 

Other taxes 

1.951.739 

71.796 

47.779 

2,347 


Northern Indiana Pwolic 
Service Companv 


PosLic Service Cohpan 
or Indiana^ Inc. 


10 j Net operating revenues 

Income from eicetne plant icaacd to others 

12 I Electric Utility OfEMTTNC Income 

GAS UTILITY OPERATING INCOME 

13 Operating revenues 

14 Operating expenses 
13 Deprecuttoev 

AiMitizitionof limited term utility investments 

17 Amortization of utility plant acquisition adjustments 

18 Property losses chargeable to operations 

19 Taxes Federal taxes on income 

20 Other taxes 

21 Total Operating Revenue Deductions 

22 Net opcratuig revenues 

23 Income from cas nlant leased to others 


OTHER UTILITY OPERATING INCOME 
23 Operating revenues 

26 Operating expenses 

27 Depreciation 

28 Amortization of limited tenn utility investments 

29 Amortization of utility plant acquisition adjustments 

30 Property losses chirgwblc to operations 

31 Taxes Federal taxes on income 

32 Other taxes 

33 Total Operating Revenue Deductions 

34 Net operating revenues 

33 Ineonse from other plant leased to others 

16 








A 2,247,543 

258,530 

1,909,113 

475,314 

242,019 

159,697 

9,736 

124,2780 

220.103 

133.560 





385,7630 


i»KiaiBgi|jjBii I i_m JiTlI 



25.804,443 1 2.906.025 


15,704,054 2,294,133 

1.605,195 68,888 


1,805,859 

2,236.716 


55,495 

255.210 


AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

* 


36.886.727 

5.805,149 

18,858,959 

3,247,287 

4,007,765 

208,305 

3,270,000 

2.985.033 

360,000 

245,177 


16.504,003 

2.264-477 

10,180,483 

687,933 

1,790,677 

49,586 

1,311,090 
1-091.642 ' 

64,306 

132.546 

1— TH lllin'l ■ 


3,232,855 

227,362 




423,127 

76,656 






m^m\ 


12,065,250 

1,718,793 

327,941 

61,081 

26,307,664 

1,945,165 

199,946 

27,000 

2,000 

2,369,784 

215,929 

2,317,900 

117,900 

22,000 

3,000d 

3,190,000 



TOTAL UTILITY OPERATING INCOME 

37 Operating revenues 

38 Operating expenses 

39 Depreciation 

40 Amortization of limited term utility investments 

41 Amortization of utility plant acquisition adjustments 

42 Property losses chargeable to operations 

43 Taxes Federal taxes on income 

44 Other tajces 

45 Total Operating Revenue Deductions 

46 Net operating revenues 

47 Income from utility plant leased to others 


OTHER INCOME 

49 Income from nserchandise, jobbing and contract work 
30 Income from nonutUity operations 

51 Revenues from lease of other physical property 

52 Dividend revenues 

55 Interest revenues 

54 Revenues from sinking and other funds 

55 Miscellaneous nonopenting revenues 

56 Nonoperating revenue deductions 

57 Total Other Income 




INCOME DEDUCTIONS 

59 Interest on long term debt 

60 Amortization of debt discount and expense 

61 Amortiaation of premium on debt — Credit 

62 Taxes assumed on interest 

63 Interest on debt to associated companies 

64 Other interest charges 

65 Interest charged to cocutcuctiocv-'Credlt 

66 MiKclIaneous amortization 

67 Miscellaneous income deductions 

68 Total Income Deductions 


4,623 49 

50 

555d 511 
181,6250 32' 
62,771 53 

54 < 

10,267 D 55! 
7,760o 5«S 


377,788 59 1 
271, 161 D 60 
2,046 fil I 
13 d 62 
63 

771 64 
75,675 « 



1— 

TTi W \iTm\ 

DISPOSITION OF NET INCOME 

Miscellaneous reservations of net income 

Balance transferred to earned surplus 

3.880.079 

572.471 


6,029,153 

518,840 

6,833_,213 

926,225 



EARNED SURPLUS ACCOUNT 

72 Earned surplus, beginning of year 

73 Balance transferred from income account 

74 Other credits to surplus 

73 Dividend appropnations — Preferred stock 

76 Dividend appropriations — Common stodc 

77 Other debits to surplus 

78 Earned surplus, end of year 


A Heating util ity, 

B Water utility 

C Amortization of gas plant aco()isition ^djustmcnis. 
D. Heating service discontinued in June 1947, 


E. Represent* ofViDENS of 251,857 shares or cohmon stock of 
subsidiary, Indiana Gas 4. Water Co 
F Includes $1,452, 162 restricted as to dividends on cohhon stock 















































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Tncotne and Earned Surplus 




SoUTHEASTERM IWOiANA 1 SqbTKERN IHDIAMA GAS AND CENTRAL STATES ELECTRIC INTERSTATE PoWER CoMRANT 


Power Cohpa*<y 


Electaic Company 


iwrAPAVni/ER INCREASE OVER INCREASE OVER INCREASE OVER 

AMOUNT PREVIOUS YEAR AMOUNT PREVIOUS YEAR AMOUNT PREVIOUS VEAR AMOUNT PREVIOUS YEAR 


ELECTRIC UnUTY OPERATING INCOME 
Op«ntix»£ reventMs 

Operating apcnscs 
Deprecutioo __ 

AmoftuatiOfl of Iirmled term utility investments 
Amortiiation of utility pUnt icc^iusiUon adjustmeots 
Property lostes chargeable to operations 
Taxes Fctiefil taxes on tocome 
Other taxes 

Total OpiAAnwc R£VENU£ Deductions 
[0 Net operating revenues 

11 Income fron> elcQ-nc plant leased to others 

12 ELEcnicUnuTY Opekatinc Income 


GAS UTILITY OPERATING INCOME 
1 3 Operating revenues 

Operating expenses 
1 3 Deprenation 

1 6 Amortixation of limited term uttlity investments 

17 Amortizioon of utility plant ac^isition adjustments 
1 a Property losses chargeable to operatioru 

ig Tires Federal taxes on incocne 

20 Other taxes 

21 Total Operating Revenue Deductions 

22 Net operating revenues 

23 Inccmne from gas plant leased to others 

24 Gas Untrrv Operatwc Jncons 

OTHER unUTY OPERATING INCOME 
23 Operating revenues 

26 Operating expenses 

27 Deptectatioo 

23 Amoituation of lunited term utility investmencs 

29 Aaiortiaation of utiDty plant aojuisition adjustments 

30 Pcoperty losses chargeable to operations 

31 Taxes Federal taxes on income 

32 Other taxes 

33 Total Operatinc Revenue Deductions 

34 Nrt operating revenues 

35 Income from other plant leased to others 

3 ^ Other linuTY PpEHA-nNC Income 


TOTAL UnUTY OPERATING INCOME 
3? Opewung reveoues 

38 Operating expenses 

39 Depreciation 

40 Ainortization of Iicnited term utility investments 

41 Anortizafiofl of utility plant acquisition adjustments 

42 Preperty losses chargeable to operations 

43 Taxes Federal taxes on income 

44 Other taxes 

45 Total Operatinc Revenue DeouemoNS 
4<5 Nei operating revenues 

17 Income from utility plant Jeawd to o^ers 



OTHER INCOME 

Income from merchandise jobbing and contract work 
Income from nonutility operahons 
Revenues from lease of other physical property 
Dividend revenues 
Interest revenues 

Revenues from smlcing and other funds 
Mtscellaneous nonoperahng revenues 
Nonoperating revenue deductions 
Total Other Income 





126,516 

67,441d 



1,893 

521 

21,094 

10, 982 D 

7,914 

2,402 

260 
100 D 
1,601 



411 

252 

5,762 

1,145 


INCOME DEDUCTIONS 
Interest on long term debt 
Amortixation of debt discount and expense 
Amortization of premium on defat — Credit 
Taxes assumed on interest 
Interest on debt to associated companies 
Other interest charges 
Interest charged to construction— Credit 
Miscellaneous amortization 
Miscelbneoiu income deductions 
Total Incomb Deductions 




263,950 

1,930 

11,500 

157 

86,250 


1,221,694 

32,448 

4,759 

9,900 

37,125 

7,939 

51,917 

16.000 

217d 

46,074 

8,221 

6,503 

3.5850 

88,475 

78,277 

J 111,787 
16.800 


636 0 
ll.,268o 
36,034-0 


530*0eiD 
75, 885 D 
4,759 
29,700o 
111,575 d 
22,857 
11,897 
329,9850 



EARNED SURPLUS ACCOUNT 
Earned surplus beginning of yea t 
Balance transferred From income account 
Other credits to surplus 
Dividend appropriations — Preferred stock 
Dividend appropriations — Common stock 
Other debits to surplus 




Includes $252,725 restbicted as to dividends on comhoN stock, 

Heatins *mo water $144,779, transportation $737,174, Trans poKtat i on 
UT iLiTr SOLD July 25, 1948 

Includes $1,164,356 transferred to common capital stoEk. 

Includes $917,150 restricted as to dividends oN common stock, 
Heatiks, $33,109j telephone, $20,378 
Cumulative preferred dividends in arrears $1,132,828 
FiMAHCIAL REORflANIZATlON OF RESPONDENT COMPLETED MARCH 31, 1948, 


Heating, $58,163, transportation, $437,186 

Includes !;109, 126 amort i z at i oh of plant acquisition adjustments 
Includes 1123,094,798 transeerKed from capital surplus. 

Includes $5,266,958 applied to write-off of utility plant acquisition 
AOJUSTMEMTS AND $870,984 TO REDUCTION OF UNAMOBTIZED DEBT DISCOUNT 
AND EXPENSE 

Includes $347,317 restricted as to dividends. 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Income and Earned Surplus 


owA Electric Light and 
Power Company 


i OWA-1 LL I HOI 5 Gas and 
Electric Cohpany 



ELECTRIC UTILITY OPERATING INCOME 
Operating revenues 

Operating oepenses 
Dcpreoition 

Amortization of limited term utility investments 
Amortization of utility plant acquisition adiustments 
Property losses chargeable to operatioru 
Taxes Federal taxes on income 
Other taxes 

Total Operating Revenue Deductions 

10 I Net operating revenues 

1 1 I Income from electric plant leased to others 




1,4.49,580 

221,958 

1,503 


142,616 

247.113 


213,935 

469d 

120d 


4,339,174 

894,480 


582,849 

1.003.428 


630,764 

50,100 


29.111D 
164.725 


9,742.542 1.254.509 


3,659.330 

773,551 


1,409,990 

1,080.981 


GAS UnUTY OPERATING INCOME 

1 3 Opecaimg revenues 

14 Operating ocpensci 

15 Dcprecution 

16 Amortization of limited term utility investmentz 

17 Amortization of utility plant aequitition adjustments 
IB Property losses chargeable to operations 

19 Tazes Federal taxes on income 

20 Other tazes 

21 Total Operating Revenue Deductions 

22 Net operating revenues 

23 Income from gas plane leased to others 

24 Gas Utiuty Operating Income 

OTHER UTIUTY OPERATING INCOME 

25 Operating revenues 

26 Operating expenses 

27 Depreciation 

2S Amortization of hnuted term utility investments 

29 Amortization of utility plant aojuisition adjustments 

30 Property losses chargeable to operations 

31 Taxes Federal taxes on income 

32 Other tastes 

33 Total Operating Revenue Deductions 

34 Net opetatrng revenues 

35 Income from othet plant leased to others 




496.454 

57.888 

846.542 

21. 170 

7.107.536 

745.513 

286,855 

18,048 

120 

61,755 

469 

583,016 

44,946 

26,258 

1,961 

3,191,015 

217,384 

302,375 

16,833 

61,383 

25.764 

370 

3.733 

41,992 

61.296 

7,999d 

8.494 

1,062,943 

502.787 

185,376 

74.176 




— 1 mu 1 



104,283 

8, 439d 

115, 290 

7, 543d 

2,133,407 

166,753 

104.283 

8.4390 


7.54?P 

— mim ■ 

— 1 II 1 M 



1,933,404 

461,992 

698 



S7,616d 1 19 
20 
21 

167,950 1 22 





C 1,757,883 

155,330 

D 2,232,789 

948 

F 152,344 

24, 830d 

1,290,661 
87, 185 

98,331 

1,935 

1,684, 433 
47,309 

239,004 

32,182 

154, 933 
14, 172 
19 

18, 548D 
844d 

70, 157 

15, 110 

126,067 

45, 694d 


310o 


5*5030 I M 
I >5 


TOTAL UTILITY OPERATING INCOME 
37 OperiCing ceveoues 

3B OpenCuig expenses 

39 D^reciatioa 

40 Amortization of limited term utility mvertments 

41 Amortization of utility plant acquisition adjustments 

42 Property losses chargeable to operations 

43 Taxes Federal taxes on income 

44 Other taxes 

45 Total Opejiattng Revenue Deductions 

46 Net operating revenues 

47 Income from utility plant leased to others 

48 Total Utility ppsaATiNC Income 

OTHER INCOME 

49 Income from merchandise jobbing and contract work 

30 Income from nonutihty operations 

5 1 Revenues from lease of other physical property 

52 Dividend revenues 

55 Interest revenues 

34 Revenues from sinking and other funds 

35 Miscellaneous nonoperating revenues 

36 Nonoperating revenue deductions 

37 Total Other Income 


I 1.658.851 157 


1,070,417 58 

130, 103 59 

170 40 


62,937d I 45: 


mmsAWMm 


267,220 |« 


VWWRil 



14,989 -- 

52,631 65 

66 

19,545 67 

68 


EARNED SURPLUS ACCOUNT 

72 Earned surplus beginning of year 

73 Balance transferred from income account 

74 Other credits to surplus 

73 Dividend appropriations — Preferred stock 

76 Dividend appropriations — Common stock 

77 Other debits to surplus 

7B Earned surplus, end of year 


Cumulative preferred dividends in arrears ±2,036,093 
Cumulative preferred dividends in arrears ?5, 858,296 
Heating, $810,291, transportation, $947,593 
Transportation utility 


E Includes $1,187,477 restricted as to dividends 
r Heating $100,757; ice $51,587 
G Includes $1,500,000 stock dividend 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 


= 


1 OWA PUBL 1 C SER V 1 CE 

1 


Company 

N 




H 



INCREASE OVER 

0 


AMOUNT 

PREVIOUS YEAR 


electric UTlUTV OPERATING INCOME 

1 


j 


8,457.850 

1.138.971 


Opicjling mpemes 

4,709,572 

741,474 

3 

Depreciation 

699,939 

82,488 


Amortization of limited term utility jnveitmcoU 



5 

Amortization of utility plant actpisitK® adjustments 

179,377 

165d 

6 

Property losses chargeable to operations 




Taxts Fedenl t»xo on incoow 

558,016 

27,095 


Other taxes 

968.629 

185.359 


Total Opciatinc Revenue Dehucoons 

7.115.533 

1.036.251 

10 

Net operating revenues 

1,342,317 

102,720 


Income from dcctnc plant leased to others 




Electric Utility Operating Income 

■■■nSSIEiilU 

102.720' 


gas irriuTY operating income 





2.346.537 

415,268 

14 

Operating expenses 

1,755,532 

373,465 

15 

Depteculim 

75, 233 

12,113 


Amortization of limited term utility invcsiments 



17 

Amortizifion of utdifj plant acquutf ion adjurtmeors 

20,623 

165 

IB 

Property losses chargeable to operaiiofis 



ii > 

Taxes Federal taxes on mcocoe 

91,474 

140 


Other taxes 

137.417 

27.832 


Total Oueating Revenue Deduchone 

II mil 

■413,715. 

22 

Net operatirig revenues 

266, 258 

1,573 


Income from gas plant leased to Others 



24 

Ga5 DTILfTY OpfI ATINC ISCONE 

266.256 

1 . .573 


OTHER UTILITY OPERATING INCOME 



25 

Operating revenues 

A 187,099 

29,199 

26 

Operating expenses 

145,896 

12,846 

27 

Depreciation 

10, 130 

571 

23 

Amortization of limited term utility mi-aimtnts 



29 

Amortization of utility plant acquuitioo adjustments 



30 

Propieriy losses chargeable to operations 



31 

Taxes Federal taxes on income 

7,227 

2,740 


Other taxes 

17.985 

2.602 


Total Opehatinc Revenue Deouctiohs 

131.238 

18.759 

34 

Net operating revenues 

5,861 

10,440 

35 

Income from other plant leased to others 



36 

Other Utiuty Oeeeating Income 

5.861 

10.440 


I Q«* Southern Ut i u i t i es 
Company or Delaware 


6.516.026 


JIR. 


?75.764. 


J!!R 


C 155,309 


756. eS3 


28. 076. 


13,013 


Northwestern Lisht and 
Power Company 


710.633 


464,563 

116,675 


4,733 


664.845. 


45,788 






108,738 

3,648 


29,766 
9. 07.1 


151,22a. 


44,135 


_44, T35 


C 8,574 

6,837 

1,276 


669 


INCREASE OVER 
PREVIOUS YEAR 


85.574 


68, 153 
29, 462 


21,746d 

18.841 


94/711 


9, 136d 


9 ,.13.6p 


J17,.846. 


6,967d 
1, ISl 


22,246 
3 .1940 


13, 235 


4,611 


4 „<5U 


8.763 

(209) 




178d 

1, 490d 
286 


-AS. 


1.155P 


976 


976 


Sioux City Gas and 
Electr ic Company 


5.S26.287 


1,681,785 

263,626 


420,336 

543.885 


..2 > 90 9.632 


916,655 




1.237.020. 


655,307 

67,689 


114,. 053 
147_^Q5_ 


^4.^14. 


252,566 


?52.566 


C 323,101 

230,210 

6,447 


19,893 

JZJi£- 


273.692 


49,409 


TOTAL UTll ITV OPfiRATfNG INCOME 
Optfitin^ f«vCTuei 

Operating expenses 
Depreciation 

Amortization of limited term utility mvestmcncs 
Amortization of utility plant acqumtion idjujtmcnts 
Property losses chargeable to apendens 
Taxes Federal taxes on income 
Other taxes 

Total Operatincp Revenue Depuctiohs 
Net operating revenues 

Income from utility plant leased to others 


Total Unim Opehattnc Income 


other INCOME 

Income from merchandise jobbing and contract work 
Income from nonutihty operations 
Revenues ffam lease of other physical property 
DiviUend revenues 
Interest revenues 

Revenues fromsinkmcandothcrfunds 
Miscellaneous nonoperating revenues 
Nonopefatirig revenue deductions 
Total Other Income 


Gross Income 


INCOME DEDUCTIONS 
Interest on long term debt 
Amortiulion of debt discount and expense 
Amortization of premium on debt — Credit 
1 axes assumcJ on interest 
Interest on debt to associated companies 
Other tntereat charges 
Interest charged to construction — Credit 
M^scclfaneo^s amortization 
Miscellaneous income deductions 
Total Income Deductions 


Net JNcohtE 


DISPOSITION or NET INCOME 
Miscellaneous reservations of net income 
flalance transferred to earned surplus 


544.850 


109,256 

30,.486 


83,902 


294..Qfi6 


50,784 


-5Q>2 S4 


52,693d 

5,797 


41,454 

19>£7.2. 


14..23L 


77,305 


77.305 


30,447 

10,241 
1, 528 


6,196 

2.899 


■20.364. 


9,583 





r 

■■IB 

gmni 

—mm 


■■III 

in.Q9l 

1.583.458 

7.047.099 






6,611,000 

1, 127,785 

4,196,010 

656,512 

580, 139 

59,695 

2,567,302 

66,804 

'785^302 

95,172 

528,000 


121,600 

30,900 

537,762 

37,811 









656,717 

29,975 

330,325 


34,500 

500 

554,282 

131,552 

1. 1?4'.031 

215.793 

859.323 


88.614 


■HilK»i:iC'Wsaj 



1.468.725 

5.913.658 


824.853 



— riTTI n 


114,733 

1,133,441 

57, 433 

89,715 

3, 5480 

1,218,630 

137,672 


114.733 

mammi-ifJKXsm 

57.433 

89.715 

3.5480 

1.?1B.63Q ■ 

137.672 



499 

6^ 483d 

981 

40 



24 

11,675d 



3,500 

875 

417,592 

53,813 

324 

60 

24,629 

3,681 

507 

233 

14,971 

1150 

19; 323 

5,596 

127 

47 

2,380 

538 

8,513 

3,085d 


6.0l9o 


2.755'd 

J..3fi5._. 

1.687 


50.613' 


108.714 


54,678 

57T084 

1.860D 


iasv2a5. 

493,417 

86,709 

507,791 

59,785 

35,723 

920d 

222, 050 

4,244 

69 

1,021d 

127.066 

6,481d 

460 


2,987 

13 Id 

1, 431 

948o 

12,090 

17 




7 Id 

29,798 

3, 253d 

27,650 

15, 186 

1,880 

1,123 

33,683 

22,242 

74,712 

28, 927 

76,794 

35, 538 



30,003 

10, 437 







F 37,357 




23.000 

350d 





BlHHEEUEEm 

5055" 


32.585 






■ . 2'S8 


22.093 





1.186,966 

54 . 258 

1 

562.073 

22.093 

59.021 

2. 0640 

1.395.632 

172.296 


EARNED SURPLUS ACCOUNT 
Earned surplus, beginning of year 
Balance transferred from income account 
Other credits to surplus 
Dividend appropriations— Preferred stock 
Dividend appropriations— Common stock 
Other debits to surplus 
Barned surplus end of year 




nmniiiH 



M||M|||^^^||B|||||||||H|| 













■■ Biiiii 

ES^^^BSSBl 



1.174.. 434^ 


1,393,631 
91,029 
148,205 
713,627 
4 88 . 




NR Not reportcd 

A HEATiNn, il5S,464j WATER, $31,635 

B Includes $605,220 restricted as to dividends on common stock 

C HEaTi NO Ur I U I TV. 


D Includes $83,428 restricted as to dividends 
E Cumulative preferred dividends in arrears $553,459 
F Amortization of electric plant acquisition adjustments 
G Includes $1 172,050 restricted as to dividends on common stock 
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STATISTICS OF ELECTRIC UITUTIES IN THE UNITED STATES FOR TEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus ' 


'3ftt 

L 

1 

N 

N 

0 

ITEM 

Central Kansas Power 
Company, The 

Eastern Kansas 

1 NC 

Utilities, 

Kansas Electr 
Company, 

IC POWCR 

The 

Kansas Gas and Electric 
Company 

L 

1 

N 

E 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

amount 

INCREASE OVER 
PREVIOUS YEAR 

nmyn 

INCREASE OVER 
PREVIOUS YEAR 

N 

O 

1 

2 

5 

4 

i 

6 

7 

3 

9 

10 

11 

ELECTRIC UriLiTY OPERAHNC INCOME ' 

Operating revenues 

Operating expenses 

Deprcfiatjoa 

Anwrtization of limited term utility investments 

Amerlization of utility plant acqutsition adjustments 

Property losses chargeable to operations 

Taxes Federal taxes on income 

Other taxes 

Total Operating Revenue Deductions 

Net operitln^g ftvenues 

Inrome from electric plant leased to^ithers 

t 

955.037 

135,416 

s 

1.326.704 

156,618 

BHHH 

305,815 

BHHH 


2 

4 

6 

7 

5 

9 

10 

11 

445,265 
80, 533 

95,485 

86,507 

64,891 

14,831 

135 

20,120 

971,136 

92,615 

32,641 
85, 402 

61,819 

6,298 

8,307' 

3.852 

2,341,999 

337,336 

318,710 

363.493 

176,162 

21,344 

22,806d 

28.613 

6,483,036 
900, 003 

1,254,145 

1,222,967 

824,674 

323,315 

66,007 

■’70'?. 791 

99.980 

wmmmmfsmtssa 

90 . 276 

375ST.'55'9" 

205tTT5’ 

9,860.151 

wmwKeiMasm 

247,245 

33, 436 


^,342 

887,332 

102,^0 

2,857,743 

322,715d 

12 

Electaic Dtiuiy Opeaatinc Income 

247.245 

35,436 

144.910 

66.342 

837.332 

— 

2,857.743 

322.715d 

rLtia 

12 


GAS LITILITY OPERATING INCOME 










n 

Operating revenues 





657.635 

30.495D 



1 J 

u 

Operating experaes 





466,609 

61,662d 



14 

15 

Depreciation 





27,451 

1,589 



15 

Ifi 

Amortization of limitedTerm utility investments 









11^ 

17 

Amortization of utility plant accjuisition adjustments 









Ql 

IS 

Property losses chargeable to operations 









mi 

19 

Taxes Federal taxes on income 





47, 190 

1,306 



19 

20 

Other taxes 





29,367 

3,466 



20 

21 

Total Operatinc Revenue Deductions 



■■■■■■■■ 


W 1 

— IHI IC 

mmmmmtm 


21 

22 

Net operating revermes 





87,016 

24,805 


I 

22 

23 

Income from gas plant leased to others 









23 

24 

Gas Utility OpERAnNGTNCbwE 





■■■■■KESinSI 

24.805 



24 


OTHER UTIUTY OPERATING INCOME 










23 

Operating revenues 

A 10,026 

1,084 

B 8,672 

62 

C 53,574 

2,990d 



25 

26 

Ojserating exp>enses 

1,884 

5o 

14,035 

5,136 

68,800 

10, 542 



26 

27 

Depreciation 

1,615 

9 

480 


9,137 

983 



27 

28 

Amortization of limited term (itilify investments 









2S 

29 

Amortization of utility plant^rjmittfOfi'adjustinents 









29 

30 

Property losses chargnble to opentioru 









30 

SI 

Taxes Federal taxes on income 









31 

32 

Other taxes 

760 

99 

322 

69 

2.169 

222 



32 

33 

Total Operating RevENUfiXtioOc^ONS 




_ 5.205 

I—— liBli' 1 


hh^h^hih 


33 

34 

Net operating revenues 

5,765 

981 


5, 143d 


14,744d 



34 

33 

Income fconi other plant leased to otiMrs 









35 

3« 

Other Utility Operatinc Income 

5.765 

981 

iHiarWriiiMiili 

5.143d 


3.4.2440 

■■■■■■■■I 

mmmmi 

36 





TOTAL UTlUrSf OPERATING INCOME 

HH 

■■m 

HUH 

■■■ 

s 



■IB 


37 

Operating revenues 





4.960.082 




57 

38 

Operating expenses 

447,149 

64,886 

985, 171 

; 

66,955 

2,877,410 

125,043 

' 6,483,038 

824,674 

3S 

39 

Depreciation 

82,149 

14,841 

93,095 

6,298 

373,925 

23,922 

900.000 


39 

40 

Amortization of limited term utility investments 









40 

41 

Amortiution of utility plant acquisition adjustments. 

3. 








41 

42 

Property losses chargeable to operations 









42 

43 

Taxes Federal taxes on mcome 

95.485 

135 

32,641 

8.307 

365,900 

21,50'Od 

1,254,145 

323,315 

43 

44 

Othet tuej 





J95 Qza. 


1 .222.967 


44 

45 

Total Operatinc Revenue Deductions 

71?’.05P 


— m 1 w !■ 

95.481 

■—unii.ri'i 


— m I'M HR 


45 

46 

Net operating revenues 

253,011 

36,417 

- 38,745 

61,199 

947,817 

112,561 

2,857.743 

322,7150 

46 

47 

Income fronf Utility plant leased to others 









47 

48 

Total Utility Operating Income 

253 , 0l 1 

36.417 

138.745 

61.199 


112^561 

— mm'n 

I'll Hill g 

Oil 


OTHER INCOME 










49 

Income from merehandtse' jobbing and contract work ^ 

8,504 

84c 

935 

6,932c 

65,616 

23, 239d 



49 

30 

Income from nonuCiIity operations 









50 

31 

Revenues from leaiie^qf’othtr physical propcrlf ♦ 







1,898 

5870 

51 

52 

Dividend revenues " 

1 








52 

33 

Interest revenues 

388 

204 

1,161 

45 

125 

5,200d 

75 

19,207d 

33 

34 

Revenues from sinking and other funds 









54 

55 

Miscellaneous nonopa^ng revenues 

832 

206 

3 

22c 

1,601 

1, 434 

3,343 

3,348 

55 

56 

Nonojxrating revenue deductions 







718 

37d 

3fi 

37 

Total Other Income 


527 

— utaa 

&79D9c 

67.342 

maiMKSeS, 

■■■■■OISlilsI 

16.4090 

57 

58 

Gross Income 


36,744 


54 , 250 


85.555 


339.1250 

3S 


INCOME DEDUCTIONS 










39 

Interest on long term debt 

52,646 

15,062 

51,900 

8,290 

227,500 


657,629 

2,370d 

59 

6Q 

Amortization of debt discount and expense 

868 

269 

1,076 

191 

9,297 

11, 8560 

221,113 

2,4020 

6Q 

61 

Amortizationof premium on debt—sCredit 





1 


21,438 


6l 

62 

Taxes assumed on interest 







(191) 

1, 5240 

Bll 

63 

Interest on debt to associated companies 

7,438 

7,438 





4,126 

3,814 


64 

Other interest charges 

5,051 

938 

2,514 

437 

8,627 

5,181 

11,398 

4, 5180 

^1 

65 

Interest charged to construction^^Credit i 

28,128 

19,874 

17,067 

9,212 

12,713 

6,455 

95,135 

73,271 


66 

Miscellaneous amortization. 







D 85,685 



67 

Miscellaneous incorne deductions 



2.590 

9.668t 


937 

5.665 

300.7160 


68 

Total Income Deductions 

S’?. 876 

57553 

4i!'J3 

9.962[ 

240,402, 

12.192D 

M P I'rl 

mm 1 1 w 1 Ml 


69 

Met Incowb 

224.860 

321909 

^.841 

64.252 

774.756 

97.748 


41.863 



DISPOSITION OF NET INCOME 









1 

70 

Miscellaneous reservations of net Income 









|3 

71 

Btlincc Innsfcrred to nmed surplus 

224 ,860 

32.909 

99.841 

64.252 

774.756 

97.748 

1.993.491 

41.863 




I 





i 


t 


t 


H 


earned surplus account 









m 

72 

Esmed sutplaSA beginning of year 

471.997 


145.115 


598.076 


2.992.468 


Q 

73 

Balance transfened from iMsme account 

224,860 


99,841 


774,756 


1,993,491 


7i 

74 

Other credits to surplus 

1, 470 



, 


‘ 

33, 195 


74 

75 

Dividend appropriations — Preferred stock 

25,317 



( 

132,250 


520,784 


75 

76 

Dividend appropriations — Gonvnon stock 

78,000 




411, 500 


960,000 


i6 

77 

Other debits to surplus 

729 








77 

78 

Igacoed surplus, end of year'' 

594.282 

244.956 

829.082 

IIM ■ n i 

178 


A Water uTiLnYi 
B Heatins utility 

C Ice $14 ,,428, TiRY^iYSPaRTAT i or $39,146 


D Amortization of electric plant acquisition adjustments 
E iNCiUDES $2,192,237 restricted as to dividends 














































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 


Kansas Powin and Lisht Wistern Light & Telephone Kentucky Ut i l it i es Kentucky and West Virginia l 

CoMPANYj The Company, Inc Company Power Company, Incorporated ^ 



Opeating expenses 
Depreciabon 

Amortuution of limited term utility investments 
Amnrtoztion of utility plant acquisition idjustments 
Property losses chargeable to Operations 
Taxes Federal taxes on income 
Other taxes 

Tot At- Operating Revenue Deduchons 
Net operating revenues 
Income from utility plant leased to others 


Total Utiliti' Operating Income 


OTHER INCOME 

Income from merchandise jobbing and contract work 
Income from nonutility operations 
Revenues from lease of other physical property 
Dividend revenues 
Interest revenues 

Revenues from sinking and other funds 
Miscellaneous nonoperating revenues 
Nonoperating revenue deductions 
Total Other Income 


3,44? 936 
548,758 
1,202 

602,474 

40,289 

108 

379,812 

50, 1260 


10,858, 

647 

1,037,751 

1,694 

047 

231, 144 

1 

554 

130d 

1,866 

300 

863,000 

1,454 

197 

iisisi? 


INCOME DEDUCTIONS 
Interest on long term debt 
Amortiaation of debt discount and expense 
Amortiiation of premium on debt — Credit 
Taxes assumed on interest 
Interest on debt to associated companies 
Other interest charges 
Intercat charged to construction— Credit 
Miscellaneous amortixaCion 
Miscellaneous income deductions 
Total Income Dspucttons 


3,750 

411,500 

30,070 

3,750 j 
23,500 
0,33Oo 

18,313 

891 

18,313 

891 


885,054 

187,413 

33,679 

3,179 

4,071d 

13,491d 

1 

8,314 

125,529 

32,6290 

90,505 

37.462 

9.623 

ESSSS^^h^S 

mamtnweiiiSSi 



155 D 

45 

144 

22 

326 

9, 

143 

15 

287 


101,583d 

545,631d 

1,946 


DISPOSITION OF NET INCOME 

Miscellaneous rescrvatickru of net Income 
Balance transferred to earned surplus 


' earned surplus account 

Earned surplus, beginning of year 
Balance transferred from income account 
Other credits to surplus 
Dividend appropriations — Preferred stock 
Dividend appropriations — Common stock 
Oth^r debits to surplus ^ 

Earned surplus, end of 




5,168,106 

685,187 

3,048 


369,310 
507! 708 
6.733.55^ 
1,092,250 

1.092.^0' 


975,068 58 

102,258 55 

14 ‘‘5 


18,510 M9 


23,844 

7.993 

521.230 

601.007 


Atter exploration and development costs in the amount or SS50 
Heating, $126,399, transportation, $59,498, water, $23,908 
Transportation utility sold Teb 1, 1948 

Includes $2,543,562 applied to write orr unamortizeo debt discount 
AND EXPENSE ON Bonds redeemed 


601,007 

641 

48,120 

160,585 


Telephone $1,400,290, water $104,732 

Includes $824,986 restricted as to dividends on common stock 
Certain gas properties sold during year 

Ice utility, sold during year Water utility sold Dec. 22, 1947 
Amortization or electric plant acquisition adjustments. 

















































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 


Loui svi lle Gas and 
Electr I c Company 


Louisvilie Transmission 
C oBPOfiAT I ON 


N 

0 


AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 


ELECTRIC UnUTY OPERATING INCOME 

Operating revenues 

i 

20.157.655 

2.845,451 

2 

Operating expenses 

9,663,858 

1,282,097 

3 

4 

Depreciition 

Amortization of limited term utility mvestments 

NR 

121 

71,3970 

3 

6 

7 

Amortization of utility plant acquisition adjustments 

Property losses chargeable to operations 

Taxes Federal taxes on income 

2,543,000 

447,000 

8 

Other taxes 

1.328.308 

166.956 

9 

Total OPEJiATtNC Rbvenue Deductions 




Union Luht, Heat and 

Central Louisiana Electric 

Power Company, Thc 

Company, I n< 


INCREASE OVER 
PREVIOUS YEAR 


Net operating revenues 

Income from electnc pUnt leased to others 


Electwc Utiuty OPEiutTNC Income 


GAS UTILITY OPERATING INCOME 

1 3 Operating revenues 

1 4 Operating cxpen ses 

n Depreaation 

15 Amortization of limited term utility mvestments 

17 Amortization of utility plant ac(]ui5ition adjustments 
I s Property Jossea chargeable to operations 

19 Taxes Federal taxes on income 

20 Other taxes 

2 1 Total Opeeatinc Revenue Deductions 

22 Net operating revenues 

23 Income from gas plant leased to others 


OTHER UTILITY OPERATING INCOME 

25 Operating revenues 

26 Operating expenses 

27 Depreciation 

28 Amortization of limited term utility investments 

29 Amortization of utility plant accjuisition adjustments 

30 Property losses chargeable to operations 

31 Taxes Federal taxes on income 

32 Other taxes 

33 Total Operating Revrnue Deductions 

34 Net operating revenues 

33 Income from other plant leased to others 




361,473 

6.505 

4,231,458 

491.974 

1.539.724 

316.229 

71, 264 
75,000 
20 

8,495 

3, 172,218 
168,907 

582,762 

6,582 

883,991 

108,904 

74, 429 
46, 374 

33,000 

40j459 

2,152 

166,880 

269.855 

38,7090 

15.692 

D 

D 135.768 

28.915 


— I'HTfll 

3.W.K1 

ri~i 


mm 1 1 Hill r 

141,729 

4, 1410 

453, 597 

74,3530 

411,059 1 

166,510 



5,268 25 


l,875o 2^ 

860 27 


TOTAL UTIUTY OPERATING INCOME 

37 Operating revenues 

38 Operating expenses 

39 Depreciation 

40 Amortization of limited term utility investments 

4 1 Amortization of utility plant acquisition adjustments 

42 Property losses chargeable to operations 

43 Taxes Federal taxes on income 

44 Other taxes 

45 Total Operatinc Revenue Deductions 

46 Net operating revenues 

47 Income from utility plant leased to others 

48 Total Utiuty Operating Incowe 

OTHER INCOME 

49 Income from merchandise jobbing and contract work 

50 Income from nonutility operations 

3 1 Revenues from lease of other physical property 

32 Dividend revenues 

33 Interest revenues 

54 Revenues from sinking and other funds 

55 Miscellaneous nonoperating revedues 

36 Nonoperating revenue deductions 

37 Total Other Income 


26,632,805 

3,153,434 

361.473 

6,505 

7.180.446 

693.759 

1,593.759 

321.497 

14,328,526 

2,430,000 

1,477 

1, 584,781 
165,000 
71,3960 

71,264 

75,000 

20 

8,495 

5,599,108 

242,049 

686, 285 
10, 297 

917, 289 
116, 562 

72,553 

47,255 

2,765,000 

1,755.887 

415,000 

234,045 

33,000 
40. 459 

2,152 

258,878 

387,021 

77, 553d 
25.242 1 

D 

D 141.927 

29.043 






TI’H'iiTl 


— Linrii 

5,351,915 1 

826,004 

1 141,729 

1 4,1410 

1 693,389 

150,5140 

417, 98^ 

172,645 



EARNED SURPLUS ACCOUNT 

72 Earned surplus beginning of year 

73 balance transferred frtim income account 

74 Other credits to surplus 

73 Dividend appropnations— Preferred stock 

76 Dividend appropriations — Common stock 

77 Other debits to surplus 

78 Earned surplus endofy^^r 


NR Not beported 
A Heating uttlity 

B Amortization of electric and qas plant acquisition adjustments in 
the amounts of $300,900 and $84,300, respectively 


C Water Utility 
D See note (e) to item 70 

£ Provision for 1948 federal and state income taxes 











































































































OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 
Income and Earned Surplus 


Louman* j Mamfc 




Gulf Pubuic Service Co Louisiana Power A Light New Orleans Public Service Bangor Hydro-Electric 

gulf HUBUIC^bERVICE 00 . COMPANY INC COMP A N Y A NO SU B 5 I 0 I A R I E S 

(HI 


amount PRWIOuIyEAR amount I PREVIOUS YEAR AMOUNT | PREVIOUS YEAR | AMOUNT | PREVIOUS YEAlf 


ELECTRIC UTIUTY OPERATING INCOME 

Operating revemies 

Opcfiting expenao 
Deptecumoc 

Amortiutioo of limited term utility investments 
Amortizition of utility plant acqmsiboti adjustments 
Property losses chargeable to operations 
Taxes Federal taxes on income 
Other taxes 

Total Operating Revenue Deductions 

10 I Net operating revcflues 

1 1 1 Income froin electnc plant leased to others 


amount 

increase over 

PREVIOUS YEAR 

t 


3,121,479 

409,622 

1,829,534 

317,044 

194,273 

27,069 

233,516 

10,560 

333,150 

37,535 


GAS UTlinr OPERATING INCONtE 


13 

Operating revenues 

698.251 

74 . 159 

14 

Operating expenses 

419,218 

63,618 

13 

16 

17 

18 

Depreciation 

Amortization of limited term utility mvestmenu 

AmortHation of utility plant acquisition adjustmerus 

Property losses chargeable to operations 

41,038 

2,958 

19 

Taxes Federal taxes on income 

60,415 

266 

20 

Other taxes 

_ . 43^37 

9.570 

’1 

Total Operating Revenue Deductions 

* fHTil B 

HHB9Ef9 


22 Net Operating revenues 
2J I Income rf'rom gis plant leased to others 


OTHER UHLITY OPERATING INCOME 
2 5 Operating revenues 

26 Operitmg expenses 

27 Depreciation 

1 26 Amortuation of limited term utility insestments 

29 Amortization of utility plant acquisition, adjustments 

30 Property losses chargeable to operations 

31 Taxes Federal t*xes on income 

32 Other taxes 

33 Total Operattnc Revenue Deductions 

34 Net openting revenues 

J5 Income from. other plant leased tq others 

35 Other. Utility Operating I^^coME " 


27,611d| 34 

I 33 

36 




1 

INCREASE OVER 
PREVIOUS YEAff 

149, 

764 

203, 

142 

17, 

000 

52, 

308d 

23, 

498 


I 



C 10,405,035 

163,2220 

C 659,583 

6,256d 

8,855,519 

571,868 

537,204 

51,696 

NR 


51,923 

7,006d 



12,390 

21,588d 

1, 178,909 

133.544 

17 . 802 

1.747D 


1, 969,427 

1,769,175 

407,923 

254,839 

9,993 

55,000 

458,968 

73,896d 


7,332 



69,180d|46 


OTHER INCOME 

Income from merchandise jobbing and contract work 
Income from nonutility operations 
Revenues from lease of other physical property 
Dividend revenues 
Interest revenues 

Revenues from sinking and other funds 
Miscellaneous nonopentmg revenues 
Nonoperating revenue deductions 
Total Other iNcoarr 


Gross Incom 


INCOME DEDUCTIONS 
Interest on long term debt 
Amortiaation of debt discount and expense 
Amortiaaiion of prernium on debt — Credit 
Taxes assumed on interest 
Interest on debt to associated companies 
Other interest charges 
Interest charged to construction — Credit 
Miscellaneous amortization 
Miscellaneous income deductions 
Total Income Deductions 


■frlljSSBn 


DISPOSITION OF NET INCOME 

70 MiKclIaticvus rescTvationj of net income 

71 Balance Iransfetred to timed aurpluj 




67,881 

558 



355 

126 

83,693 

46, 424d 

2,172 

48 

4,150 

1,874 

2,160 

2,911d 

67.843 

5.085.176 

44.550D 

9;338d 


271780 

71.3580 


214,125 

137 

7,437 



48,041 59 
121 <io 
61 
62 
63 

4,733 44 
8,940 45 


3.733,435 

88,4480 

835, 221 

ll5,314o| 


EARNED SURPLUS ACCOUNT 
Earned aurplua beginning of year 
Balance transferred from income account 
Other credits to surplus 
Dividend appropriations — Preferred stock 
Dividend appropriations— Common stock 
Other debits to surplus 
Earned surplus end of year 


NRNotreported 

A Ice, |1, 461,109, water, $264,855, bottling, $237,961. 
B Includes $252,370 restr i cted as to dividends, 

C Transportation utility 

D Telephone properties disposed of Oct 30, 1947 



Amortieation of electric plant acquisition adjustments 
Includes $1,365,434 restricted as to dividends on common stock 
Transferred to reserve for civic improvements, treated in company's 
REPORT as an operating REVENUE DEDUCTION 
Pemobscot Transportation Co , Northeastern Co 

































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 



Central Maine Power Maine Public Service Rumeohd Falls Power RUhford Light Company 

Company Company Company 


ELECTRIC UTILITY OPERATING INCOME 
1 Operating revenues 


20,169.306 2.975.348 1.544.2BO 


Operating expenses 

9,875,260 

2,268,335 

1,211,251 

315,551 

Depreciation 

2,004,392 

131, 197 

121,927 

25, 037 

Amortization of limited term utility investments 

Amortization of utility plant acquisition adjustments 

Property losses chargeable to operations 

Taxes Federal taxes on income 

1,535,000 

144,000o 

(710) 

82,849d 

Other taxes 

1.957.072 

163.754 

114.528 1 

14.666 i 


33, lOOo 
2.033 


Net operating revenues 

Income from electric plant leased to others 


GAS UTILITY OPERATING INCOME 
I ^ Operating revenues 

14 Operating expenses 

1 5 Depreciation 

Amortization of limited term utility investments 
1 7 Amortization of utility plant acquisition adiustments 
1 H Propierty losses chargeable to operations 
ig Taxes Pedcral taxes on income 

20 Other taxes 

'll Total Operating Revenue Deductions 

Net operating revenues 

23 Income from gas plant leased to others 

24 Gas Unirry Operating Income 

OTHER UTILITY OPERATING INCOME 
15 Operating revenues 

20 Operating expenses 

27 Depreciation 

28 Amortization of limited term utility investments 

29 Amortization of utility plant acquisition adjustments 

30 Property losses chargeable to opentions 

31 Taxes Federal taxes on income 

32 Other taxes 

33 Total Operating Revenue Deductions 

34 Net operating revenues 

35 Income from other plant leased to others 

36 Other Utility Operating Income ^ 


TOTAL irnilTY OPERATING INCOME 

37 Operating revenues 

38 Operating expenses 

39 Oepreciition 

40 Amortization of limited term utility investments 

41 Amortization of utility plant acquisition adjustments 

42 Property losses chargeable to operations 

43 Taxes Federal taxes on income 

44 Other taxes 

45 Total Operating Revenue Deductions 

46 Net operating revenues 

47 Income from utility plant leased to others 
Total Utility Operating Income 


OTHER INCOME 

49 Income from merchandise jobbing and contract work 

50 Income from nonutilily operations 

51 Revenues from lease of other physial property 

52 Dividend revenues 

5^ Interest revenues 

54 Revenues from sinking and other funds 

55 Miscellaneous nonoperating revenues 

56 Nonoperating revenue deductions 

57 Total Other Income 


INCOME DEDUCTIONS 

59 Interest on long term debt 

60 Amortization of debt discount and expense 

61 Amortization of premium on debt — Credit 

62 Taxes assumed on interest 

63 Interest on debt to associated companies 

64 Other interest charges 

65 Interest charged to construction — Credit 

66 Miscellaneous amortization 

67 Miscellaneous income deductions 

Total Income Deductions 


DISPOSITION OF NET INCOME 
70 Miscellaneous reservations of net income 
7t Balance transferred to earned surplus 




4,797,580 









leicigai— siEEsgi 



241,969 

16,150 






4,673, 114 






2.995.043 

t 

1.544,280 

2,313,572 

133,231 


1,211, 251 
121,927 

144,000d 

162,689 


(710) 

114,528 



529, 550 

97,282 

73.79Z 

IM II mill 

171.074 

97,201d 


14,448 

1,377 
19, 410 
12,251d 


241 

35,237 

560 


7,819 

SB.1040 

57.746 

iMimm 


180, 137 


137,002 

2, 1730 



103,795 

55,754 


1,416 

23,521 


315, 551 
25, 037 


300,057 
61, 286 


241,069 

16,150 


33, IOOd 
2.035 





12, 200d 
185 




:iDEi3ll 


■ H |l HI llIM MS 


3.318.107 I 238,853 







EARNED SURPLUS ACCOUNT 

Earned surplus beginning of year 
Balance transferred from income account 
Other credits to surplus 
Dividend appropnations— Preferred stock 
Dividend appropriations— Common stock 
Other debits to surplus 
Earned surplus, end of year 


A Water utility 

B Tncludes $452,501 restricted as to dividends on common stock 


129.448 





C Includes $180,078 loss on sale of property 
D Includes $274,611 restricted as to dividends 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 



CoNOwiNGO Power Company 


ELECnUC unUTY OPERATING INCOME 

OpcraUQg revcoucs 

Operating expcmes 
Deprccutioc 

Axnortuation of limited term utility investments 
Amortuatioo of utility plant iccjuisUion adjustments 
Property losses chargeable to operations 
Taxes federal taxes On income 
Other taxes 

Total Operatino Revenue Deductions 
Net operating fe%enues 
Income from elcctnc plant leased to others 


Electkic Utility Operating Income 


GAS UTIUTY operating INCOME 
Operating revenues 

Operating expenses 
Depreciation 

Amortintion of limited term utility mcestments 
Amortization of utility plant acquisition adjustments 
Property losses chargeable to operations 
Tates Federal taxes on income 
Other taxes 

Total Operating Revenue Deductions 
Net operating revcoucs 
Income from cos plant leased to others 



Consolidated Gas Electric 
L iaHT AND Power Company 
or Baltimore 


32,245,349 5,570,369 

3,623,605 534,318d 


3,117,072 

4.061.520 


1 1 Hill— n inn 


OTHER LTr/tm OPERATING INCOME 

25 bperating revenues 

26 Operating expenses 

27 Depreciation 

28 Amortizanon of limited term utility mvestmeats 

29 Amorrization of utility plant acquisition adjustments 

30 Property losses chargeable to operations 

51 Taxes Federal taxes On income 

32 Other taxes 

33 Total Opejwttnc Revenue Deductions 

34 Net operating revenues 

Income from other plant (eased to others 





48,801,544 8,453,674 

4,662,998 467,639d 


3,350,018 

5.807.008 


OTHER INCOME 

Income from merchandise jobbing and contract work 
Income from nonutility operations 
Revenues from lease of ocher physical properly 
Dividend revenues 
Interest revenues 

Revenues from sinking and other funds 
Miscellaneous nonoperating revenues 
Nonoperating revenue deductions 
Total Other Income 


mBm- 


INCOME DEDUCTIONS 
Interest on long term debt 
Amortization of debt discount and expense 
Amortization of premium on debt— Credit 
Taxes assumed on interest 
Interest on debt to associated compames 
Other interest charges 
Interest charged to construction — Credit 
Miscellaneous amortization 
Miscellaneous income deductions 
Total Income Deductions 



naan^Mi 



10,487 
400, OCX) 
217,230 
2,340 




353,348 

540 

2,556 

53d 


50,861 

270,485d 


Eastern Shore Public 
Service Company of 
Maryland, The 

Potomac Edison 
The 

Company, 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

5 

3,559,132 

587,9t52 

s 

11,101,298 


1,852,424 
430, 475 

102,252 

83,034 

6,677,058 

906,040 

5,160 

973,080 

153,440 

240d 

268, 146 
293.392 

102,398 

42,413 

727,990 

626,801 

43,330 

114,535 







ICER^II 


100,224d r 1,073,506 


113,5970 

5,245o 


886,047 

44,221 



1,914,721 

432,761 


268,146 
300 . 482 



495,812 

Ml HI III III 

1,739.804 

1,857d 

75,791 

7,637,519 
969,461 
5, ISO 

1 1,060,035 
154,533 
240d 

102,398 

38.542 

747,660 

689,277 

2,230 

115,343 




280,938 

2,211,466 

407,902 

280'. 938 

2.211.466 

— 1 im 1 ■ 


DISPOSITION OF NET INCOME 
Miscellaneous reservatinns ol net income 
Balance translerred to earned surplus 


6,881.038 1 146.265d1 530.690 | 172,430 



117, 

,812 

^9 

la 

,507 

60 


64,415d « 


EARNED SURPLUS ACCOUNT 
Earned surplus beginning ol* year 
Balance transferred from income account 
Oilier crudiii to surplus 
Dividend appropriations— Preferred stock 
Dividend appropriations — Common slock 
Other debits to surplus 
Earned surplus end of y 


A Heating utility 

B Amortization or electric plant acquisition adjustments 

C Reflects $607,925 transferred from post-war reserve 
D Gas utility sold in Dec 1948 





Ice utility sold durinb 1947 

Heatins, $44,726, transportation, $1,028,780 

Includes $1,833,798 transferred to common stock 







































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Income and Eartied Surplus 


Marylxnd Mauachutcttj 


Maryland 

Maiiachuutts 



Susquehanna Electr i c 
C oMPANYj The 



Susquehanna Power 
Company, The 
(A) 


Susquehanna Transmission 
Company of Maryland 
(B) 


electric unUTY OPERATING INCOME 
OpcratiBf revenues 

Operating expcnics 
Depreeiabon 

Amortization of limited term utility investments 
Amortiution of utility plant acquisition adjustments 
Property losses chargeable to operations 
Taxes Federal taxes on income 
Other taxes 

Total Operating Revenue Deductions 
JO I Net operating revenues 
1 ] I Income from electric plant leased to others 


GAS UTILITY OPERATING INCOME 
] } Operaling revenues 

Operating expenses 
1 5 Depreciation 

Amortization of limited term utility investments 

17 Amortization of utility plant acquisition adjustments 

18 Property losses chirgeable to operations 

19 Taxes Federal taxes on income 

20 Other taxes 

21 Total Operating Revenue Deductions 

22 Net operating revenues 

23 Inco me from gas plant leased to others 

24 GAsUTiim Opeilating Income 

OTHER UTILITY OPERATING INCOME 

25 Operating revenues 

2 (j Operating expenses 

27 Depreciation 

28 Amortization of limited term utility investments 

29 Amomution of utility plant acquisition adjustments 

30 Property losses chargeable to operations 

31 Taxes Federal taxes on income 

32 Other taxes 

33 Total Operating Revenue Deductions 

34 Net operating re^eaues 

35 Income from other plant leased to others 



38 Operating expenses 

39 Depreciation 

4U Amortization of limited term utility investments 

41 Amortization of utility plant acquisition adjustments 

42 Property losses chargeable to operations 

43 Taxes Federal taxes on income 

44 Other taxes 

45 Total Operating Revenue Deductions 

46 Net openuing revenues 

47 Income from utility plant leased to others 


OTHER INCOME 

49 Income from merchandise jobbing and contract work 

50 Income from nonutility operations 

5 1 Revenues from leascof other physical property 

52 Dividend revenues 

53 Interest revenues 

54 Rev enues from sinking and other funds 

55 Miscellaneous nonoperating revenues 

5(> Nonoperating revenue deductions 

57 Total Other Income 


INCOME DEDUCTIONS 

59 Interest on long term debt 

60 Amortization of debt diKOunt and expense 

61 Amortization of premium on debt — Credit 

62 Taxes assumed on interest 

63 Interest on debt to associated companies 

64 Other interest charges 

65 Interest charged to construction — Credit 

66 MiKollaneous amortuation 

67 Miscellaneous income deductions 

68 Total Incoxie Deductions 


DISPOSITION OF NET INCOME 

70 Miscellaneous reservations of net income 

71 Balance transferred to earned surplus 


EARNED SURPLUS ACCOUNT 
Earned surplus, beginning of year 
Balance transferred from income account 
Other credits to surplus 
Dividend appropnatbns^Preferred stock 
Dividend appropnations — Common stodc 
Other debits to Surplus 
Earned surplus, end of year 


A Not an operating company) plant and property leased to 
The Susquehanna Electric Co 


B Company transmits energy for Pennsylvan ia Water 4, Power Co 

IN EXCHANGE FOR WHICH ALL EXPENSES ARE PAID AND INTEREST ON 
BONDS, 100^ OWNED BY LATTER COMPANY, WAIVED 
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STATISTICS OF ELECTRIC UTIUTIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 


L 

\ 

? ITEM 

N 

0 

Athol Gas and Electric 
COHPANV 

Attleboro Steam and 
Electric Company 
(A) 

Beverly Gas and Electric 
Company 

Boston Consol 
Gas Compa 

I DATED 

NY 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

increase over 

PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

ELECmiC imUTY OPERATING INCOME 

1 Opcnttflj revfflua 

2 Operating ejpcnscs 

3 OeprecutKMi 

^ Amortization of limited term ublity investroenb 

3 Amortization of utility plane acqutsitioa adjusunnts 

6 Property lojses chirgmble to operatrons 

7 Tates Federal taxes on rocoroe 

g Other taxes 

9 TcriAt OpEJtATiNC Revenub Deductions 

0 Net opiating revenues 

$ 

820 334 

90.055 

i 

1.356.645 

174.637 

5 

927.730 


5 

945.977 

49.936 

604,136 

35,000 

29,736 

69,350 

5,060 

4.891 

1,096,956 

57.000 

22,114 

91.740 

160,258 

9,000 

4,604 

17,139 

548,533 

48,000 

37,172 

96,897 

23,138 

7,210o 

4.335 

675,021 

41,000 

54,945 

87.764 

79,897 

2,000 

16,980d 

14,072 

1 mm n~B 



191.001 

7307605“ 



78.988 

105,535 

10,753 

88,833 

16,364d 

■■■iBil 

58,194 

87,247 

29j052d 



mmasKisa 

88.833 

16.3640 


58 . 194 


29.052D 

GAS UTIUTY OPERATING INCOME 

3 Operating revenues 

4 Operating expemes 

5 Deprectatiofi 

g Amortization of limited term utility investments 

7 Amordiation of uulity plant actjuisition adjustments 

8 Property loues chargeable to operatioos 
j) Taxes Federal taxes on incocne 

0 Other taxes 

1 Total Opebatino Revenue Deductions 

2 Net operating revenues 





550.642 

86.026- 

19.331.185 

2,618.501 

63,306 

5,000 

A Q'AI 

5,394 



575,869 

27,000 

51.016 

112,635 

3,000 

9.668 

15,791,378 

972,000 

89,515 
2.336.884 . 

3,084,808 

41,000 

332, 554 D 
340,839. 

Mill 




653 . 887 

125.303 

19.189.778 

3.134.092 

(6; 137) 

473^0 




39, 277 D 

l4l,407 

515,591o 



TTSSTd 




39.2770 

141.407 


OTHER UTIUTV OPERATING INCOME 

3 Operating revenues 

6 Operating espeasei 

7 Depreciation 

a Amortizatioo of limited term utility investments 

9 Amortiaatioa of utility plant ac^iusitiiMi adjustments 

0 Property losses chargeable to operations 

1 Taxes Federal taxes on incooie 

2 Other taxes 

3 Total Opeeatino Revenue Deductions 

A Net operating revemia 














— 



6 OtHE* UTOm' OPEtATINC INCOME 




. 





1 



TOTAL UTIUTY OPERATING INCOME 

7 Operaoog revenues 

fi Operating expenses 

9 D^recuUCHi 

0 Amortization of limited term utility investmeab 

1 Amortization of utility plant acquisition adjustments 

2 Property losses chargeable to operaboos 
^ Taxes Federal taxes on income 

i Other taxes 

j Total Opexatinc Revenue DnurcnoNs 

5 Net operating revenues 

7 Income from utility plant leased to others 

i 

837.485 

91 ,448 

1 

1.356,645 

174,637 

t 

1,478,372 

164.483 

1 

20.277.163 

2.668.437 

667,443 

40,000 

29,736 

50.907 

74,744 

5,060 

5,515 

1,096,956 

57,000 

22,114 

91,740 

160,258 

9,000 

4,604 

17,139 

1,124,402 

75,000 

37,172 

147.915 

135,773 

3,000 

7,210d 

14.003 

16,466,399 

1,013,000 

144,460 

2.424.648 

3,164,705 

43,000 

349,535d 

354.911 

7§OSS“ 

557W 

i.267.mi 

— i9i.ocr 

1.384,489 

■ 145 . 566 

20.048. sOS 


99l55S“ 

6,12tr 

— 88;^" 

16,354'd 

93,883 

18,917 

228, 654 

544,6440 



5TW 


16.3640 

93,883 

18.917" 

228.654 

544 ,644d 

OTHER INCOME 

> Income from nserchandise jobbing and contract ivork 

] Income from rsonutility operations 

Revenues from lease of other physical property 

Dividend revcmies 

Interest revenues 

Revenues from smkmgand other funds 

Miscellaneous nonoperating revenues 

Nonoperating revenue deductions 

Total Other Income i 

7,465 

290 

7,7550 

433 d 

11 

15,150 

1 

4,105o 

19,059 

2,204 

1,131 

19,212d 

4180 

84 

225,011 

8,198 

9,703 

40,434 

500 

169 

7.174 

STI59d 

15,149 ■ 

471050 

2u, l32 

19,7140 


1— I'lll ■! 


106.572 


103.982 

20.469D 

114.-015 




INCOME DEDUCTIONS 

Interest on long terra debt 

Amortization of debt discount and expense 

Amortization of premium ort-debt — Gredit 

Taxes assumed on interest ^ 

Interest on debt to associated companies 

Other interest charges 

Interest charged to <oiwtructioo — Credit 

Miscellaneous amortization 

Miscellaneous Income deductions 

625 

759 

145 

759 

2,104 

1^650 

2,444 

747 

2,104 

1,650d 

1,315 

724 

4,864 

17,250 

1,677 

2,167 

4,864 

597 

2,167 

30, 187 

306,514 

9,120 

30,477 

640o 


614 D 

5r45? 

4rQA6 

SI ‘ fi?4 

3,294 


?q 837 




96!530 

?i.515D 

92,391 

4.0910 

125.745 

. ,.5?3,,.3.7Zp 

DISPOSITION OF NET INCOME 

Misccllincoui reservation! of net income 

Balance transferred to earned surplus 

106,707 

1.456D 

98.530 

21.5150 

92.391 

4.091D 

125.745 

533.3770 


EARNED SURPLUS ACCOUNT 

Earned surplus, beginning of year 

Bdarice transferred from income account 

Other credihr to surplus 

Dividend appropnations— Preferred stock 

Dividend appropnations — Common stock 

Other debits to surplus 

Earned surplus end of year 

t 

56.146 

1 

341.338 

i 

466.517 

S 

2.174.795 

106,707 

98,78? 

98,530 

30,088 

92,420 



79,200 

125,745 

79,067 

28.088 

64.071 



2.3a.5i9 


A Report reelects acquisition of Norton Power 1 Electric Co 
June 30, 1948 


Includes 4346,428 restricted as to dividends 
Includes ^441, 517 restricted as to dividends- 
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STATISTICS OF ELECTRIC UTILmES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31 , 1948 

Income and Earned Surplus 


Boston Ed ison 

Company 

AMOUm 

INCREASE OVER 
PREVIOUS YEAR 

s 


62,418.525 

8,359,727 

35,970,910 

5,670,936 

7,070,691 

98,3530 

4,206,374 

7.498.078 

125,561 

738,974 



ELECTRIC UTILITY OPERATING INCOME 
Operating revenues 

Operating ogsenses 

OepfKutloa 

Amortization of limited term utility mvestiDCots 
Amortization of utility plant acquisition adjustments 
Property losses chargeable to operations 
Taxes Federal taxes on income 
Other taxes 

Total Operating Revenue Deductions 
Net operating revenues 
Income from electric plant kased to others 


Electric Utility Operating Incom 


GAS UTILITY OPERATING INCOME 
Operating revenues 

Operating expenses 
Depreciation 

Amortization of limited term utility investments 
Amortization of utility plant acquisition adjustments 
Property losses chargeable to operations 
Taxes Federal taxes on income 
Other taxes 

Total Operating Revenue Deductions 
Net operating revenues 
Income from ^ plant leased to others 



INCOME DEDUCTIONS 
Interest on long term debt 
Amortization of debt discount and expense 
Amortization of premium OA debt — Credit 
Taxes assumed on interest 
Interest on debt to associated companies 
Other interest charges 
Interest charged to construebon — Oedit 
Miscellaneous amortization 
Miscellaneous income deductions 
Total Income Deductions 


Net Income 


DISPOSITION OF NET INCOME 
MtscelTinecus reserratiotts of net Income 
Balance transferred to earned surplus 


EARNED SURPUJS ACCOUNT 
Earned surplus beginnlngof year 
Balance transferred from income account 
Other credits to surplus 
Dividend appropriations — Preferred stock 
Dividend appropnabons^^-Common stodc 
! Other debits to surplus 
Earned surplus end nf year 


1,575,524 

212,541 

61,303 

16,176 

311,230 

50,643 

1,426 

98 

98 

56,147 

144,673d 

6,227 

3,489 

104.238 

84,738 

51 

51 



20,168 

20,497 


573 

1,176 

3,506 

28,612 

2,727 

1,500d 



7,157,881 

567,198 

630,846 



4,433 

6,171,640 

531,076 

636,980 


ma nmi wii— ■— 



311,443 

22,735 


A I Heati ng utility 

B Ikcludes $879,585 restIiicted as to ’G iv i derds 


C. ApFLIRD to write oft UNAMORTI2EO DEBT DISCOUNT, EXPENSE, BND 
CALL PREMIUM ON BONDS REDEEMED 













































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income nnd Earned Surplus 





ELEOTRIC UTILITY OPERATING INCOME 

OperitiDj revedues 

Opcniiing apcnsa 
Dcpiccutioo 

Amortization of Itraitej term utility investments 
Amortization of utUity plane acquisition icI|ustnKnls 
Property losses chargeable to opcntions 
Twes federal Uxes on meow 
Other taxes 

Total Opehatinc; Revenue Deductions 
IQ 1 Net operating revenues 
111 Income from electric plant leased CO others 


GAS UnUTV OPERATING INCOME 

jj Operating revenues 

14 Operating expenses 

n Depreaauon 

15 Amortization of Juruted term utility investments 

17 Amortization of utility plant acquisition adjustments 

1 8 Property loun chirgeablc to opcratiotu 

19 Taxes Federal taxes on income 

20 Other taxes 

21 Total Operating Revenue Deductions 

22 Net operating revenues 

23 Income from gM plan t leased to others 
lA 

OTHER UTII.nY OPERATING INCOME 
25 Operating revenues 

25 Operating expenses 

27 Depreciation 

28 Amortization of limited term utility investments 

29 Amortization of utility plant acquisition adjustments 

JO Property losses chargeable to operations 

31 Taxes federal taxes on income 

32 Other taxes 

33 Total Opebatinc Revenue Deductions 

34 Net operating revenues 

33 Income from other plant leased to others 


1,173,529 207.565 5,051,731 

86,000 4,000 48,000 


32,492 

111.999 







Fall River Electric Light 
COHPANT 

Fitchburg Gas and Electric 

L ight Company 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

amount 

INCREASE OVER 
PREVIOUS YEAR 

s 

4,593,882 

424.651 

s 

2,433,150 

357,262 

3,040,210 

175,000 

249,091 

5,000 

1,707,179 

86,681 

360,440 

2,947 

320,384 

479,033 

24,653 

119.710 

120, 290 
283.739 

31,599d 

8.342 



53,816 14 

179 13 


6,656d 19 
3 >26 20 

51.056 21 

6,254d 22 


TOTAL UTILITY OPERATING INCOME 
J7 Operating leveoues 

38 Operating ettpenses 

39 D^ieciition 

40 Amottnutioti of limited term utility investments 

41 Amortization of utility plant acquisition adjustments 

42 Property lasses chargeable to operations 

43 Tazea Federal tazea on income 

44 Other taxes 

45 Total Opehatino Revenue Deductions 

46 Net operating revenues 

47 Income fcqm olilsty pl ant leased to others 


1, 173,529 

86,000 









INCOME DEDUCTIONS 
Interest on long term debt 
Amortiation of debt discount and expense 
Amortization of premium on debt — Credit 
Taxes assumed otx interest 
Interest on debt to associated companies 
Other interest charges 
Interest charged to construction — Credit 
Miscellaneous amortization 
Miscellaneous inctsme deductions 
Total Income OEDuenoNS 


disposition of net INCOME 
Miscellaneous reservations of net income 
Balance transferred to earned surplus 





Sy05l3-731 1, 404, 228 

48,000 


32,492 

111,999 


3,040,210 

175,000 


320,384 

479.033 





48,814 

18,618 

184,057 

22 

59 Id 






2,136,935 414,256 38 

105,440 3,127 39 


130,736 

322,016 

■695.128 

253,888 


38,255d 43 
12.068 M 

m , m .. -I’ 

10, 876 46 


21,8480 49 

5 Q 

Id 31 


153.181 18.402 


123.424 I 25.586dI 


18, 104 
993 

10,441 

993 

S3 

64 

S3 

66 

67 

17. Ill 

9.448 

68 

317.326 

204230 

69 



70 

317.326 

20,423d 

71 






568.204 
317, 326 


A. Includes $99,540 restr i cted as to dividends 
B COMPANV AI-OUIRED BT NEW ENGLAND PoWER Co ON jAN 1, 1949 


C Includes $134,151 restricted as to dividends 
























































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Income and Earned Surplus 



Gardner Electric Light Gloucester Electric Company Haverhill Electric Company 
Company 


ELECTRIC UTILTIY OPERATING INCOME 
Operating revenues 

Operating expenses 
Depreoitioo 

Ai^rtization of lumted term utility uivestmenu 
Amortization of utility plant acrpmition adjustments 
Property losses chargeable to operations 
Taxes Federal taxes on income 
Other taxes 

Total Opejuting Revenue Deouchons 
Net operating levenucs 
Income from electric plant leased to others 


EaSui 


GAS UnUTY OPERATING INCOME 
Operating revenues 

14 Operating expenses 

15 Deprecation 

Amortization of limited term utility mvestments 

17 Amortization of utility plant acquisition adjustments 

18 Property losses chargeable to operations 

19 Taxes Federal taxes on income 

20 Other taxa 

21 Total Operating Revenue Deductions 

22 Net operating revenues 

23 Income from gas plant leased to others 

24 Gas Utu-tty Operating Income 

OTHER UTILITY OPERATING INCOME 

25 Operating revenues 

26 Operating expenses 

27 Depreciation 

28 Amortization of limited term utility investments 

29 Amortization of utility plant acquisition adjustments 

30 Property losses chargeable to operations 

31 Taxes Federal taxes on income 

32 Other taxes 

33 Total Operating Revenue Deductions 

34 Net operating revenues 

35 Income from othet plant leased to others 




INCREASE OVER INCREASE OVER INCREASE OVER 

amount previous year AMOUNT PREVIOUS YEAR AMOUNT PREVIOUS YEAR AMOUNT 


1.273.717 I 124.890 I _ . 1_.238.579 | 132.876 I 2,604.330 251.160 2.126.952 




i 

2,604.330 


1.920.125 


168,600 


77.809 




s 

2.126.952 


1,368,547 


161,967 


153,000 



TOTAL UnUTY OPERATING INCOME 

37 Operating revenues 

38 Operating expenses 

39 Depreciation 

40 Amortization of lunited term utility investments 

41 Amortization of utility plant acquisition adjustments 

42 Property losses chargeable to operations 

43 Taxes Federal taxes on income 

44 Other taxes 

45 Total Operating Revenue Deduchons 

46 Net operating revenues 

47 Income from utility pU^t lease d to othe rs 


OTHER INCOME 

49 Income from merchandise jobbing and contract work 

50 Income from nonutihty operations 

51 Revenues from lease of other physical property 

52 Dividend revenues 

53 Interest revenues 

54 Revenues from sinking and other funds 

55 Miscellaneous nonoperating revenues 

56 Nonoperating revenue deduchons 

57 Total Other Income 


INCOME DEDUCTIONS 

59 Interest on long term debt 

60 Amortization of debt discount and expense 

61 Amortization of premium on debt — Credit 

62 Taxes assumed on interest 

63 Interest on debt to associated companies 

64 Other interest charges 

65 Interest charged to construction— Credit 

66 Miscellaneous amortization 

67 Miscelianer^s income deductions 


EARNED SURPLUS ACCOUNT 
Earned surplus, beginning of year 
Balance transferred from income account 
Other credits to surplus 
Dividend appropnations — Preferred stock 
Dividend appropriations— Common stock 
Other debits to surplus 
Earned surplus end of year 


922,397 

1IDO,000 


124.890 


116,031 


65,354 13,988d 

88,699 * 13.231 


896,671 

58,000 


57,189 

105.749 


125,406 

6,000 


15,822 

a,847D 

25,796 



392 

518 

518 

160 

100 

100 

680 


719 0 




188 



« 


2.728.332 

261.219 

2,046,699 

300,681 

175,000 


77,609 

43,641d 

301,235 

43,716 

a. 600'. TO 

mm ii ipii 1 1 

127,587 

39, 536 D 


—1 wn’Ti 

35,561 

12,2460 

101 



So 

2,865 

584 D 


1 

2.126.952 

■1 

1,368,547 

161,967 

269,174 

10,526 

153,000 

121.512 

92,OOOd 

7.247 



321,924 

148,3760 


148,3760 

(20,513) 

29,236 

13,778 

5,062 

6,351 

3,4560 

2,278 

2,078 




2.8090 

142.696 

443 d 

160.454 

55.9300 

DISPOSITION OF NET INCOME 

Miscellaneous reservations of net income 

Balance transferred to earned surplus 

n 

98.153 

2.8090 

142.696 

443 d 

160.454 

55.9300 




A Includes 461,139 restricted as to dividends*- 
B Includes ^332,260 restr icted As to dividends 

842507 0 - 49 - 10 


Includes $306,263 restricted as to dividends 
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MuucHuetu 


STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 


EI.EC7R rc CoHPAHY- 



Lawrence Gas and | Lowej.u Electric Light 1 Lynn Gas and Electric [ Malden Electric Company 


CoRPoHATtoM, The 


Malden Electri 

Company 


INCREASE OVER 
PREVIOUS YEAR 


electric utility operating income 

OpmtJD| mtaaa 

Openling Oc^ctiSts 
Dtfprcmbon 

AmortmtiOfl of limited term iitilitf mvestaenti 
Amorhzatjoo of ubiity pUnt >£<jui$i(ton Ad)u5tmenti 
Prop«cty losses chxrgeible to openboos 
Taxes Federal taxes on inoane 
Other taxes 

TotAL OPESATINC REVENU£ DEDuCnONS 

10 I Net operating revenues 

1 1 \ IncDoie from electnc plant leased to others 


e,766>,924 334^895 

184,000 BjOOO 


184,646 53,404d| 

335.615 37.084 



GAS unury operating income 

1 3 Operating revenues 

14 Operating expenses 

15 Depreciation 

1 6 Airortizalion of limited term utifityiwTe St a efrts 

17 Amoftizitioo of utility plant ac^uisitioo ad}ttsecf>ents 

|g Pttjperty losses durgeahle to operatwas 

IP Taxei Federal taxes on income 

20 Other taxes 

21 Total Opehatwc Revenue Deouctws 
21 Net operating revenues 

23 Income from su plant leased to others 


OTHER UTIUTY OPERATING INCOME 
23 Operating revenues 

2^ ' Operating expenses 

27 Depreciation 

2S Aniortuatioft of Umited term utility mvestments 

Amortuatjon of utility pUnt actpnsition adjustenents 
Property \cucs chargeable to openuona 

3 1 Taxes Federii taxes on locoom 

32 Other taxa 

33 Total Opbiuttnc Revenue DmuenoNS 

34 Net operating revenues 

35 Income from other plant leased to others 

3fi OniEL tfmiTY Opeiatinc Income 


3S Operatiag expcBsei 

3^ DeprecratioQ 

40 Amortczation of lunited term utility mvestmentj 

41 Amortization of utility plant aC(^ujtionad](i3ti9ait3 

42 Property losses chargeable to opentiofu 

45 Taxes Federal taxes on laoome 

44 Other taxes 

43 Total Operating Revenue Deouctions 

4($ Net operabng revenues 

47 1 IncoQie from utilitT plant leased toothers 


OTHER INCOME 

49 Income from metchiodise jobbing and contract work 

30 Income from nonutility operations 

3 1 Reveaues from lease of o^r physical property 

32 Dividend revenues 

5} Interest revenues 

34 Revenues from sinlung and other funds 

55 Miscellaneous Donopnating fevenues 

36 Nonoperating revenue deductions 

57 Total Other I ncome _ 


INCOME DEDDCTJONS 

59 Interest on long term debt 

60 AmOftiTAtion of debt discount and expense 

61 AmortiXatioO of premium on dcbt--Credit 

62 Taxes assumed on interest 

63 Interest on debt to associated companies 

64 Other Interest-charges 

65 Interest charged to construction — Credit 

66 Miscellaneous amcetuahon 

67 Miscellaneous mcorne deductions 
6fi Total Income Dbouctons 




12,4720 

DISPOSITION OF NET INCOME 

Miscellaneous nsseprations of net income 

Balance transferred to earned surplus 

453,700 

12,472d 


44. 012 D 

821,891 

139.4870 

690.878 


EARNED SURPLUS ACCOUNT 

Earned surplus beginning of year 
Balance transferred from InoNiie account 
Other credit! to surplus 
Dividend appropnatioru — Preferred stock 
Dividend appropnatioru — Conunon stock 
Other debits to surplus 
Earned surplus, end of year 



Includes !1, 356, 618 restricted as to dividends 


B Includes 11,807,301 resyrtcted as to dividends 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 


^loMTAUP Electric Cohpant New Bcdporo Gas and 

Edison Light Company 



New England Power 
Company 
(A) 


amount previous year amount previous year amount previous year 


ELECTRIC UTIUTY OPERATING INCOME 
Operating menues 

Operating expeoaes 
Deprecutjoa 

Amortmtioo of limited term utility investments 
Amortization of utility plant accpiisition adjustments 
Property losses chargeable to operations 
Taxes Federal taxes on income 
Other taxes 

Total Opeilatinc Revenue Deductions 
IQ I Net Operating revenues 
1 1 I Income from electric plant leased to others 


4,857,890 

1,355,728 

491,635 

84,500 

410,470 

54,261 

Ji l j i 

679,322 

103,501 


103.501 


504,385 74,058d 657,500 


361,011 1 70,203 I 952,048 


1,582,547 

274,963 

151,299 1 

17,986 

54,219 

11,062 



OTHER UnUTY OPERATING INCOME 
23 Operating revenues 

26 Operating expenses 

27 Depreciation 

28 Amortization of limited term utility investments 

29 Amortiaation of utility plant ac<iuisition adjustments 

30 Property losses chargeable to operations 
3 \ Taxes Federal taxes on mcome 

32 Other taxes 

33 Total Operating Revenue Deductions 

34 Net operating tevenues 

3$ Income from other plant leased to others 





46,597 I 4,664d 




t 


945,706 

89,271 

708,418 

12,407d 

36,000 

3, OCX) 

28, 897 

21,262 

61.011 

1.7CXD 


TOTAL UTIUTY OPERATING INCOME 

37 Operating revenues 

38 Operating expenses 

39 Deprecution 

40 Amortization of limited term utility investments 

41 Amortization of utility plant acquisition adjustments 

42 Property losses chargeable to operations 

43 Taxes Federal taxes on income 

44 Other taxes 

43 Total Operating Revenue Deductions 

46 Net operating revenues 

47 Income frem utility plant leased to others 


OTHER INCOME 

49 Income from merchandise jobbing and contract work 

30 Income from nonutihty operations 

31 Revenues from lease of other physical property 

32 Dividend revenues 

35 Interest revenues 

34 Revenues from sinking and other funds 

33 Miscellaneous nonoperating revenues 

36 Nonoperating revenue deductions 
57 Total Otoer Income 


INCOME DEDUCTIONS 
39 Interest on long term debt 

60 Amortization of debt discount and expense 

61 Amortization of premium on debt— Oedit 

62 Taxes assumed on interest 

63 Interest on debt tn assoaated companid 

64 Other interest 

63 Interest charged t^* construction — Credit 

66 MiscelUneous amortization 

67 Miscellaneous income deductions 

68 Total Incomb Deductionr 

69 Net Income 

DISPOSITION OF NET INCOME 

70 Miscellaneous reservations of net Income 

71 Balance transferred to earned surplus 


6.919,279 

1 1,568,730 

9,501.991 

1,229,417 

4,857,890 

491,635 

[ 1,355,728 
84,500 

6,293,191 

655,685 

913,923 

56,072d 

410,470 

479,959 

54,261 

29,260d 

415,230 

955.620 

81,265 

98.492 


■ ■i;4657229’ 
1037301" 

1057301' 

575507723“ 

171527255“ 

1. 182,263 

~T7057T5D9 
— 191,505 

19i,aua 


27.956,317 4.673.369 









IVt Wli^WHilW I IdlllilB— III 


11,618 

11,618 

5,488 

5,488 









2,899 

2,899 

3,000 


1,400 

662 

178 

174 


EARNED SURPLUS ACCOUNT 

72 Earned surplus, beginning of year 

75 Balance transferred from income account 

74 Other credits to surplus 

73 Dividend appropriations — Preferred stock 

76 Dividend appropriations —Common stock 

77 Other uebns to surplus 

78 Earned surplus end of year 


395,952 


673,344 

56,250 
502, 42i 


■aunRwa 



ut&elfjli 





Report reflects acquisition of properties qp the Bellows Talus 
Kydro-Electr I c Corporation on July 28, 1948 but not the acquisition 
OF Eastern Massachusetts Electric Cq. acquired at the close of 
business on Dec 31, 1948 


B Includes ^857,702 applied to write off electric hlani adjustments 
C. Restricted as to dividends oh common stock 
D Includes $269,493 restricted as to oividenos. 


S S S 












































































1 34 STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

l»cotne and 'Earned Surplus 


u 

1 

M 

E 

N 

0 

ITEM 

Northern Berkshire Gas 
Companv 

Plvhouth County Electric 

COMPAMV 

Quincy Electric Light 

AND Power Company 

Saleh Euectr ic 
Company 

. 1 G HT 1 NG 

L 

1 

N 

E 

N 

0 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

increase over 
previous year 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

1 

2 

3 

4 

5 

7 

8 

9 

10 

11 

12 

13 

M 

15 

16 
17 

L8 

19 

20 

21 

22 

23 

24 

23 

26 

27 

2a 

29 

30 

31 

32 

33 

34 

35 

36 

37 

3B 

39 

hO 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 
32 
53 

34 

35 

36 

37 

38 

39 
6Q 
61 
62 

63 

64 
63 
66 

67 

68 

69 

70 

EliaKlC LTTHJTY OPERATING INCOME 

OpcfJtiog revenue 

Opewting apenso 

Deprecutioo 

Arnortizahon o/ limited lerffl utility investtneflti 

Amortiutidn of utility pUnt uquitmofi idjujUMflU 

Property Iosj« durgeable to operotiooi 

Federal butes on income 

Other taxes 

Total Opelattnc Revbnue Diductions 

Net operating revenues 

lEbcome from electric plant (eased to others 


HI 

$ 

1.541.773 

IH 


287.453 

5 

2.680,408 . 

616,208 


1,091,730 

60,000 

54,311 

130.531 

153,383 

5,000 

14,9Slo 

20.350 

1,089,529 

137,204 

53,658 

134.270 

107,627 

26,300 

6,556 

3.931 

1,816,098 

75,000 

57,892 

182.749 

250, 515 

14,946 

15.844 

2,317,346 

125,000 

379 

224,573 

2.667.298 

662,283 

15,7880 

20.870 

667.365 



1 .419 . 66H 
122,116 

12,840d 

220,322 

6,146 

6.146' 

13,110 

B,"liO" 

51,1570 

STTISTd 

Electjic UnurT Opeutino Incowe 

GAS UTIUTY OPERATING INCOME 

Operating rcvcnuci 

Operating expeoaea 

DepreCutioa 

Amortization of (muted term utility invcirments 

Amortization of utility p(aAt acquiiition adjustments 

Property losses chargeable to operatioiu 

Taxes Federal taxes on inroaie 

Other taxes 

Total Operating Revenue Deductions 

Net operating revenues 

Irrcome from gas plant leased to others 


25 .738 







347,623 

20,000 

Ai n:in 

58,452 

4.870 










HUHHHH 





(41,276) 

37,583d 







Gas UTiLm’ Operating Income 

OTHER UTlLiry operating income 

Operating fcvenucj 

OpetatiRg expenses 

Beprecution 

Amorliaation of limited term utility investments 

AmortiUtion of utility plant acquisition adjiutments 

Property losses chargeable to operations 

Taxes Fedenl taxes on jneotne 

Other taxes 

Total Operatinc Revenus Deducitqns 

Net Oftenting revenues 

Income from other plant leased to ethers 


37,5831) 


















- 







, - - - 








TOl \L UnUTY OPERATING INCOME 

Operating revenues 

Operating oepenses 

Depreciation 

Amortiiation of limited term utility Investments 

Amortization of utility piant icquuiUon adjustments 

Property losses chirg^le to operations 

Taxes Federal taxes on mcome 

Other taxes 

Total Operatinc Revinub Deductions 

Net operating revenues 

Income from utility plant leased to others 

* 

1.971.101 

192.545 

f 

1,541,778 

131,574 

■■1 

287,453 

t 

2,680,408 

616,208 

1,439,355 

80,000 

54,311 

172.042 

211,835 

5,000 

14,9810 

25.220 

1,089,529 

137,204 

58,658 

134,270 

107,627 

26,300 

6,556 

3,931 

1,816,098 

75,000 

57,892 

182,749 

250,515 

14,946 

15,844 

2,317,346 

125,000 

379 

224,573 

662,283 

15,7880 

20,870 

1.745.708 

227. CW 

i.4'l^.S62~ 

144, 4 14' 

2.131','7TO 

281,306 

2,667,298 

667 . 365 

225,392 

34,529a 



12, 646q 

220,322 

6, 14S 

13,ll0 




— T' BT' r 

l25'.116“ 

12TS4dD 

■ Z26, 3S2 

6, 146 

13 , ilO 


OTHER INCOME 

Income from merchandise jobbing and contract work 

Income from nonutiliry operations 

Revenues from lease of other physial property 

Dividend revenues 

Interest revenues 

Revenues from sinking and other funds 

Misceliancous nonoperating revenues 

Nonoperating revenue deductions 

2,013 

46 

7, 4360 

38 

28,539 

1,238 

725 

4,527 

615 

2,497d 

21,336 

420 

15 

359 

17, 574 □ 

607d 

53o 

7,743 

11,795 

8,1830 

4, 0350 

2.059 

7.3?7o 

5035" 

2.645 


IST^STo 


12 . 2IBd 


227.452 

41.9270 


—rrwrrr 


— III III 


ii|i II 1 

INCOME DEDUCTIONS 

Interest on long term debt 

Amortization of debt discount and expeiue 

Amortization of premium on debt — Credit 

Taxes assumed on interest 

Interest on debt to associated companies 

Other interest charges 

Interest charged to construction — Credit 

Miscellineous imortizacion 

Mlscellttneous income deductions 

6,308 

3,750 

5,123 

2,610 

6,308 

960 

2,610 

8,168 

369 

2,399 

3,342 

8,103 

286 

184d 

2,819 

2,577 

2,746 

1,021 

2,577 

399 

855 

2,939 

7,121 

2,121 

7,121 

127572" 

OSS' 

7395" 

5,365 

4,302 

2,121 

— ■mcwisii 



214.880 

46.6660 

' " ias.(3sr 

15,5000 

237.431 

14,0990 

36,830 

58.3YD0 

DISPOSITION OP NET INCOME 

MlscelUncoui locmtiotu of net Income 

214 . 880 

46.5860 

145,023 

15.5800 

237,431 

14,0990 

36.830 

58.3750 






harmed surplus account 

4 


i 


i 


$ 



72 

Etmed sucpiui, begioaing of ytu 

142.893 


105.333 


354.273 


670.752 


7i 

73 

Bdiace trtnifmtd from income necount 

214,880 


145,023 


237,451 


36,8^9 


73 

74 

Other credib to surplus 



1,225 







7} 

Dividend ippreprlilionj— Pre/erted itnek 









75 

76 

Dividend ippropnatians''Coaunon stodc 

209,857 


132,600 


237,884 


25,830 



77 

Other debits to surplus 









77 

78 

EirneJ wepliu, end of yeii 

A 147.916 


1 6^3:820 

1 681.751 

78 


A Includes ^82,893 restricted as to dividends 


B Includes |299,273 restricted as to dividends 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and 'Earned Surplus 



Southern Berkshire Power 

Suburban Gas and Electric 

Wachusett Electric 

(S. Electr ic 

.fOMPANY 

COMPAN 

r 

Company 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

iNCPEASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREA^ OVER 
PREVIOUS YEAR 


Western Massachusetts 
Electr I c Company 


ELECTRIC UTIUTY OPERATING INCOME 
OpenhDg revenues 

Operating expenses 
Depreciatioa 

Amortiaation of limited tean utility investments 
Amortization of utility plant acquisition adjustments 
Property losses chargeable to operations 
Taxes Federal taxes qn mcomc 
Other taxes 

Total Operating Revenue Deductions 
10 j Net operating re%enues 
111 Income from electnc plant leased to others 


GAS UTILITY OPERATING INCOME 

1 3 Operating revenues 

14 Operating expenses 

13 Depreciation 

Amortization of limited term utility investments 
17 Amcrtizition of utility plant acquisition adjustments 

15 Property tosses charge^le to operations 

19 Taxes Federal taxes on income 

20 Other taxes 

21 Total Operating Revenue Deductions 

22 Net operating revenues 

23 Income from fias plant leased to others 


OTHER UnUTY OPERATING INCOME 
23 Operating revenues 

26 Operating expenses 

27 Depreciation 

28 Amoniaation of limited term utility investmeots 

29 Amortization of utility plant acquisition adjustments 

30 Property losses chargeable to operations 
il Taxes Federal taxes on income 

32 Other taxes 

33 Total Operating Revenue Diductions 

34 Net operating revenues 

33 Income from other plant leased to others 



38 Op!ratuig expenses 

39 D^reciation 

49 Arportizatioo of limited term utility investments 

41 Amortization of utility plant acquisition adjustments 

42 Property losses chargeable to operations 

43 Taxes Federal taxes on income 

44 Other taxes 

43 Total Operating Revenue Deouctions 

46 Net operating revenues 

47 Income from utility plant leased to others 

48 Total Utility Operating Income 

OTHER INCOME 

49 income from merchandise, jobbing and contract woH; 

50 Income from nonutility operations 

51 Revenues from lease of other physical property 

52 Dividend revenues 

53 Interest revenues 

34 Revenues from sinking and other funds 
33 Miscellaneous nonoperating revenues 

36 Nonoperating revenue deductions 


38 ' 



or? 


INCOME DEDUCTIONS 



59 

Interest on long term debt 

3,392 

3,392 

1 

Amortization of debt discount and expense 



61 

Amortization of premium on debt— Gredit 



62 

Taxes assumed on interest , 



61 

Interest on debt to assoaated companies 

7,050 


64 

Other interest charges 

1,476 

543 

63 

Interest charged to construcboo-^redlt 

639 

639 

66 

Miscellaneous amortixation 



67 j 

Miscellaneous income deductions 



68 

Total Income Deductions 

11,280 

57257 ' 

69 



815 


DISPOSITION OF NET INCOME 

70 Miscellaneous reservations of net income 

71 Balance transferred to earned surplus 


A Includes 4171^984 restricted as to oiyioENDS 

B Includes i> 453,!576 restricted as to dividends 

C Includes ? 327,809 restricted as to dividends. 


D HIATINS UTILITT*^ 

E TRANSEERRED from hydro - raUALIZATION reserve 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Income and Earned Surplus 



UJ 

CL 

< 

< 

Companv 


INCREASE OVER 
PREVIOUS YEAR 

— — 


ELECTRIC UTILITY OPERATING INCOME 

1 Opciatmg revenues 

2 Operating eJtpeojes 

3 Oeprecutioa 

4 Amttrtmtioo of lumtctl fenn utility invcstmeot* 

5 Amortiiation of utility plant «:quisH*on*d|usfinent5 

6 Property loM« chiig^le to opcritiom 

7 Taxes, Fcdcal taMs on locomc 

3 Other taxes 

9 Total Operating Revenue Deductions 

10 Netopcrating icTCOwcs 

Inco me from eiectrtc plant leaseU to Others 

12 ELEOtJC Utility Qpejuting Income 

gas imUTY OPERATING INCOME 
Operating revenues 

14 Operating expenses 

15 Depreciation 

ifi Amortiiation of limited term utility mvestenents 

’ 17 Amortization of utility plant aLqunitioo adjustments 

IS Property losses cKargeabfe to operations 

19 laxes federal taxes on income 

20 Other taxes 

21 Total OperattNc Rhveno £ DEOircnoNS 

22 Net operating revenues 

23 IfiCQfTie from gas plant leased to oth ers 

24 Gas Uthjty Operating Jncqm 

OTHER UTtUTY OPERATING INCOME 

25 Operating revenues 

26 Operating expenses 

27 Depreaation 

28 Amortization of limited term utility investments 

29 Amortization of ublity plant acc^uisitioa adjustments 

30 Pfopertyloisesdurgabletoopcations 

31 Taiees Federal taxes on income 

32 Other taxes 

3} Total Opeiattnc Revenue DEOuenoNs 

34 Net operating cevecuies 

35 Income from other plant leased to others 

36 Other tlTiLm- Opetlatinc Income 17 


TOTAL UnUTY OPERATING INCOME 

37 Operating reveoues 

38 Operating expeosfts 

39 Oepreciatjon 

4 Q Amortization of limited cerni utility investments 

41 Amortization of utility pltnt acquisition adjustments 

42 Propexty losses chargeable to operations 

43 Taxes Federal taxes cm income 

44 Other taxes 

45 Total Operating Revenue Deductions 

46 Nef operating revenges 

47 Income ffom utility plant leased to ot hcra 


othfr income 

49 Incpme from merchandise jofciung and contract work 

50 Income from nonuhlity operatioiw 

5 1 Revenues from lease of other physical property 

52 Dividend revenues 

53 Interest revenues 

54 Revenues from sinking and other funds 

55 Mjjcellaneous nonoperating revenues 

56 Nonoperating revenue deductions 

57 Total Other Income _ 


1,041,764 

3,093,503 

174,000 

396,096 

7,000 

268,172 

33,822 

40,651 

2,875d 

23,749 

118,398 

12,629d 

96,387 

1,306 




780,477 I 10,149d| 467^956 I 2,355 



S 

4.248.155 

445.650 

1 

673.263 

88.181 

3,102,083 

398,395 

268,172 

40,651 

175,000 

7,000 

33,822 

2,875d 

118,398 

12,629d 

96,387 

1,306 

382,624 

52,411 

42.178 

3.915 


25,624 

7,225d 

96,806 

1,320 



58 

52 

. i 

848 



] 

63,781 

10,339 

450 

177 


135 D 

33 

30d 





INCOME DEDUCTIONS 

59 Interest on long term debt 

60 Amortmtjon of debt dijcount and expense 

6L Amortization of premium on debt — Credit 

62 Taxes assumed on interest 

63 Interest on debt to associated companies 

64 Other interest charges 

65 Interest charged to constmction— Oedit 

66 Miscfllaneous amortization 












35.214 

38,954 

11,914 

577 

36 

164 

535 d 

1,347 

565 

55 



TiirTr^ 

■ ~ 2t3B4'b 


5?V3^d 

5! 

BTSST- 


201 1 018 

2375^4 

DISPOSITION OF NET INCOME 

Miscellaneous reservations of net uicomc 

Balance transferred to earned surplus 

137,588 

2,3840 

844,070 

97,346d 

516,561 

6,469d 

10,465 

190,552 

1,602 

22.142 



EARNED SURPLUS ACCOUNT 

72 Earned aurplua, bi^iqnin^ of year 

75 Etlancc transferred from income account 

74 Other credits to auiplus 

75 Dividend appropriations— Preferteil stock 

76 Dividend appropriations — Common stock 

77 Other iWjits to surplus 

78 Bimedsutpliu, endof jretf 


Includes 4110,475 restricted as to dividends 
B Includes $3,400,552 restricted as to dividends 


C Includes $529,547 restricted as to dividends 
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STATISTICS OF ETECTWC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Income and Earned Surplus 



Amortization on elcctric plant acquisition adjustments. 

HtATiNa, i777,664, vateRj $9,002 

Includes $5,608,410 restricted as to dividends on >eonM#)-N stoE-K.. 

Heat IN&,, $3,401,218, vater, $20,376 

Includes $14^000,000 restricted as to dividends^. 


Water utility 

Transferred to common stock in connection with issuance or 
188,324 SHARES or •new common stock of $5 par value 
INCULDES $31,565 restricted as to dividends 


















































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 

Michigan Gas ^ND EtEcTR ic M i c h i can Pobl i c Serv i cE U p per M i c h ig an Power & Upper Pen insula Power l 

CftMPANY Light Company Company ' 



amount Tr^USY^R amount PREVJOUSYEAR j AMOUNT | PREVIOUS YEAR | AMOUNT | PREVIOUS YEAR 



ELECTKiC UnUTY OPERATING INCOME 

X D^ritmg crveouts 

2 Operating ex pentes 

3 DepreoituM 

4 ArMrtiation of limited tenn utility investnjcnts 

5 Amortuation of utility plant acquisition adjustmeno 
(3 Property lows chargeable to opecaliow 

7 Taxr 5 Federal taxei on income 
g Other taxes 

9 ^ Total Operating RbvenuiDbductions 
a Net operating rc\enucs 

Income from electric plant teaaed to others 




GAS UTIUTY OPERATING INCOME 
Operating revcnuei 

Operating expenses 
Dcpreaation 

Amoftization of limited term utility investments 
Amortization of utility plant acquisition adfustments 
property losses chargodile ro operations 
Taxes Federal taxes on income 
Other taxes 

Total Opraatinc Revenue Deductions 
Net operating revenues 
Income from £as plant leased to others 


OTHER UTIUTY OPERATING INCOME 
Operating revenues 

Operating expenses 
Oeprecutioii 

Amortization of limited term utility investments 
Amortization of utility piznt acquisition adjustments 
Property losses chargeable to opentions 
Taxes Federal taxes on income 
Other taxes 

ToTAt Operatwc Rbvenu? DeDuenoNS 


1,745,096 
185, 688 

304,645 

13,750 

1,730,694 

249,313 

298,729 

32,023 

212,661 
66, 676 

38,700 

9670 



26,688 


3,139 

1,335 

164,600 

! 59,700 

125,615 

14,289 

81,000 

28,000 


OTHER INCOME 

Income from merchandise jobbing and contrut worh 
Income from nonutility operations 
Revenues from lease of other physical property 
Dividend revenues 
Interest revenues 

Revenues from sinking and other funds 
Miscellaneous nonoperating revenues ^ 

Nonoperating revenue deductions 
Total Other iNCOjrfS 


INCOME DEDUCTIONS 
Interest on long term debt 
Amartiution of debt discount and expense 
Amortiiation of premium on debt — Credit 
Taxes assumed on interest 
Interest on debt to usociitcd companies 
Other interest charges 
Interest charged to conitruction-^redit 
MiKclIaneous amortization 
Miscellaneous encotne deductions 
Total Income DioucnoNS 


DISPOSITION OF NET INCOME 
Miscellaneous reservations of net income 
Balance ifanafcrred to earned wrplui 


EARNED SURPLUS ACCOUNT 
Earned surplus, beginning of year 
Balance transferred from Income account 
Other credits to turphu 
Dividend ipproprlationsv-^Preferred stock 
Dividend appcopnations~>Cdinoion stock 
Other debiU to surplua 
Earned surplus, end of — 



yim ' w—irin F 


113,080 

49,886 

1,144 

651 

3,145 

2,480 


Includes S642j587 restricted as to dividends 
Includes ^59,968 transferred to comhoN capital stock 


Incorporated Feb 26 , 1947, acquired Copper District Power Co , 
Houghton County Electric Light Co , and Iron Range Light &. Power 
C o ON June 11, 1947 























































statistics of El^CTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 


Mmneiou t Miuuii 


MinonotA 



EARNED SURPLUS ACCOUNT 

72 Earned surplus, bc^loaing of year 

73 Ealance transferred fcorzi income account 

74 Other Credits to surplus 

73 Dividend appropriations — Preferred stock 

76 Dividend appropnations— Common stock 

77 Other debits to surplus 

78 Earned surplus, end of year 


A. HCAT I NQ UTILITY 

B Amortization of electric plant acquisition aojustments 
C Transportation utility sold Dec 31, 1948 

D Includes $40,000 transferred from taxes accrued iahd $20,000 from 

INJURIES and damages reserve 


iNOLUPES $131,774 APPLIED TO WRITE OFF UHAMOBTIZEO DEBT DISCOUNT, 
expense, AND CALL PREMIUM ON BONDS REDEEMED, $46,719 TO WRITE OFF 

I E-viorucT lun 170.(100 AunRTIZATInN nF ELECTRIC PLANT 


EXPENSE, AND CALL PREMIUM ON bonds KEuttMto, fM-p, to wkiii off 
CAPITAL STOCK EKPENS-E, AND $20,000 AMORTIZATION OF ELECTRIC PLANT 
ACCU I s I T loN adjustments 

Heating $758,249, telephone $214,494, water $19,714 
Includes $281,328 restricted as to dividends on common stock 

































































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Inc&me and Earned Surplus 

Miitmippi I Miuoun ^ — ^ — 

Mississippi Power &. Light Citizcne Electric Empire District Electric Gasconade PoweR Company l 




Corpohat i oh 

Cc) 


Company, The 


SoSImR amount PREv“?S«AR amount I PREVIOUS YEAR j AMOUNT j PREVIOUS YEAR 


EliCTBIC utility OPERATING INCOME 
Opentmj revenues 

Operating expenses 
Depreciation 

Annorttxation of limited term utility investments 
Amortaahoo of utility plant acqumfioQ adjustments 
Property losses chargeable to operations 
Taxes Federal taxes on inconic 
Other taxes 

Total OPERi^iiNC Rev£nu£ Deductions 
Net operating revenocs 
Income from eleftnc plant leased to others 


CAS imUTV OPERATING INCOME 
Operating revemies 

Operating ezperues 
Depreciation 

Amoftization of limited term utility investments 
Amortization of utility plant acquisition adjustments 
i 8 Property losses chargeable to operatmns 
19 Taiccs Federal axes on income 
2D Other taxes 

21 Total OPiRATtNc Revenue Deductions 

22 Net operating revenues 

23 Income from gas plant leased to othert 


OTHER UTIUTY OPERATING INCOME 

25 Operating revenues 

26 Operating expenses 

27 Depreciation 

2g Amortaation of limited term utility in' eatments 

29 Amortiaation of utility plant accjuisition adjustments 

30 Property losses chargeable Co operations 
jl Taxes Fedeml taxes on income 

32 Other taxes 

33 Total OPEiATtNG Revenue Deductions 

34 Net operating revenues 

35 Incoffve from othet plant leased to others 



6,517,375 

NR 

952,922 

482,564 

49,960 

78,024 

3,049 

3,624,583 

724,448 

19, 260 
66,863 

249 , 404 
16,500 
147 

32,838 

1, 136,000 
1.332,798 

77,820 

242,586 

8,944 

24.085 

6, 086 
2.212 

490,000 

627.336 

50,000 

80.441 

8,331 

19.815 

8,331 

1.644 



NR Not reporte& 
k Wat er ut i l 1 T'f 

A-MORT I ZAT I on OF electric AND QAS PLANT ACQUISITI^DN ADJUSTMENTS IN 
THE AMOUNTS -OF $232,183 AND $26,935, RESPECTIVELY 


C- Company formed Hov 5 1947, acquired Genevieve Electric Cooperative, 

Inc as of May 12, 1948 Report reflects full year operation of 
ACQUIRED company 

D. transferred to capital surplus 
E (mcludes $962,997 bestrictEo as tQ dividends 

F Company acquired by Missouri Power &, Lignt Co on Dec-' 31, 1948 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Income and Earned Surplus 


Kansas City Power L Light 
Company 



ELECTRIC inranY operating income 

Operating revenues 

Operating expenses 
Depreciation 

Amortizatiop of limited term utility investments 
Amortization of utility plant accjuisition ad}ustnKnts 
Property losses chargeable to opcfafioos 
Taxes Federal taxes on mcome 
Other taxes 

Total Operating Revenue Deductions 
Net operating revenues 

111 Income from electriL plant leased to others 


25,988,743 2,490.231 


13,020,882 1,211, 901 

2,339,895 241,800 

571 


2,121,996 

3,120.851 



652,615 

63,864 


960.175 

109,126 

5,393,721 

622,025 

515,707 

65,261 

915 

75,852 

4,276 

23 

3,355,569 

463,272 

412,856 

24,360 

62,232 
97,_290 1 

5,798 

13,487 

352 400 
352.691 

3,575 

27.469 


HIKI^iESOi 

■fH 1 1 ■ M ■ 

468.261 

198,767 ! 

r 9,688 

869, 788 1 

1 153,763 


GAS UTILITY OPERATING INCOME 
J5 Operating revenues 

1 4 Operating expenses 

\ ^ Depreciation 

16 Amortization of limited teim utility mvestmcnti 

17 Amortization of utility plant ati^uisUion ad]ustments 
1 3 Property losses chargeable to operations 

19 Taxes Federal taxes on xvcoroe 

20 Other taxes 

21 Total Operating Revenue Deductioni 

22 Net operating revenues 

23 Intome from gas plant leased to othcr^ 


OTHER UnUTY OPERATING INCOME 
25 Operating revenues 

2G Operating expenses 

27 Depreciation 

28 Amortization of limited term utility investments 

29 Amortization of utility plant acquisition adnistments 

30 Property losses chargeable to operation* 

31 Taxes Fedenf taxes on irKome 

32 Other taxes 

33 Total Operating Revenue Deductions 

34 Net operating revenues 

33 Income from other plant leased to others 


mTrrTOVi»»T«m>.ni!Mi;iT.rrn 


52,715 •'* 

3,204 IS 



33,638 1 22 


6,996 25 

2,322d 26 

432 27 


7,S12 

135 


■■■■I 

iHRm 

$ 

6. 864.254 

4,308,834 

463,250 

529, 152 

27,996 

479,000 

3,OOOd 

399.356 

27,471 


TOTAL unUTY OPERATING INCOME 
Operating tp/enuea 

}8 Op«a(ing ocpoises 

39 Depreciation 

40 Amortization of iimiterl term utility inveatments 

41 Amortization of utility pla9t,^ci]ui3ition zdjurtments 

42 Property losses chargeable to operations 

43 Taxes Federal oures on icKOmc 

44 Other taxes 

43 Total Ope«atinc Revinu* Diductioni 



2,269,750 

3.210,295 




Net operating revenues 

Income from utility plant leased to others 

5,715,040 

■■isziisaisEisgaa!^^ 

— Will W M 11 

OTHER INCOME 


Income from merchandise jobbing and contracc work 

132,398 

Income from nonutility operations 

Revenues from lease of other physical property 

(19} 

Dividend revenues 

5 

Interest revenues 

Revenues from sinking and other funds 

38,862 

Miscellaneous nonoperating revenues 

3.987 

Nonoperating revenue deductions 


Total Other. Income 

— ■ri'inmi 


96,668 

4910 



156'. 445 

5.198D 

115 

236d 

610 

147 




INCOME DEDUCTIONS 
Interest on long tenn debt 

60 Amortization of debt discount and expense 

61 Amortization of premium on debt— Credit 

62 Taxes assumed on interest 

6'h Interest on debt to associated companies 

6d Other interest charges 

6b Interest charged to construction — Gedit 

66 Miscellaneous amortization 

67 Miscellaneous income deductions 

68 Total Income Deductions 


1,248,474 

174,141 

47,250 

6,689 

47,227 

a, 232 

378,993 

7,674 



2,600 

147 

5,385 

1, 519 

1,681 


356 


42,759 

29, 282 

1,441 

38d 

4,520 

720 

305,022 

126,725 

9,782 



1,445d 

112,769 

8,541 

167 

152d 




EARNED SURPLUS ACCOUNT 

2 Earned surplus, beginning of year 

3 Balance transferred from income account 

4 Other credits to surplus 

3 Dividend appropriations — Preferred stock 

$ Dividend appropnabons — Common stock 

7 Other debits to surplus 

8 Earned surplus end of year 


A. HEATtNe, $707,322, WATER, $22,981. 

B Includes $100,000 restricted as to dividends oh common stocr 
C Ice, $37,778, water, $1,415. 

D Includes $200,000 restricted As to dividends. 



U. S, OOVflmCNT NH 

E. Report RcruECTs AcauisiTioN or Gasconade P(V er Co 
acquired Dec, 31,1948 

r. HEATt**, ^2S, ll&j ice, $45,502; water, $159,730 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 



ELECTRIC imilTY OPERATING INCOME 
Operating revcmiej 

Ofcracin^ apcnxs 

OtfprtcuitiQfl 

^ortiiition of limited term utility m-veitmoua 
AmortUitJOD of utility pUnt acquisition adjiutmcntj 
Property losjes chirg^lc to opccatiom ^ 

Taxes Federal taxes oft incotne 
Other taxes 

Total Opejiatinc Revenue Droocnoss 
Net operating re\eQues 
Income from electric plint leased to others 


GAS UTIUTY OPERATING INCOME 
Operating revenues 

Operating expenses 
Depreciation 

Amortiiation of limited term utility m\esfmcnia 
Amortizatiori of utility plant acquisition ad/ustments 
Property losses chargeable rooperitiona 
Taxes Federal taxes on income 
Other taxes 

Total Operating Revenue Deductions 
Net operating revenues 
Income from cas plant leased to others 


OTHER UnUTY OPERATING INCOME 
Operating revenues 

Operating expenses 
Depreciation 

Amortizitionof limited term utility invcstmenti 
Amortization of utility plant acquisition adjuitmenti 
Property losses chargeable to operatioiu 
Taxes Federal taxes on income 
Other taxes 

Total OpgRATtNc Revenue Deductions 
Net operating revenues 
Income f«m other plant leased to others 


MissoUPi Public Service Missouri Utilities St Joseph Light ic Power 5ho-Me Power Corporation 

Corporation Company Company 


increase OVER 
AMOUNT PREVIOUS YEAR 



INCREASE OVER INCREASE OVER 

AMOUNT PREVIOUS YEAR AMOUNT PREVIOUS YEAR 



353,935 

975,315 

67,207 

138, 822 


659 

97,412 

1,608 

5ft fl63 
577,4.17. 

64.061 

1,180,468 

292,431 

67,691 






19,448) I 37,541 





2,372,989 

364,099 

7,005 

305,452 

21,313 

6,027 

1,836,846 
297, 052 

317,050 

34,235 

3,968,297 

404,218 

624,762 

66,931 

281,000 

288.917 

19,OOOd 
48 275 

261,178 

1 259,708 

15,364 

53,870 

289,462 

308,471 

121,201 

63;415 


Total Utility Operating Incomb 


OTHER INCOME 

Income from merchandise jobbing and contract work 
Income from nonutilityopcratiofu 
Revenues from lease of other physical property 
Dividend rcvenaei 
Interest revenues 

Revenues frorn sinking and other funds 
Miscellaneous nonoperattng revenues 
Nonoperating revenue deductions 
Total Other Income 


INCOME DEDUCTIONS 
Interest on long term debt 
Amortization of debt discount and expense 
Amortization of premium on debt — Credit 
Taxes assumed on interest 
Interest on debt to associated companies 
Other interest charges 
Interest charged to construction— Credit 
Miscellaneous amortiutioit 
Miscellaneous income deductions 
Total Income Deductions 


lv^CTI3l 


DISPOSITION OP NET INCOME 
MiKclIaneous rcMmtlpns al net Income 
Baknce traniferred to nmed lunlui 


741,544 

1.301 



K&lBgDil 


207, 262 
21,943 
2,141 
2 






34,176 

16d 

2,859 

1,999 

12 


19,414 

16,902 

2,361 

700 

162 

5d 


187,141 

68,937 

1,214 

3,533 

742 

8,611 

2,002d 

10,744 

10,744 

3.392 

486 

186.081 

^.419' 

470.661 

42.6fe 

470.661 

42.626 



131,381 

384 

114 

28 


33, 870 D 

240d 



25,123 
40d 
85 D 
315d 

4,598d 

21,397 

4,061 

2,514 


68,072 

890 

8o 


16,8560 

4.668 





70 

9.439d 71 


EARNED SURPLUS ACCOUNT 
Earned surplui, beginning of yar 
Balance tnnjfetrcd from Income account 
Other crediti to autplm 
Dividend apptoprlationj— PreferretJ Block 
Dividend apptoptiatioru— Common Block 
Other debit! to jutplus 
Earned aurplus, end of year 








A Ice, ^40,205, water, $110,581 Ice properties solo during tear 
B Includes $600jOCX) restricted as to dividends- 
C tCE, $74,224, wATEPj $199,815. 

D Includes $1,136,965 restricted as to dividends on common stock 




lt»ilaiilWH 


Report reflects acouisition of United Utilities CoRp and Maryville 
Electric Light & Power Co., acouired Feb 5, 1947 and Oct 1, 1947, 
respectively 

Heating and industrial steam, $841,725, transportation, $1,019,113 
Includes $105,963 r estr i cted as to oividehds on common stock 



































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 

Muioun I Montana I Nevada 


Misioun Mont 

Nevada 



Operafing expemes 

39 Depreciation 

40 Amortuation of limited teem utility investments 

4 ; Amortization of utility plant acquisition ad/utfments 

42 Property losses chargeable to opecations 

43 Taxes Federal taxes on income 

44 Other taxes 

43 Total Operating Revenue Deductions 
A6 Net operating revenues 
47 Income from utility plant leased to others 


OTHER INCOME 

49 Income from merchandise jobbing and contract work 

30 Income from nonutiUty operations 

31 Revenues from lease of other physical property 

32 Dividend revenues 

53 Interest revenues 

34 Revenues from sinking and other funds 

33 Mivrellaneous nonoperating revenues 

36 Nonoperating revenue deductions 

57 Total Other Income 



39,689 


10 

4,781 

31,246d 

8,387 

12,5970 



INCOME DEDUCTIONS 
39 Interest on long term debt 

60 Amortization of debt discount and expense 

61 Amortization of premium on debt — Credit 

62 Taxes assumed on Interest 

63 Interest on debt to associated companies 

64 Other interest charges 

63 Interest charged to construction — Credit 

66 Miscellaneous amortization 

67 Miscellaneous income deductions 

68 Total Income Deductions 


DISPOSITION OF NET INCOME 

70 Miscellaneous reservations of net income 

71 Balance transferred to earned surplus 


3,838,750 

443,750 

1,126,729 

8, 8950 

326,003 
170, 268 

12,583d 

1,718 

3,336 

22,340 

11,213 

68,772 

68,772 

248,273 

162,969 

149,830 

D 339,095 

119,749 

204.258 

S3,110o 

36,237 

7,960d 



11,417 

2,742d 

3, 290 

4, 8910 


1 1 

1 1 1 MU I Nil 11 


24,850 


3,613 

9, 2720 





EARNED SURPLUS ACCOUNT 
Earned sucpius bcguutmg of year 
Balance transferred from Income accoiint 
Other credits to surplus 
Dividend appropnatioos — Preferred stodc 
Dividend appropnitions^-Common stock 
Other debits to stuplus 
Earned surplus, end of year 


NR Not reported. 

A Heating utility 

B Includes $3,824,045 restricted as to dividends on common stock 
C Heating, $139,893, water, $221,550. 

D Amortization or electric plant acquisition adjustments- 


Includes $1,914,352 restricted as to dividends on common stock 
Water utility 

Includes $1,255,293 applied to write orr utility plant adjustments 
Includes $58,986 transferred from reserve for amortization of 
limited-term electric investments 

























































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income aitd Earned Surplus 

I CoHcoPo Electric Company Connecticut River Power Exeter i Hampton Electric Granite State Electric l 




ELECTRIC UTlLfiy OPERATING INCOME 
Opentisg reicnues 

Operating expenses 
DeprectatiOfi 

Aniortoatioa of limited temi uhlitf investments 
Amortuitioft of ntilir/ plant aequisitioo idjustments 
Property losses chargeable to operations 
Taxes FtfderaJ taxes on income 
Other taxes 

Total Opeeattnc Revenue Deductions 
Net operating re> enues 
Income frf>m clectnc pl-mt leased to others 


Elecuic Utiuty Opehatino Income 


GAS UTIUTY OPERATING INCOME 
Operating revenues 


Operating expenses 
Depreciation 

iCf Amortization of limited terni utility investments 
I? Amortuuiion of utility plant aL^uisition adjustments 
Ifj Property losses chargeable to operations 

IQ Taxes FeJeril taxes on income 

IQ Other taxes 

2 \ Total Opehatinc Revenue Deductions 

22 Net operaring revenues 

Income from gis plant leased to other s 
24 Gas UnitTv Qperatinc Income 

OTHER UTIUrv OPERATING INCOME 

23 Operating revenues 

Operating expenses 
27 Depreciation 

2 g Amortization of limited term utility investments 

29 Amortazation of utility pUnt ac<)uisUton adjustroenti 

30 Propeitylonsescbarg^ibletoopenitions 

31 Taxes Federal taxes on income 

32 Other taxes 

3) Total Opeeating pEveNUE Deduchons 

34 Net operating revenues 

33 Income from other pUnt leased to others 
3t5 


total UTILITY OPERATING INCOME 


amount 

1 INCREASE OVER 
PREVIOUS YEAR 

5 


850,393 . 

' 99,666 

597,108 

1 81,323 

70,000 


24,83? 

8,846 

88,236 

3,022 

760.181 

■HESCSES 

90,212 

6,475 


45 Total Operating Revenue DEDucnoNS 

46 Net operating revenues 

47 Income from utility plant leased to others 


OTHER INCOME 

49 Intorne from merchandise jobbing and contract work 

50 Income from nonuiility operauom 

51 Revenues from lease of other physical property 

52 Dividend revenues 

53 Interest revenues 

54 Revenues from sinking and other funds 

5 5 MiSceUaneous nonoperating revenues 

56 Nonopcciung revenue deductions 

57 Total Other Income 


INCOME DEDUCTIONS 

59 Interest on long term debt 

60 Amortixition of debt discount and expense 

61 AinDrtizationofpreniiumondebt — Credit 

62 Taxes assumed on interest 

63 Interest on debt to usoctated companies 

64 Other ihlerest; charges 

6J Interest charged to construction — Credit 

66 Miscellaneous amortization 

67 Miscellaneous Income deductions 

Total Income Dfductions 



Opefatiog ttvenuo 

957,878 1 

81,820 


Operating eipeoMS 

597,282 

71,175 

1.804,623 

Deprecutton 

70,279 

3,952 

366, 600 

Amortization of limited term utility investnient5 

Amortization of utility plant acquisition adjostnneots 

Property losses chargeable to openitionj 

Thxes federal taxes on income 

64,617 

3,455 

299,645 


101,507 1 

7,103 1 

574,131 



HBHiKE&iCuSI 


disposition of net income 

Miscellaneous ccservations of riet sncotne 

Balance transferred to earned surplus 

122,109 

6,353d 

1.126,697 


earned surplus account 

Earned surplus beginning of year 
Balance transferred from income account 
Other credit* to surplu* 

Dividend approprutions— Preferred stock 
Dividend appropriations— Common stock 
Other debits to surplus 
Earned surplu* end of 


Imcludes ^109,634 restricted as to dividends 



































































STATISTICS 


OF ELECTRIC UTILITIES IN THE UNITED- STATES FOR YEAR ENDED DECEMBER 31, 1948 
Income and Earned Surplus 


Nev Hampthtrc New Jersey 


New Hampshire 
New Jersey 



New Hampshire Gas and 
Electric Company 


Public Service Company 
or New Hampshire 


V/hite Mountain Power 
Com PANY 


Atlantic City Electric 

Com PANY 


ELECnUC UnUTY OPERATING INCOME 
Opcraiiog revenues 

Opeottng expeases 
D^reciaaoa 

Amortoation of limited term utility invotmcnts 
Ainortizahon of utility plant acquisition adjustments 
Property losses chargeable to o^cntiota 
Taxes Federal taxes on incoott 
Other taxes 

Totm. Operating Revenue Deductions 

ijO'l Net operating revenues 
- • ’ Income from electric plant leased to others 


GAS UTimY OPERATING INCOME 
i 3 Operating revenues 

14 Operating expenses 

13 Depreciation 

1 ^ Amortiaation of limited term ublity investments 
17 Amortisation of utility plant acquisit(ari adjattnaentt 
la Property losses chargeable to operations 
19 Taxes Federal taxes on income 
2 Q Other taxes 

21 Total OPEfiATiNG Revenue Deductions 

22 Net operating revenues 

25 Income from gas plant leas^ lo^he^ _ 


26 Operating expenses 

27 Depreciation 

2& Amortization of limited term utility investments 
29 Amortization of utility plant acquisition ad|ustmcnts 

50 Property losses chargeable TO operations 

31 Taxes Federal taxes on income 

52 Other taxes 

33 Total Operating Revenue Deductions- 

34 Net operating revenues 

3 3 Income f rom other plant leased to others 


TOTAL imUTY OPERATING INCOME 

37 Operating revenues 

38 tO^nting expenses 
3 p £>epreciaCioa 

40 Amortization of lunited term utility mvettments 

41 Amortization of utility plant acquisition adjustments 

42 Property losses chargeable to operatiqRs 

43 Taxes Federal taxes on income 

44 Other taxes 

45 Total Operating Revenue Deductions 

46 Net operating revenues 

47 Income from utility plant leased to others 

^<8 Total Utility Operating Incqhe 

OTHER INCOME 

49 Income from merchandise and contract work 

50 income from nooutility operatiOji& 

51 Revenues from lease of other physical property 

52 Dividend revenues 

53 Interest revenues 

54 Revenues from sinking and other funds 

55 / MuceHaneousmonoperating revemia 

56 Noooperatmg'revenue deduenotu 

57 Total Other Income 


AMOUNT 

INCREASE OVER 
PREVIOUS VEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

4 


s 

■■■HI 

2,506,860 

312,427 

12,515,807 

1,542,049 

1,779,995 

194,816 

399,363 

8,793 

6,747,095 

1,093,399 

2,602 

975,076 

201,479 

143 

67,756 

231.977 

21,544 0 
28,340 

A 

1,631.573 

281,638 



2,506,860 

312,427 

13,441,141 

1,550,239 

531,515 

47.843 

1,779,995 

194,816 

399,363 

8,793 

7,628,034 

1,133,859 

2,602 

1,035,488 

162,954 

143 

326,700 

54,121 

3,442 

40,968 

6,169 

67,756 

231.977 

21, 544 0 

1 28,340 

C 550,000 i 
1,662,523 

82,900d 

283,385 

26, 873 
52.212 

4,385d 

9.709 


7,843>137 1,309,578 

1,665,674 26,906 




INCOMf DEDUCTIONS 

59 Interest on long term debt 

60 Amortization of debt discount and expense 
Amortizalion of premium on debt— Oedit 

62 Taxes assumed on mterejt 

63 Intcitst on debt to assoaUcd companies 

64 Other Interest charges 

65 Interest charged to cons^niction — Credit 

66 Miscdlaoeous amortization 

67 Miscellaneous income deductiisns 

68 Total Income Deductions 


671 

937,601 

194,228 

26,000 


621,354 

20,601 

9d 





10,792 


6[> 

45,988 

2,234 





1,031 

1,487 

44,276 

15,094 

7,068 

3,623 

19,364 

9,599d 

713 

244,898 

12,363d 



1,087 

567 


1,443 

23 






37.362 

21,002 



7.026 

3.270D 



eabned surplus account 

i 

Earned surplus begmtung of year 

159.311 

Balance transferred from income account 

164,649 

Other credits to surplus 

11,081 

Dividend appropnations— Preferred stock 


Dividend appropriations — Common stock 

168,750 

Other debits to surplus 

5.805 

Earned aurpluj end of year 

160.488 


A, See note (C) to item 43 
B Transportation utility, 


C Not distributed to utility departments. 

D Includes $630,677 restricted as to dividends 
E Heating utility 
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New J eivy 


STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 


Deepwater Light PovEF. Jersey Central Power A Millville Electric Light New Jersey Power A Light 


Light Company 



HLECnUC UnUTY OPERATING INCOME 
Operating leveauM 

Operating expenses 
Depreciition 

Anwrtization of limited term utility investments 
Amertuatjoo of utility plant icquiiitioo adjustments 
Property lossei chargeable lo operations 
Tares Federal tues on income 
Other taxes 

9 1 ToTAir Opejwtinc Revenue Deductions 
ig I Net operating revenues 

111 Ift£:ori^e from electric plant leased to others 


G\S UTILITY OPERATING INCOME 
1 j Operating revenues 

14 Operating expenses 

15 Depreciation 

16 Amortization of limited term utility tavestments 

17 Amortuarion of utility plant acquisition adjurtmeots 
19 Property losses chargeable to operations 

19 Taxes Federal taxes on income 

20 Other taxes 
Total Operating Revenue Deductions 

Net operating revenues 
Income from eas nlant leased to olhen 


Gas Utility Operating Income 


IMCREASE 0;ER INCREASE OVER ' ad RaaniiHT pSoUS YEAR 

AMOUNT PREVIOUS YEAR AMOUNT PREVIOUS YEAR AMOUNT PREVIOUS YEAR AMOUNT | PRE 0 


3.934.737 I 322,88501 16,838,771 


2,565,396 

306,170 



Total U-nuTY Opekatwo Ihcdme 


OTHER INCOME 

49 Income from mcrchinJoe jobbing and contract wotic 
90 Income from oonutilitf operation! 

51 Rev enu« from Ica« of other phj’iical property 

52 Dividiod revenueJ 

5 J Inteioit revenues 

54 Revenues front sinking ind other funds 

55 Miscellaneous nonoperating revenues 

56 Nonoperating revenue deductions 

” Total Othbe Income 



13,623,360 

1,540,860 


791,900 

2.503.355 




HHI 

80.515 

r' ' — ' — 

t 

7.572.846 

918.680 

583,470 

72,841 

5,266,527 

1,527,419 

23,493 

4,598 

504,676 

37,460 

18,000 

7,000d 

185,000 

129,000d 

79,519 

11.067 

717 , 167 

112.781 



iHW I ilMli'Hil IT 


INCOME DEDUCTIONi 
59 Interest on long term debt 
do Amortization of debt discount and eapetue 

61 Amortization of prcniium on debt — Credit 

62 Taxes assumed on interest 

6i Inleiesi on debt lo issociated computes 

64 Other interest charges 

65 Interest charged to constraction— Credit 

66 Misccllsneous amoitnatson 

67 Muccllaneous income deduction! 

68 Total income Dedoctions _ 


54 

1920 

1,227 

709 


2,145 

820 

4,123 

13,1790 

435 

VVlD 

6.704 

iS.lSOo 

1— HI mini 

924,546p 





11, 025 D 

13,337 


176 

1270 


857 

.107 

55,383 


1J7810 

750 


EARNED SURPLUS ACCOUNT 

72 Earned auiplui, beginning of year 

73 Balance Ciansferted from Income account 

74 Other credita to lurplus 

75 Dividend appropriation*— Prefetted itock 

75 Dividend ipptopriatloni— Common stock 

77 Other debits to surplus 

78 Earned surplui, end of year 


Substantially all restricted as to dividends on common stock 
























































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Income and Eariied Surplus 


New Jersey j New Mexico 


New Jericy 
New Mexico 





PuBL 1 c Service Electr ic 

AMQ Gas Company 

Rocklamd Electr 

IC Company 

ti 

1 

ITEM 





*1 

0 


AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 


New Hex i co Electrj c 
Service Corporation 


ELECTRIC UTILlTi’ OPERATING INCOME 


2 

Operating eeperues 

61. 278,611 

10,939,490 

917.880 

740.066 

104,832 

5 

4 

Depreciation 

Afliortizahon of limited term utility uivcstmcnts 

10.633,502 

46,630 

3,594 


5 

Amortization of utility plant acquisition adjustments 






Property losses chatgeible to opcritians 





7 

Taxes Federal taxes on income 

10,221, 004 

1,431,690d 

55,037 

6980 

8 

Other taxes 

15.690.291 

1.250.723 

135. 288 

12.446 


Net operating revenues 

Income from electric plant teased to others 


gas utility operating income 

1 3 Operating revenues 

Operating expenses 
] ) Depreciation 

\S Amortization of limited term utility investments 
17 AmortiEation of utility plant acejuisition adjustments 
13 Property losses chargeable to operations 
jej Taxes Federal taxes on income 

20 Other UxeS 

21 Total Operahnc Revenue Deductions 

22 Net operating revenues 

2i Income fcom eas plant leased to others 


OTHER UTILITY OPERATING INCOME 
25 Operating revenues 

25 Operating ex penses 

27 Depreciation 

28 Amortization of limited term utility investments 

29 Amortization of utility plant acc^uisition adjustments 

30 Property losses chargeable to operations 

31 Taxes Federal taxes on income 

32 Other taxes 

33 Total Operatinc Revenue Deductions 

34 Net operating revenues 

Income from other plant leased to others 



EARNED SURPLUS ACCOUNT 
Earned surplus, beginning of year 
Balance transferred from mcome account 
Other credits to surplus 
Dividend appropnations — Preferred stock 
Dividend appcopHations — Common slock 
Other debits to surplus 
Earned surplus end of year 


AMQRTIZAtIOH of SA5 PLANT ACQUISITION ADJUSTMENTS 

Includes $250, 000 restricted as to dividends 


C Water utility 

D« Represents dividend of 1,500 shares $100 par common stocks 


842507 0 - 49 - 11 























































New Mexico 
New York 


STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Income and Earned Surplus 

No Meneo I No York 



PuBi.(c Service Companv Buffalo Niagara Electric 
OF New Mexico Corpobatiow 


INCREASE OVER 
PREVIOUS TEAR 


Central Hudson Gas 
&. Electric 

CORPORAT ION 


Central New York Power 
Corpora T i on 
(F) 


AMOUNT 

increase OVER 
PREVIOUS YEAR 

t 


4.027.899 

721,250 

2,006,819 

385,736 

231,615 

39,865 

477,358 

226,995 



1 0 Net opefitm j reveoties 

from etertnc pUnt leised ta others 

12 ElECTtiC llnUTV pPElATiyC iNCOKJ 

GAS UTILITY OPERATING INCOME 

13 Operatmg fcveauej 

14 Operatjflg expenses 

15 Depreoition 

16 Amortization of liimtcd-tcrm utility investments 

17 Amortization of utility plant acquuinon adjustments 

18 Property losses ebargeabic to opcratioru 

19 Taxes Federal taxes on income 

20 Other taxes 

23 Total Operating Revenue Deouctwns 

22 Net operating revenues 

23 Incooic fftwi gas plant leased to others 

24 Gas Utility Opekahnc Income 

OTHER unUTY OPERATING INCOME 

25 Operating revenues 

26 Operating expenses 

27 D^rcciation 

28 Arnortiaation of limited tertn utility investments 

29 Amortuatioa of utility plant actjuisitioa adjustments 

30 Property losses chargeable to opefations 

31 Tixo Federal taxes on locomc 

32 Other taxes 

33 Total Opeiatcnc Revenue Deductions 

34 Net operating revenues 

35 Income from other plant teased to others 

36 Other Utvjty Opbiuttnc Income 


TOTAL UTILITY OPEUTTNG INCOME 

37 Operating revenues 

38 Operating expenses 

39 D^recution 

40 Amortization of limited term utility investmeots 

41 Amortization of iltility plant acquisition adjustments 

42 Property losses chargeable to operatioru 

43 Taxes Federal taxes on income 

44 Othec taxes 

45 Total Opezatinc Revenue Deductions 

46 Net operating revenues 

47 Income from utility platit leased to others 

48 Total Unimr Opekatinc Income 

OTHER INCOME 

49 Income from merchandise jobbing and contract work 

50 Income from nonublity opecaboos 

51 Revenues from lease of other physieal property 

32 Dividend revenues 

53 Interest revenues 

34 Revenues from sinking and other funds 

55 Miscellaneous nonopenling revenues 

56 Nonoperating revenue deductions 

57 Total Other Income 

58 GtOSS INCOME 

INCOME DEDUCTIONS 

59 Interest on long term debt 

60 Amortization of debt discount and expense 

61 Amortization of premium on debt — Credit 

62 Taxes assuxned oa interest 

63 Interest on debt to associated companies 

64 Other interest charges 

65 Inlfifcst charged to construction — Credit 

66 Miscellaneous amortization 

67 Miscellaneous mcome ded uctions 
6fi Total Income DepuenoNS 

69 Net Jncomh __ 

DISPOSITION OF NET INCOME 

70 Miscellaneous reservations of net income 

71 Baiince transferred to earned surplus 


EARNED SURPLUS ACCOUNT 
Earned surplus, beginning of year 
Balance transferred from income account 
Other credits to surplus 
Dividend approprutions^Preferrcd stock 
Dividend spproprtahons»*Common stock 
Other debiCf to surplus 
Earned surplus, end of y ~ 


A tcE. $23,322, WATER, $335,686 
B Includes $653,679 restricted as to dividends 

C Includes transfers of $1,040,000 from other reserves, $335,090 from 
CAPITAL SURPLUS, AND $149,745 FROM RESERVE FOR DEPRECIATION 


Reservation of net income "-or acquisition of new utility 
PLANT OR or company's BONDS 

Report reflects acquisition of Northern Development Corp , 
ACQUIRED July 31, 1948 

luf'iiinre i/I HAO OTiA d r e t- o i y-t c r. e. -r ^ rs «« 























































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 



EARNED SURPLUS ACCOUNT 

72 Earned surplus beginning of ^etr 

73 Balance transferred from income account 

7< Other credits to surplus 

75 Dividend appropriations — Preferred stock 

7d Dividend approprutions — Common stock 

77 Other debits to surplus 

78 Earned surplus, end of vear 


Includes $16,531,973 restricted as to dividends 
Provision tor sinking fund 

Includes $437,865 transferred from other reserves 


D Cumulative preferred dividends in arrears $14,298,073 
E. Includes $4,980,704 applied to reduction in book cost of 

INVESTMENT IN ASSOCIATED COMPANY 

















































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 


New York State Electric 4 Niagara Falls Power Orange anO Rccklano Patchosue Electric Light l 

Gas Corporat lOH Company, The Electr i c Company, The Company, The i 



EtECTRIC UTILITY OPERATING INCOME 
OperiUing revenues 

Operation expeoses 
Depreciation 

Araoftizaljoo of Umitet! term utility investments 
AiBGftization of utility plant actjuuicton idjustnicnti 
Property bases chargeable to operattom 
Taxes Federal taxts on income 
Other taxes 

Total Opwattnc REVfNUt DfinuenoNs 

10 Net operating revenues 

11 Incocpe from electric plant leased to others 

12 Electmc Unurv QpEBAnNp Income 


GAS UTlLiry OPER \TTNG INCOME 

13 Operating revenues 

14 Operating expenses 

15 Depreciation 

1(S Amortixition of hmited term utility investments 
1 7 Amortiution of utility plant acquisition adjustments 
la Property Josses chargeable to operations 
Ip Taxes Federal taxes on income 

20 Other taxes 

21 Total Operating Revenue Deductions 

22 Net operating revenues 

23 Income from gas p lant lease d to Others 

24 Gas Utiuty Opeiuttnc Income 

OTHER UTIUry OPERATING INCOME 

25 Operating revenues 

25 Operating expenses 

27 Depreaation 

2 a Amortiaation of limited teor utility investments 

29 Amortization of utility plant acquisition adjustments 

30 Property Josses chargeable to operations 

31 Taxes Federal taxes on income 

52 Other taxes 

35 Total Operating Revenue Deductions 

34 Net operating revenues 
55 locome from other plant leased to others 
55 ~ Other Utiuty QpEHATtNC iNCQUE 



TOTAL UTILITY OPERATING INCOME 

t 

37 

Operating revenues 

45.043.069 

38 

Operating expenses 

29,087,913 

39 

J!>epreciatiOn 

3,803,320 

40 

Amortiza ion of limited term utility investments 


41 

AsMituii/on of utility plint acquisition adjustroenb 


42 

Property losses chargeable to operations 


43 

Taxes Federal taxes on income 

1, 627,200 

44 

Other taxes 

4.231.193 

45 

Total Operating Revenue Deductions 


46 

Net operating revenues 

6,293,442 1 


47 Income from utility plant leased to others 

48 Total UTiun Operatiwc Income 

OTHER INCOME 

49 Income from merchandise jotting and contract work 

50 Income from nonutility operations 

51 Revenues from lease of other physical property 

52 Dividend revenues 

53 Interest revenues 

54 Revenues from sinking and other funds 

55 Miscellaneous nonoperating revenues 

56 Nonopcfating revenue deductions 

57 Total Other Income 

58 Gross Incohe 

INCOME DEDUCTIONS 

59 Interest on long term debt 

60 Amortiiation of debt discount and expense 

61 Amortization of premium on debt — Credit 

d2 Taxes assumed on interest 

65 Interest on debt to associated companies 

64 Other interest cha rges 

65 Interest cho-Tged to construction — Credit 

66 Miscellaneous amortization 

67 Miscellaneous income deductions 

6a Total Income DgDuenoNs 

69 Net Income 

DISPOSITION OF NET INCOME 

70 Misccllujeous reservations of net income 

71 Balance tnosfeffei to earned surplus 


EARNED SURPLUS ACCOUNT 

72 Earned surplus beginning of year I 

75 Balance transferred from income account 

74 Other credits to surplua i 

75 Dividend appropnahnns-Y'-Prefcrced^tock 

76 Dividend appropnahons— Common stock 

77 0 *her debits to serplu* 

1 ainedsurp'us end 0 yei I 


A HtATiNs ^^57,473, transportation 1318,163 Transportation utility 
SOLD Oct 20, 1948, 

B Represents adjustment or eheBoeNcy diversion reserve 

r I K- f *■ *-1 QO/L -ion klr Vnou c,. F » r r, n 



D Includes ^ZOOjOOO transterreo to capital stock, $38,066 trans^ 
FERRED TO reserve FOR DEPRECIATION OF ELECTRIC PLANT, ANO 
$ 47,400 applied to reduction in BOOK- COST OF ELECTRIC PLANT 



















































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 



Queens Borough Gas and Rochester Gas and Electric Rockland Light and Power 
Electric Company Corporation Company 


AMOUNT PREVIOUS YEAR AMOUNT PREVIOUS TEAR AMOUNT PREVIOUS YEAR AMOUNT 1 PREVIOUS YEAR 


ELECTRIC UTILITY OPERATING INCOME 
Operiting revenues 

Operating expenses 
Deprecuboo 

Amortization of limited terra utility investments 
Amortization of utibty plant acquisition adjustments 
Property losses chargeable to operations 
Taxes Federal taxes on income 
Other taxes 

Total Opejutino Revenue Deductions 
JO Net operating revenues 

jl In come from electric plant leased to others 

12 Elecituc Utility Opekattnc Income 

GAS UnUTY OPEEA-TING INCOME 

1 3 Operating revenues 

J4 Operating expenses 

15 Depreciation 

16 Amortization of limited term utility investments 

17 Amortization of utility plant acquisition adjustments 

18 property losses chargeable to operations 

19 Taxes Federal taxes on income 

20 Other taxes 

21 Total Operating Revenue Deductions 

22 Net operating revenues 

23 Income from gas plant leased to others 

24 Gas Utility Operating Income 

OTHER UnUTY OPERATING INCOME 

25 Operating revenues 

2 S Operating expenses 

27 Depfcciition 

23 Amortization of limited term utility investments 

29 Amortization of utility plant acquisition adjustments 

30 Property losses chargeable to opentions 

31 Taxes Federal taxes on income 

32 Other taxes 

33 Total Operating Revenue Deductions 

34 Net operating revenues 

35 Income from other plant teased to others 

36 Other Utiutv Operating Inco^ie 


TOTAL UTIUTY OPERATING INCOME 

37 Operating revenues 

38 Opcfatmg expenses 

39 Depreciation 

40 Amortization of limited term utility investments 

41 Amortization of utility plant acquisition adjustments 

42 Property losses chargeable to operations 

43 Taxes Federal taxes on mcome 

44 Other taxes 

45 Total Operatinc Revenue Deouchons 
4d Net operating revenues 

47 Income from utility plant leased to others 

48 Total UriLfry Operating Income 

OTHER INCOME 

49 Income from merchandise jobbing and contract work 

50 Income frorn nonutility operations 

51 Revenues from lease of other physical property 

52 Dividend revenues 

53 Interest revenues 

54 Revenues from sinking and other funds 

55 Miscellaneous nonoperating revenues 

56 Nonoperating revenue deductions 

57 Total Other Income 

58 Gross Income 

INCOME DEDUCTIONS 

59 Interest on long term debt 

60 Amortization of debt discount and expense 

61 Amortization of premium on debt — Credit 

62 Taxes assumed on interest 

63 Interest on debt to assocuted companies 

64 Other interest charges 

65 Interest charged to construction~Credit 

66 Miscellaneous amortization 

67 Miscellaneous Income deductions 

68 Total Income PEpuenoNs 

69 Net Incokb 

DISPOSITION OF NET INCOME 

70 Miscellaneous reservations of net income 

71 Balance transferfcd to earned surplus 


EARNED SURPLUS ACCOUNT 
Earned surplus begmnmg of year 
Balance transferred from income account 
Other credits to surplus 
Dividend appropriations — Preferred stock 
Dividend approprutions — Common atod. 
Other debits to surplus 
Earned surplus end of year 


4.551.644 I 390.1011 18.027.988 1.571.401 4,293.164 


268,435 1 , 6 llo 2 , 533 , 877 

51,137 2,400 429,807 

30,463 


35,894 a, 253 

92.035 5.195 


EiiMKaa 




94,897 I 28.085 




2,278,467 

396,287 


241,324 

509,654 



3,774,498 381,6311 867,232] 109,895d 


715, 513 

6,259,220 

13,114 

615,610 


13,000 


1 1 



128.372 

158,340 


235,745 23,699 



6,395,927 

1,043,994 

608,047 

26,067 

102,853 

45,080 

1.019.676 

76.999 




17,141,175 

2,409,446 


9 II 


152 

608 

1,122 

996 


31,475 

6,475 

688, 235 

2,249 

1,998 

7,947 
13,262 
' 3,147 

585 

68 

54, 204 

3,740 

3,740 

2,675 

5.802 

5,679 

13,019 





1,329,743 
4, 973 
31,490 
83 

12 

241,576 

6,777 

3,683 

750 

180,926 

126,732 

81,730 

73,669 

371,074 

228,336 

74,094 

62,036 

61.677 

22.991 

1.995 

_ 908 


A Cumulative preferred dividends in arrears $4,412,760 
B Heat i ng utility 

C Includes $8,395,521 restricted a>s to dividends on common stock 


D Includes 4402,818 applied to reduction of capital stock 

EXPENSE, $334,132 APPLIED TO REDUCTION IN BOOK COST OF UTILITY 
PLANT, and $215,925 TRANSFERRED TO CAPITAL SURPLUS 









































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Income and Earned Surplus 


I 


St Lavrehce River Power 
C oMPXNT, The 


Statem Islaho Edison 

CoftPORAT ION 


Westchester Uigkt [ng 
Company 


Yonkers Electric Light 
AND Power Compant, The 


ELECTRIC UnUTV OPERATING INCOME 
Operating revenues 

Operating expeiucs 
Deprecation 

Amortizatioo of bnuted term utiltty investments 
Ajnortizabon of utility plant aequilUiOn adjusttnents 
Property Icoies chirgcablc to opcnoooi 
Taxes Federal uxes on income 
Other taxes 

Total Opbutinc Revinue Deductions 
1 0 I Nft operating revenue? 

Ill Intocoe from electne plant leased to others 


1.433.998 

9.3540 

5,318.728 

935,418 

167,887 

3,017o 

1,428 

3,307,284 

550,000 

75,000 

132.178 

4,000d 

2.232 

225,500 

724.108 




123,513 

5,997d 

j 511,836 


5.997P 

mm^m mr~f 




OTHER. UnUTY OPERATING INCOME 



25 

Operating revenues 

A 117,808 

10,890 

26 

Operating expenses 

83,101 

5,272 

27 

Depreciation 

1,390 

164 

28 

Amortixation of limited term utility mvestments 



29 

Amortizabon of utility plant ac^isitiun adjustments 



iO 

ProfK/ty laua dutgablt to op<ntiooi 

11,000 

2,000 

31 

Taxes Federal taxes on income 

32 

Other uxa 



33 

Total Opuatino Rsvsnue Deducdons 

99.313 

, 7.147- 

34 

Net operating revenuo 

18,494 

3,743 





3« 

Other utiutv 6pEAA-nNo Income 


1 1 at.7'^?..L 



TOTAL UnUTY OPERATING INCOME 
3? Operating revenues 

38 Operating expenses 

39 Depreciation 

40 An^rtizition of limited term utility mvestments 

4t Amortoation of utility plant accpntion adjustmeats 

42 Property losses chargeable to opCrabOCU 

43 Taxes Federal taxes on income 

44 Other taxes 

4> Total Opeeatwc Revenue Deouchons 
1 46 Net operating revenues 
47 Income /rom utility plant leased to others 


OTHER INCOME 

49 Income from rnerchandue, jobbing and contract work 

50 Income from nonutility operations 

51 Revenues from lease of other physical property 

32 Dividend revenues 

53 Interest rcvenuci 

54 Revenues from unking and other funds 

35 Miscellaneous nonoperating revenues 

56 Nonoperating revenue deductions 

57 Total Other Income 


t 

1.551.806 

1.536 

1 

5.318.728 

409,079 

S 

28,279,932 

2,822.711 

t 

5.059,007 

605.327 


1,018,520 

169,278 

2,255 

1,592 

3,307,284 

550,000 

44,832 

137,500 

20,597,054 

2,100,000 

2,619,923 

300,0000 

2,377,787 

625,000 

281,766 

25,000d 


86,000 

136.000 

2,OOOd 

1.942 

225,500 
724 - 108 

57,300 

96,832 

130,000 

3.344.294 

10,0000 

149.916 

400,000 

761.880 

89,373 

40.732 




511.836 

4,161 

1,2140 


1,677 

1,3980 


1,321 

118 

3,162 

610 

5.053 

450 D 

118 



218,454 146 


1,958 



130d 


26Qo 

18, 190d 



828d 

2, 159 


7720 


7d 


EARNED SURPLUS ACCOUNT 
Earned suipliu, begianing of year 
BalaiKe traniferred from income account 
Other uedit] to surplus 
Dividend appropnations-'Prcfened stock 
Dividend ippropriations— Common itodc 
Other debits to surphu 
Earned surplus, end of year 


A* Water utu ity 

0» IhCLUOES i42,000 PRaVlSlON for possible rate reduction 
C Includes 11,997,756 applied to reduction ir book cost of electric plant 


Includes $2,900,000 restricted for use in adjustment of 
depreciation reserve 






































































STATISTICS OF ELECTRIC UTIUTIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Income and Earned Surplus 



Carolina Power i Light 

Dufe Power Company 

Nantahala Power and 

Company 


Light Company 



■# 


INCREASE 0VE1 INCREASE OVER 

AMOUNT PREVIOUS TEAR AMOUNT PREVIOUS TEAR 


ELECTRIC UTILITY OPERATING INCOME 
Opcntiog rcTcnues 

Operating expenses 
Depreaatioa 

Aiuortiiiliofl of Lmited tenn utility investinenb 
Amortuation of utility phnt accpnsibon adjustiMnts 
Property losses durg^le to operations 
Taxes Federal taxes on income 
Other taxes 

Total Opeiating Revenue Diductions 
JO I Net operating revenues 
1 1 I Income from electric plant leased to others 




13, 365, 156 2, 774, 769 

NR 


32,989,619 6,151,386 

5,322,370 599,632 


688,727 481,460o 



OTHER UTIUTY OPERATING INCOME 
23 Operating revenues 

26 Operating expenses 

27 Depreciation 

28 Amortuation of iimited term utility investments 

29 Amorttaabon of utility plant acquisition adjustments 
y} Property losses chargeable to operations 

51 Taxes Federal taxes on income 

52 Other taxes 

53 Total Opejuttng Revenue Deductions 
34 Net operating revenues 

33 Income from other plant leased to others 





—11 

A 36,378 

28,641 

7,487 

766 

5,770o 

9560 

36.129 

6.7260 

248 

7,493 


7-493 




2.185.592 

232.805 

2,350,952 

414,942 

179,151 

13,974 

254.515 

14.125 

— Hil IP U ■HI H !■ 


599.026 ) 210,236d 




27, 1760 

E 5,626,567 

301,844 

50,979 

5,301, 265 

733, 542 


396,220 

56,102 

10,493d 

5,989 

1, 205d 




496 , 270 
134, 192 


1,954,849 I 228,657 | 4,311,610 | 670,878 215,964 


170,098d im 



TOTAL UTIUTY OPERATING INCOME 

37 Operating revenues 

38 Operating expenses 

35 Depreciation 

40 AnMiUzation of limited term utility investments 

41 Amoftization of utility plant acquisition adjustments 

42 Property losses chargeable ro opcratioos 

43 Taxes Federal taxes on income 

44 Other taxes 

4j Total Opeiattnc Revenue Deductions 

46 Net operating revenues 

47 Income frotn utilily plant leased ro others 


OTHER INCOME 

49 Income from merchandise jobbing and contract vmrk 

50 Income from nonutility opcratioos 

31 Revenues from lease of Other phy»cal property 

32 Dividend revenues 

53 loterest revenues 

34 Revenues from sinlcing and other funds 

33 Miscellaneous rmnoperating revenues 

36 Nonoperating revenue deductions 

57 Total Othia Income 


976,504 

507,254 


420,000 

249.582 


189,000d 

25.6590 


15o 

835,451 


13,864,879 

1,650,000 


1,954,849 

2.906.502 


2,825,748 

150,000 


218, 164 
390.378 


40,641,836 

5,897,741 


4,317,599 

7.778.393 


7,299,870 

669,708 


669,673 

1.004.574 




INCOME DEDUCTIONS 
Interest orv long term debt 

60 Amortiution of debt discount and expense 

61 Amortiaation of premium on debt — Credit 

62 Taxes assumed on interest 

63 Interest od debt to associated companies 

64 Other interest charges 

65 Interest charged to construction — Credit 

66 Miscellineous amortizahon 

67 Miscellaneous income deductions 
^ Total Income DEouenoNS 


DISPOSITION OF NET INCOME 

70 Misceilaoeous rcserviUons of net income 

71 Balance transferred to earned 


96,055 

104.395 


496,270 51,676 38 

134, 192 20, 209 39 


215,964 103,790o 43 

221.301 I 37,060 1^4 

45 

170,098d 1 46 


] 111 


1,239d 49 



l,710o 59 


EARNED SURPLUS ACCOUNT 

72 Earned surplus, beginning of year 

73 Balance transferred from income account 

74 Other credits to surplus 

75 Dividend ippropnttions — Preferred stock 

76 Dividend appropriations — Common stock 

77 Other debits to surplus 

78 Earned surplus, end of year 


NR Not reported 
A Water utility 
B Transportation utility 


S 

1 

1 

628.903 

6.408.781 

24.339.587 



C Amortization of electric plant acquisition adjustments 
D Includes ^5, 902,456 restricted as to dividends on common stock 
E Transportation, $5,387,717, water, $238,850 
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STATISTICS 


North Carolma 
H Dak Ohio 


OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEIvIBER 31. 1948 

Income and Earned Surplus 


North Carolina ( North Dakota 


North Dakota i Ohio 


ELECTRIC imUTY OPERATING INCOME 
Operating revenues 

Operating expenses 
Depeciation 

Amortrzatjon of limited term utility investments 
Araortixation of utility pUnt accjiasition adjustments 
Property losses chargeable to operations 
Taxes Federal taxes on income 
Other tares 

Total Operatino Revenue Deductions 
Net opcratini revenues 
Income from elearic plant leased to others 


Electtuc Utiutv Operating Income 


GAS UTlLtrY OPERATING INCOME 
Operating revenues 

Operating expenses 
D^reciation 

Amortisation of limited term utility investments 
Amoctiaation of utility plant acquisition adjustments 
Property losses chargeable tooperatioas 
Tixa federal tuu on tneome 
Other taxes 

Tqtal Operatinc Revenue Deouctioss 
Net operating revenues 
Income from gas plant leased to others 


Giva UriLfry OpexAnva Incoke 


OTHER UTILITY OPERATING INTOME 
Operating revenues ^ 

Operating expenses 
Deprenation 

Amortiaation of limited term utility investments 
Arrvortization of utility plant Acquisition adjustments 
Property losses chargeable to operations 
Taxes Federal taxes on income 
Other taxes 

Total OPERATiwa Revenue Deoucttons 
Met operating revenues 

Income from other plant leased to others 

Other i/ttuty OpefUTiNC Income 


T I DE Water Power 

Company 

Montana-Oakota Utilities 

Co 

(B) 

Otter Tail Power Company 

Buckeye Light 
Company , 
(0) 

1 Power 

The 

AMOUNT 

increase OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

amount 

increase ovfr 

PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

i 

4 , 283 , 832 

522.317 

i 

5.250*269 

911,965 

s 

8.953,899 

1.317.082 

$ 

279,906 

52,811d 

2,673,177 

232,909 

545,743 

28,023 

2,950,337 

723,573 

545,073 

124,423 

5,627,692 

798,521 

1,110,482 

107,259 

125,103 

23,010 

56, 282 D 
5,207d 

287,300 

Ann 

30,900d 

53.404 

334,969 

593,115 

5,236d 

85.008 

412,500 

1.000.328 

16,500 

98.876 

37,800 

22.396 

6,700 

6,317d 

irnam^trmsrsKmetssmm 

596 . 275 

4.601.995 

749 . 268 

7.S39.043 

1.333.118 

208,310 


579,645 

73,957d 

648,273 

162,697 

1,114,856 

16, 035 0 

71,596 

tij icyo 


73. 957 D 

648.273 

1627657' 

1.114.856 

16. 035 D 

71 . 596 

8.296 


93.821 

5.601.423 

236.143 

23 . 467 

88 



785,055 

31,863 

105,428 

606 

2,475,437 

876,916 

147,970 

33,295 

17,658 

4,829 

3,541d 

271 




13.6660 

361,516 

442.267 

63,277d 

13.161 

2.70a 

9 




9? 368 


131.149 


3T255B 




1,453 


104^993 


3,348 

. 




1 ^453 

1.445.285 

li'inni 

EBSio^^ 

3.348 



A 62,156 

6,049 

G 215,183 

23,659 

195,552 

4,331 



38,222 

4,892 

8,619 

95 

153,488 

30,125 

7,589 

3,312 

125,435 

19,383 

2,841d 

458 



2,700 

lA 77^ 

3,099d 

2.521 

13,946 

13.486 

13,946 

1.549 

19.161 

4.091 




8 1.36 

211.047 

— m 1 ii ■ 

■■■^KISnCTSiai 

1.710 


— 

9 '567 

2,086d 

4,136 

2,737d 

31,571 

2,620 



9.567 

2,0860 

4,136 

277370 

■ 3l,57l 

2.620 







4 


$ 


i 


S 


5.213.379 

622.189 

11,066.876 

1.171,768 

9,172,920 

1,321.503 

279.906 

52. 811 D 

3,496,455 

269,666 

659,790 

28,730 

5,579,263 

1,630,615 

700,632 

161,031 

5,770,786 

822,735 

1,104,100 

107,990 

125,103 

23,010 

56,282o 

5,207d 

290,000 

585.017 

34,000d 

42.258 

710,431 

1.048,869 

54,5680 
99 ,719 

412,500 

1,022,198 

16, 500 
102,978 

37,600 

22.396 

6,700 

6,317d 

4.641.138 


“■ 8.^9li80 

— go67ai5' 

E S,0287’22Cr' 



— HIUlll 

572,241 

74,591q 

2.097,695 

264,953 

1,144,699 

10,066d 

71,596 

8,296 


74', sol's 

2V097.S95' 

ssarvsT 

17144T6y?r 

10, 0^6d 


8.296 

78 

362 

78 

1,3540 

147,970 

184,6980 

23,042 

4,951 

2,935 

5,865 
12, 137 
640 

3,241 

1, 820d 

1,312 

129 

4,966 

2, 7370 

280 

825 D 



16,652 

78 

10,589 

78 

407 

5140 

36,614 

2,637 

43,408 

1,585 

214 

207 0 

IS337" 




1 

I— 



590.568 

— 1 wiir 




49.568 



160,373 

10 

20,823 

f3.6a5\ 

10,744 

1660 

27d 

1,749 

131 d 

550, 188 
6,081 
5,091 

40,815 

97,238 

D 80,000 
5.359 

123,703 
3,040 
83 0 

4, 6460 
15,990 
16,250 
1, 105 

335,921 

1,710 

457 

19,262 

168,785 

27 . ISO 

101, 193 
1,386 
9d 

17,364 

84,047 

gg.953- 

4,476 

125 

11,9680 

13 

22ac 

BMMBHiilllil i‘W 

■*■1 ■! ■ 

1—— 1 liBitFW 



1— IWl 1 1 ■ 

4.602 

12.233n 





995.054 

9. 192.11 

4.5.0 

1R;‘t02 


77. 396 D 

1.670.925 

46.543d 

995.054 

9.192d 

70,450 

18. .502 


TOTAL UTTUTV OPERATING INCOME 
Operating revenues 

Operating expenses 
Deprecation 

Araortixation of limited reitn utility investtnents 
Amortuation of utility plant acquisition adjustmenb 
Property losses chargeable to operations 
Taxes Federal taxes on income 
Other taxes 

Total Operating Revenue DfiDuenoNS 
Net operating revenues 

Income from utility plant leaaed to othen 


Total Utilitv Operating fNCONE 


OTHER INCOME 

Income from merchandise jobbing and contract worh 
Income from nonutility operations 
Revenues from lease of other physical property 
Dividend roveaucs 
Interest revenues 

Revenues from sinking and other funds 
Miscellaneous nonoperating revenues 
Nonoperating revenue deductions 
Total Other Income 


Gross Income 


INCOME DEDUCTIONS 

Interest on long term debt 
Amortization of debt discount and expense 
Amortization of premium on debt — Credit 
Taxes aasurned on interest 
Interest on debt to associated companies 
Other interest charges 
Interest charged to construction — Credit 
Miscellaneous amortization 
Miscellaneous income deductions 
Total Ir-tcoxcE Deductions 


Net Income 


DISPOSITION OF NET INCOME 
Miscellaneous reservations of net income 
Balance transferred to earned surplus 


EARNED SURPLUS ACCOUNT 
Earned surplus beginning of year 
Balance transferred from income account 
Other credits to surplus 

Dividend appropmlions— Preferred stock 
Dividend appropriations — Common stock 
Other debits to surplus 
Earned surplus end of year 


t 

1.031.590 

1 

1.414.242 

i 

1.748.604 

413,046 

1,670,925 

995,054 


1.019 

30. 188 

40,906 

416,283 


237,343 

789,130 

510,160 

18.445 

33.380 


1.147. 940 

1.847.593 

■■ M yjTrwji-diMiiii^^ 


503. 7C 


70 , 4 % 


Water UTtuirv. 

Report REroccTS ^csuisition of Sheridan County Electric Co , acquired 
July 14, 1947 
Heat ing util ity 

Amortization of electric and gas plant acquisition adjustments in 
THE AMOUNTS OF $30,000 AND $50,000, RESPECTIVELY 


E. Heating, $103,703, water, $91, 850. 

F Includes $1,016,749 restricted as To dividends on common stock 
G All of company's properties acquired by Dayton Power 4, Light 
Co ON Sept 30, 1948 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 19^8 

Income and Earned Surplus 



Central Ohio Light & 
Power Company 


Cincinnati Gas t Electric 
Company, The 


Cleveland Electric Columbus and Southern Ohio 

Illuminating Company, The Electric Company 


ELECnuC UnUTY OPERATING INCOME 
OperaUog revenues 

Operating expenses 
Depreustioa 

Amoftizition of limited term utility investments 
Amortization of utility plant acquisition adjustments 
Property losses chargeable to operations 
Taxes Federal taxes on income 
Other taxes 

Total Operatinc Revenue Deductions 
Net operating revenues 
Income from electric plant leased to others 


rffSPaiTiiM 


GAS UTILITY OPERATING INCOME 
1 1 Operating revenues 

14 Operating expenses 

15 D^rccudon 

16 Amortization of limited term utility investments 

17 Amortization of utility plant acquisition adjustments 

1 8 Property Josses chargoble to operations 

19 Taxes Federal taxes on mcome 

20 Other taxes 

21 Total Opexatinc Revenue Deductions 

22 Net operating revenues 

23 Income from gas plant leased to others 

24 Gas UrtuTY Operatinc Income 

OTHER UTILITY OPERATING INCOME 

25 Operating revenues 

26 Operahog expenses 

27 Depreciation 

28 Amortization of limited term utility investments 

29 Amortization of utility plant acquisrtion adjustments 

30 Property losses chargeable to opeotions 

31 Taxes Federal taxes on income 

32 Other taxes 

33 Total Operating Revenue Deductions 

34 Net operating revenues 

35 Income from other plant leased to otben 

36 Othex Unury Operatinc Income 


amount 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

i 


i 

3.573.506 

550.915 

34.698.926 

2,342,678 
227, 101 

427,078 

9,243 

19,517,821 

2,659,369 

204,723 
Z51 Atl 

66,707 

38.431 

3,305,172 

2.505.212 



TOTAL UTILITY OPERATING INCOME 

37 Operating revenues 

38 Operating expenses 

39 Depreciation 

40 Amortizatton of limited term utility investments 

41 Amortization of utility plant acquisibon adjustments 

42 Property losses chargeable to operations 

43 Taxes Federal taxes on income 

44 Other taxes 

45 Total Operating Revenue Deductions 

46 Net operating revenues 

47 Income from utility plant leased to others 

48 Total Utiuty Opexatinc Income 

OTHER INCOME 

49 Income from merchandise jobbing and contract work 
Income from nonutility operations 

31 Revenues from lease of other physical property 

32 Dividend revenues 

33 Interest tevenuts 

34 Revenues from sinking and other funds 

33 Miscellaneous nonpperating revenues 

36 Nonoperating revenue deductions 

57 Total Othex Income 

58 Gros$ Income 

INCOME DEDUCTIONS 
39 Interest on long term debt 

60 Amortization of debt discount and expense 

61 Amortization of premium on debt — Credit 

62 Taxes assumed on interest 

63 Interest on debt to assoaated companies 

64 Other interest charges 

63 Interest charged to constniction — Credit 

66 Miscellaneous amortization 

67 Miscellaneous mconoe deductions 

68 Total Income Deductions 

Income 

DISPOSITION OF NET INCOME 

70 Miscellaneous reservations of net income 

71 Balance transferred to earned surplus 


|r*RN — ‘!I KPT « 

72 , Ta rr vi , n 11 . vrar 

73 Bi II r I r e t ir n- 1 n 

74 Other credits to surplus 

73 Dividend appropciations^Ptefecccd stock 

76 Dividend appropriations — Common stock 

77 Other debib to sOrpius 

78 Earned surplus, end of year 


A Heat i ng utility 

B Includes ^64^291 additional provision for prior years' fcoeral income 

TAXES AND ^lj729 APPLIED TO REDUCTION OF INTANGIBLE PLANT 

C Heating $217,336, water $32,131 

D Prior years' earnings, $8,915,900 less relate? taxes $3,502,447, 

PREVIOUSLY IMPOUNDED PENDING DECISION ON CONTESTED MUNICIPAL 
ORDINANCE REDUCING ELECTRIC AND GAS RATES 


E Includes $5,822,639 restricted as to dividends on common stock 
f Transferred from reserve for postwar adjustments* 

G Heating $24,854, transportation $4,166, 064 

H Includes $6>988,278 restricted as to dividends on common stock 
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STATISTICS OF ELECnUC UTILITIES IK THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 




D*rTC3M PoUER AHO LlSHT 
Company, The 
(A) 


Greenville Electric Lignt Imarietta Electric Company, Ohio Epison Company 


AND Power Company, Tre 
(D) 


increase OVER 
PREVIOUS YEAR 


ELECTRIC UTIUTV OPERATING INCOME 
Opentifig tevenues 

Operating expeiues 
Dcpreo^ioa 

AroortmtHM of lucited term investoosts 
AjnortBsMn oF oultty pUnt aci)ui:5itioa adjustoxnts 
Proper^ Josses cbarge^Je to operatioas 
Teaces Fetkf al txxes^ on lacome 
Other uxea 

Total Opmujic R£v*nub Deouctions 

Net opentuig revcoues 

Incixne from electric plant leased to others 


GAS imUTY operating income 

13 Operating revenues 

14 Opentiag eipenics 
13 Depreciation 

16 Amoctiaatfoo of lunited tetm utility tovcstmeiUs 

17 Amoftuation of udlity plant accpiisition adfastments 
Iff Property l<ass« chargeable to opcfafloeu 

ig Fsilerat [axes qc income 

20 Other taxes 

21 Total Opejuting Revwoi Deouciions 

22 Met operanog revenues 

23 fnccnie from gas plant leased to otben 

24 Gas Uituty OPEtATiNc Income 

OTHER UTIUTY OPERATING INCOME 

25 Operating revenues 

26 Operating expenses 

27 Depreciatioft 

28 AnwrtizatjOQ of limited term utility investments 

29 Ainortization of utility plant acquisition adjustments 

30 Property losses ckargobie to operatioos 

31 Taxes Federal tai^ on income 

32 Other taxes 

33 Total OPsiiAnNC Revinue D^uctwns 

34 Met operating revenues 

35 lococne from other plant [eased to others 

16 Other UTiun Opekatinc Income ~ 


TOTAL imUTV OPERATING INCOME 

37 OpenUog revenues 

38 Opecatug expenses 

39 Deptectatioa 

40 Amorti2ation of linnted term utility investmmts 

41 Amortiaation of utility plant acquiaiUoa cdfoatiDeiits 
: 42 Property losses chargeable to openhoos 

43. Taxes Federal taxes on income 

44 Other taxes 

45 Total Opeeatinc Revenue Deductions 
45 Net opentmg revenues 

47 Jficome from utility plant feancd to others 


OTHER INCOME 

49 Income from mcichandtsc, )obbing and contract v/orfc 

50 Income from nooutility operatioos 

5 1 Revenues from lease of other physial property 

52 Dividend revenues 
33 Interest revenues 

54 Revenues from sinking and other Funds 

53 Miscellaneous nonoperating revenues 

3d NooopcnCiQg revenue deductions 

Total Otheb Income 


INCOME DEDUCTIONS 
59 Interest on long tenn ddat 
do Amortization of debt discount and expense 
Amortization of premium on debt — Credit 

62 Taxes assumed on interest 

63 Interest on debt to associated ompanies 

64 Other interest charges 

65 Interest charged to constniction — Credit 

66 Miscellaneous unortiiation 

67 Miscellaneous income deductions 

68 Total Income Deductions 


DISPOSITION OF NET INCOME 

70 Miscellaneous reservations of net inconne 

71 6alsi>ce trarufetred to earned surplus 


earned surplus account 

72 Earned surplus, beginning of year 

75 Balance tnnsrerred from income account 

74 Other credits to surplus 

73 Piyidend appropriations— •Preferred stock 

76 Dividend appropriations— Common stock 

77 Other debits to surplus 

78 Earned surplus, end of year 


a3.560.77al 2.762.302 


12,447,271 

1,785,985 



PREVIOUS year 

AMOUNT 1 

PREVIOUS year 

123.168 

s 

36,466,593 

1,219.492 

66,210 

18,300 

386 


18,372,688 

2,852,760 

1,515,410 

154,452 

2,400 

10.750 


3,693,400 

3,233,291 

395,7000 

295.645 



— r friTwnii 


25,121 

1 8,314,453 

1 350, 3 15 D 

25 121 

fclWHWIH 

mm.i I'lriin 



Report reflects acquisition or all properties of Bradford &. Qettysburg 
Electric Lioht i Power Co , Brookville &. Lewisburg Electric Lighting 
Co , Buckeye Light &. Power Co , Eaton Lighting Co , Grefmville Electric 
Light 4. Power Co , Mev Madison Lighting Co , and Western Ohio Public 
Service Co-j acquired Sept 30, 1948. 

Heating ^1,176,979, water $62,761 


C Includes $4,327,749 restricted as to dividends on common stock 
D All qf company's properties acquired by Dayton Power A. Light 
Co ON Sept 30, 1948 
£ Heating utility 

r* Amortization of electric plant acquisition adjustments 
G [ncludes $4,036,547 restricted as to dividends on common stock 







































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Income and Earned Surplus 


157 



ITEM 

Ohio-Miolahd Light and 
Power Company 




AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 



Oh I D PuBL 1 c Service 
Company, The 

(n 

Toledo Edison Company, The 

amount 

INCREASE OVER 
PREVIOUS YEAR 

amount 

INCREASE OVER 
PREVIOUS YEAR 


EiEcnuc unury opekating income 

1 Openumg levenuei 

2 Opcntjflg expcDses 
} D^reciaboa 

4 Amortiatjon of limited tcim utility mvcjtmeats 

3 Amomzitioo of utility pUflt ic^tmiUoo adjiutnsents 
^ Property losses charg^lc to operstions 

7 Taxes FedenJ taxes on uicoooe 
g Ocber taxes 

9 Total Opexatwc Riven ue Deouctions 

IQ Net operatiog revenues 

Inco^ from electnc plant leased to others 

12 ELEcrmc Uninv Opiiatinc Income 

GAS imUTY OPERATING INCOME 

13 Operating revenues 

14 Operating expenses 

13 D^reoatJoa 

16 Amortiaatioo of limited term utility invcstroents 

17 Amortization of utility plant acquisition adjustments 

I g Property losses chargeable to operations 

19 Taxes Federal taxes on income 

20 Other taxes 

21 Total Opejwtinc Revenue Deducttons 

22 Net operating revenues 

23 Income fr om gas plant leased to others 

24 Gas Utiuty Operatinc Income 

OTHER LTnUTY OPERATING INCOME 
23 Operating revenues 

2<5 Operating expenses 

27 D^eciattoo 

23 Amortization of limited term utility investmenu 

29 Amoftmtion of utility plant acquisition adjustments 

30 Property losses chargeable to operations 

31 Taxes Federal taxes on mcome 

32 Other taxes 

33 Total Operating Revenue Deductions 

34 Net operating revenues 

33 Income from other plant leased to others 
3^ Other UTTiiTV Operatinc Income 


TOTAL UnUTY OPERATING INCOME 
37 Operatiog revenues 

3B Operating expenses 

39 Depreciation 

40 Arnortization of limited term utility investments 

41 Amortization of utility plant acrjuisition adjustments 

42 Property losses chargeable to operatioas 

43 Taxes Federal taxes on Income 

44 Other taxes 

43 Total Operating Revenue Deductions 

46 Net operating revenues 

47 Income from utility plant leased to others 

48 Total Utilftt Operatinc Income 

OTHER INCOME 

49 Income from merchandise jobbing and contract work 

50 Income from nonutility operations 

5 1 Revenues from lease of other physical property 

52 Dividend revenues 

33 Interest revenues 

34 * Revenues from sinking and other funds 

33 Miscellineoas nonoperating revenues 

56 Nonoperating revenue deductions 

57 Total Other Income 

58 Gross Income 

INCOME deductions 

59 Interest on long term d^ 

60 Amortization of debt discount and expense 

61 Amortization of premium on debt — Credit 

62 Taxes assumed on mterest 

63 Interest on debt to associated companies 

64 Other interest charges 

63 Interest charged to consttuctiOft — Oedit 

66 Miscellineous amortization 

67 Miscellaneous income deductions 

68 Total Incons Deductions 

69 Ket Income 

DISPOSITION OF NET INCOME 

70 Miscellaneous reservatioiu of net income 

71 Balance transferred to earned surplus 


EARNED SURPLUS ACCOUNT 

72 Earned surplus, beginning of year 

73 Balance transferred from inconte account 

74 Other credits to surplus 

73 Dividend appropnations^Preferred stock 

76 Dividend appcopriationt^-Cominon stodc 

77 Other debib to surplus 

7 B Earned surplus end of year 


t 

831.827 


614,040 

47,854 


60,290 

51.775 

■— 111 n ’’ "■ 

57,867 

57,86’i> 


82,825 23 

45, 179 26 

13,752 27 


18,130 31 

5.331 32 



1,086,1820 146 


3,797 51 

52 

1,712d 33 
34 

33,310 33 

56 


70 

355.7540 71 


Transportation utility 

Transferred to res-crve for depreciation. 

Gas AMD OIL, $75,415, heating, $217,362. 

Amortization of electric plant acquisition adjustments 
Includes approximately $14,500,000 restficted as to dividends 


f Report reflects acquisition or Union Power Co., acquired in July 

1948 

G. Includes $385, 507 r estr i cted as to dividends on common stock. 

H Heatinq utility 

J Includes $1,185,208 restricted as to dividends on common stock 







































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Income and Earned Surplus 




Oklahoma Gas and Electric 
Company 


California Oregon Power 
Company, The 


Mountain States Power 
Company 


ELECTRIC UmiTY OPERATING INCOME 
Opcntmg rereflues 

Op<ntu)g expenses 
DeprecuUoa 

Amoftmticn of Uxnited tcim utility invotraents 
AinortmtJOQ of utility plant accjuuibon adjustcoents 
Property losses chargeable to opentwiis 
Taxes Federal taxes on income 
Other tax« 

Total Opeiatinc Revenue Deduchons 
Net opentin^ revenues 
Income from electric plant leased to others 


GAS UTILITY OPERATING INCOME 
Operating revenues 

Operating expenses 
D^reciauon 

Araomation of limited tem utility investments 
AmoitiZAtion of utility plant acquisition adjustments 
Property losses chargeable to operations 
Taxn Federal taxes oo income 
Other taxes 

Total Operatinc Revenue Deductions 
Net operating revenues 
Income from gas plant leased to others 


OTHER uninv OPERATING INCOME 
Operating revenues 

Operating expenses 
DeprecutiOQ 

Amortiution of limited term utibty investments 
Amortization of utility plant acquisition adjustnoents 
Property losses chargeable to operations 
Taxes Federal taxes on income 
Other taxes 

ToTAi. Opejuttnc Revenue Deductions 
Net operating revenues 
IiKome from other plant leased to others 


AMOUNT 

increase over 

PREVIOUS YEAR 

AMOUNT 

increase OVER 
PREVIOUS YEAR 

amount 

INCREASE OVER 
PREVIOUS YEAR 

amount 

INCREASE OVER 
PREVIOUS YEAR 

t 

22.469.267 

2.213.999 

t 

18.387.169 

3.308.367 

s 

8,5C7,931 

1.289.636 

s 

9,399,832 

1.443,580 

10,775,320 

2,000,238 

23,618 

1,404,603 

177,999 

530 

9,175,982 

1,581,827 

1,721,227 
289, 465 

3,603,771 
680, 952 
6,579 

548,089 

12,353 

5,715,193 

677,924 

1,017,880 

81,227 

2,151,000 

2.152.696 

91,000 

254.981 

1,735,000 

1.843.127 

244,566 
288.155 
— 5— rTT*TT=; 

696,864 

1.107.641 

171,552 
186.457 
91 A 45? 

641,350 
813.375 
7.847 843 

NA 

NA 


8,6200 14 
3,6980 15 




31,828 25 I 


50,314 26 

7.963 27 


1,794 

70, 562 

19,2360 

1 31,211 



TOTAL imUTV OPERATING INCOME 
Opeoung revenues 

Operating expenses 
Depreciation 

Anwrtizahoa of limited term utility investmeoO 
Amortization of utility plant acquisiUcra adfustments 
Property losses chargable to op>erations 
Taxes Federal tasscs on income 
Other taxes 

Total Opieating Revenue Deductions 
Net operating revenucj 
Income from ublity plant leased to others 


OTHER INCOME 

Income from merchandise jobbing and contract work 
Income from jionutibty operations 
Revenues from lease of other physical property 
Dividend revenues 
Interest revenues 

Revenues from sinking and other funds 
Miscellaneous nonoperating revenues 
Nonoperating revenue deductions 
Total Other Incoki 


INCOME DEDUCTIONS 
Interest on long term debt 
Amortization of debt discount and expense 
Amortization of premium on debt — C^it 
Taxes assumed on interest 
Interest on debt to assooated companies 
Other Interest charges 
Interest charged to construction — Dedit 
Miscelianeous imortizalion 
Miscellaneous income deductions 
Total Income PgcuenoNs 


DISPOSITION OF NET INCOME 
Miscellaneous reservations of net income 
Balance transferred to earned surplus 


EARNED SURPLUS ACCOUNT 
Earned surplus bcguioiogof year 
Balance transferred from income account 
Other credits to surplus 
Dividend appropnatiooa — Preferred stock 
Dividend appropriations — Comrnon stock 
Other debits to surplus 
Earned surpluj, end of year > 


2,000,238 

23,618 


2,151,000 


1,404,603 

177,999 

530 

9,193,492 
1,591, 126 

1,195,635 

251,047 

3,846,605 
720, 996 
6,579 

566,533 

15,068 

6,041,974 
732, 682 

91,000 

254:981 

1,735,000 

1.847.300 

75,000 

229.916 

725,900 
1. 171.400 

178,700 

186.864 

657,000 
868. 128 




saBgai 



336,808 

68, 246 

4,739 

542 

3,800 

650 

20, 453 

9,475 

13,715 

10, 335 





NA Not available 

A Includes ^634,550 applied to reduction of capital stock expense and 
$318,403 TO reduction of electric plant acquisition adjustments 
B Report reflects acquisition of Oklahoma Power 4. Water Co , acquired 
Dec 29, 1947. 

C Gas utility sold as or June 30, 1947 


D Water utility 

E Amortization of electric plant acquisition adjustments 
F Transferred to common stock 

G Heating, $18,373, telephone, $237,118, water, $215,214 



































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Income and Earned Surplus 

Oregon I Pennsvlvanr 


Portland General Electric Abimgton Electric Companv Chester County Light and 
Company Power Company 


Oregon 

Pennsylvania 



ELECTRIC UTILnY OPERATING INCOME 
OpenUing (cvenucs 

Operating expenses 
Deprecution 

Arooftixation of Umited term utility investments 
Amortization of utility plant acc^uisition adjustments 
Property losses chargeable to operations 
Taxes Fexlcral taxes on mcomc 
Other taxes 

Total Operating Revenue Deductions 
Net operating revenues 
Income from dectnc plant leased to others 


iffi!fS7tnnnTi>n 


GAS UTILITY OPERATING INCOME 
13 Operating revenues 


10,231,909 

1,626,813 

200,752 

916,024 

95,080 

35,184 


48,4770 


858,000 

85,900 

16,794 


1 4 Operating expenses 

1 3 Dcprecution 

1^ Amortization of limited term Utility investments 

17 Amortization of utility plant act^isition adjustments 

18 Property losses chargeable to operations 

19 Taxes Federal taxes on income 

20 Other taxes 

21 Total Operatinc Revenue Deductions 

22 Net operating revenues 

23 Income from gas plant leased to others 


OTHER UTILITY OPERATING INCOME 
23 Operating revenues 

26 Operating expenses 

27 Depreciation 

28 Amortization of limited term utility investments 

29 Amortization of utility plant ac<]uisition adjustments 

30 Property losses diargable to operations 

31 Taxes Federal taxes on income 

32 Other taxes 

33 Total Operating Revenue Deductions 

34 Net operating revenues 

33 Income from other plant leased to others 



TOTAL UTIUTY OPERATING INCOME 

37 Operating revenues 

38 Operating expenses 

39 D^reciition 

40 Armrtintion of limited term utility investments 

41 Amortization of utility plant acquisition adjustments 

42 Property losses chirgeible to operations 

43 Taxes Federal taxes on income 

44 Other taxes 

43 Total Operating Revenue Deductions 

46 Net operating revenues 

47 Income from utility plant leased to others 

48 Total Utiuty Opbratinc Income 

OTHER INCOME 

49 Income from merchandise jobbing and contract work 

30 Income from nonutility operations 

31 Revenues from lease of other physical property 

52 Dividend revenues 

53 Interest revenues 

34 Revenues from sinking and other funds 

33 Miscellaneous nonoperating revenues 

56 Nonoperating revenue deductions 

57 Total Other Income 



1, 626^813 
95,080 


48,4770 

85,900 

324.625 


200,752 

35,184 


60,764 31,093,967 

5,593,131 


INCOME DEDUenONS 
59 Interat on long letni deU 
do Amortiution of debt discount end expense 
d 1 Amortization of premium on debt — Credit 
d2 Taxes assumed on interest 
d3 Interest on debt to associated companies 
d4 Otbec interest charges 
d5 Interest charged to constnretron — Credit 
dd Miscellaneous amortization 

d7 Miscellaneous income deductions 

da Total Income Deductions 

d9 Net Incomx 

DISPOSITION OF NET INCOME 

70 Miscellaneous reservatioos of net income 

71 Balance transferred to earned surplus 


4,393,394 

20,713 

1— H 1 1 PTI’l 

20.713 

201,963 

10,675 

28,106 

8,238 

2,603 

227d 

10,728d 

1,946 

16,592 

965 

2_l290 





r 

1,354,270 

9,055 

17,915 

49 

194,003 

1,661 

3,882 

1,474 

A 607,789 

48,360 


5,767,544 3S 
598,198 351 


580,000 43 

Ai 
4S 

1,225,6160 I 4d 
I 47 
48 





2,062,500 

704,6870 


398,490 

1,144,9290 


9,581 

7,256 

1 


57,OOOo 

208 

2,415 

1, 1560 

6,433 

205,359 

136,017 


C 250,479 

6780 


EARNED SURPLUS ACCOUNT 
Earned surplus, begmaing of yai 
Balance tramfened ftocn Income account 
Other credits to sutplus 
Dividend appropriations — Preferred stock 
Dividend apptopnatinnS--Co(nmon stock 
Other debits to surplus 
Earned sutplus end of year 


Includes $527,407 additional provision tor depreciation 
Includes $4,215,039 restricted as to dividends 


C. AMQRTizATioN or electric plant acquisition adjustments 
D Includes $4,823,031 restricted as to dividends on common stock 







































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 


Edison Light and Power 
Cdhpant 



Hershev Electric 
Company 


Home Electr ic Company 
(B) 


INCREASE OVER 
AMOUNT PREVIOUS YEAR 


ELECTRIC UTILITY OPERATING INCOAIE 
Opcntmj revenues 

Opentiog expenses 
Dcpfccution 

Am^tmiioo of limited^^emi utilitf lovestments 
Amortuation of udlily pUot acqmsitiOQ adjustments 
Propcitf losses durgoblc to opcraUoos 
Tixes Federal taxes oa mcoise 
Other taxes 

Total Opmattnc Revenul Deouctiqns 

I JO I Net operating revenues 
1 1 1 Income from deeme pUnt leased to others 




3,002,733 

207,000 


GAS UnUTY OPERATING INCOME 

13 Operating revenues 

14 Opezatmg expenses 

15 Depreciation 

l£ Amortixattofl of limited term utility lovestmenb 

17 Amortiiation of utiGty plant acquisition adjustments 

1 8 Property lasses chargeable to operaboos 

19 Taxes Federal (axes oa locome 

20 Other taxes 

21 Total Opejutwc Revenue DrauenoNs 

22 Net operating revenues 

23 Income from ns plant leased toothers 


OTHER UnUTY OPERATING INCOME 
2 3 Oper^ing revenues 

26 Operating expenses 

27 Deprecation 

28 Amortization of liftuted term utility tnvestoienb 

29 Amortiaatioa of utility plant acquisition adjustments 

30 Property losses diatgeable to openbona 

31 Taxes Federal taxes on income 

32 - Other taxes 

33 Total Opehatinc Revenue Deouctioms 

34 Net operating revenues 

33 Income from other plant leased to others 
Jd 


475,985 291,904 


321,601 

26,954 

322d 

1,290 

26,851 

20*119 

3,615 
- 1*526 



42,885 

4,931 

42.885 

4.931 



18,265 1,154,451 


212,787 1 10 


63,368d 1 22 



TOTAL imUTT OPERATING INCOME 
37 Operating revenues 

33 Operating expenses 

39 O^reciaboo 

40 Axmrtizabon of limited term utility investments 

4 1 Amorbzation of ubEty plant acquisiUon adjustments 

42 Property losses charg^Ie to Qperatiooi 

43 Taxes Federal taxes on income 

44 Other taxes 

45 Total Operating Revenu e Deductions 

46 Net operibng revenues 

47 locome from ubiity plant leased to others 

48 Total Utiuty Opeeatikg Income 

OTHER INCOME 

49 Income from merchandise jobbing and contraa vork 

30 Income from nonublity operations 

51 Revenues from lease of other physical property 

32 Dividend revenues 

55 Interest revenues 

34 Revenues from sinking and other funds 

35 Miscellaneous oonopenbog revenues 

36 Nonoperabng revenue deductions 

37 Total OrHex Income 


I INCOME DEDUCTIONS 
39 Interest on loag term debt 

60 Amortization of debt discount and expense 

61 Amortization of premium on debt — Credit 

6z Taxes assumed on interest 

6} Interest on debt to associated companies 

64 Other interest charges 

65 Interest charged to comtruebon— Credit 

66 Mtscellaneous amortoatioo 

67 Miscellaneous income deductions 

68 Total Incow e Deductions 


3,281,785 

212,100 

310,214 

21,300 

208,000 

104,000 


54.162 

1— ‘WTTwrni 

11 Hlilill 

540,060 

282,566 I 



14,932 

12,953 


900d 

989 

114 


45,8390 38 

100,000 3 ? 



10, 837 

S,918d 

1,300 

lOOo 

342 

42 

212 

22d 





A Heating utility 


B Initial report, properties formerly operated under lease by 
Altoona & Logan Valley Electric Rahway Co 











































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 



METROPoU ITAN 

Edison 

Cohpan 

r 


INCREASE OVER 

AMOUNT 

PREVIOUS YEAR 


Natrona Light i Power 
CoHRANY 


Northern Pennsylvania 
Power Company 


Pennsylvania Electric 
Company 


ELECTRIC UTULITY OPERATING INCOME 
Operating revenue) 

Operating expenses 
D^reciadon 

Amortization of limited term uttli^ mvestmeots 
Amortization of utility plant aojumtion adjustments 
Property loftses chargeable to operaDoos 
Taxes Federal taxes on mcome 
Other taxes 

Total Opejiatinc IUvinue Deductions 

jQ I Net operating revenues 
111 Income from electric plant leased to others 


14,407,302 

1,897,208 

2,038,000 

240,000 

1,576,000 

236,000 

—I w 1 1 ii'gagi 

^1 'HI Ji 

4,385,414 

676,920 

4,385,414 

576,920 





GAS UTILITY OPERATING INCOME 

1 3 Operating revenues 

14 Operating expenses 

13 Depreciabon 

Amortization of limited term utibty investmeDts 
17 Amortization Of utihty plant acquisition adjustments 
Ig Property losses chargodile to operations 

19 Taxes Federal taxes on mcome 

20 Other taxes 

21 Total Opuutinc Revenue Deductionj 

22 Net operating revenues 

25 Income from eas plant leased to others 


OTHER UTILITY OPERATING INCOME 
23 Operating revenues 

26 Operating expenses 

27 Depreciation 

28 Amortization of limited term utility investments 

29 Amortrzation of utility plant icquisitioo adjustments 
50 Property losses chargnble to operabons 

3 1 Taxes Federal taxes on income 

32 Other taxes 

33 Total Operatinc Revenue Deductions 

34 Net operating revenues 

33 Income from other plant leased to others 





A 122,698 

106, 0C7 

8,000 






378, 242 
24,000 

21,321,299 

3,178,742 

3,097,862 

246,491 

26,000d 

17.741 

3,227,000 
2*065, 096 

427,000 

259.660 


mm Hi mif 


39,602 

8,131,649 

234,9680 

39,6(52 

8.131.649 

234.9880 




613,769 

39,388 


200,007d i-t 
22,374 d 15 
16 

13,6800 III 




135,332 25 

67,462 26 

2,700 27 



fOU^lilHHEIES 


w M ■! 

I 


38. 565". 443 

3.723.745 

21,935,068 
3, 218, 130 

2,965,317 

226,817 


13,680d 

3,227,(X)0 

2,066,913 

427,000 

258.036 


TQTAL UTILITY OPERATING INCOME 

37 Operabog revenues 

38 Operating expenses 

39 Depreciation 

40 Amortization of limited term ublity mvestmenb 

41 Amortization of utility plant acquiubon adjustments 

42 Property losses chargeable to operatioru 

43 Taxes Federal taxes on income 

44 Other taxes 

45 Total Opeeatinc Revenue Deductions 

46 Net operating Kvenues 

47 Income from utility plant leased to others 


OTHER INCOME 

49 Income from merchandise, jobbing and contract work 
^0 Income from nonublity operattons 
3 1 Revenues from lease of other physical property 

52 Divideod revenues 

53 Intereat revenues 

54 Revenues from sinking and other funds 

53 MiKclUneoos nonoperating revenues 

36 Noooperatmg revenue deductions 

57 ] Total Othbr Income 


23.590.470 

3.214.913 

14,515,309 

2,046,000 

1,907,172 

240,000 

J, 576, 000 
1.062,661 

236,000 

154,865 

■■1 m 1 H yin 


4,390,500 

676,876 


—Tin 'll f 


314,178 

45,632 



139,7450 [46 


12,287 

3,393 

84 

21d 

(2,555) 

6, 9370 

6", 923 

4,201 






8,231 

8,231 







2,960 

7,128d 

2,253 

244 p 





247 


33,780 

13,337 


13d 

1,518 

609 0 

23, 550 

1,555d 







702 

22, 325 0 


422d 

65 

35 D 



(2,204) 

20,861d 







19.745 

9.902 


INCOME DEDUCTIONS 

59 Interest on long-term- d&t 

60 Amortization of debt discount and expense 

61 Amortization of premium on debt— Credit 

62 Taxes assumed on interest 

63 Interest on debt to associated companies 

64 Other interest charges 

65 Interest charged to constmedon — Credit 

66 Miscellaneous amortuatioo 

67 MUcellaneoos income deductions 

68 Total Income Deouctione 




DISPOSITION OF NET INCOJCE 

70 MuccIUmous RKrvitiani of net income 

71 Balsoce traniferreil4D earned surplus 


EARNED SURPLUS ACCOUNT 

72 Eemed Airbus, EcRmnin^ of year 

73 Balance tcanifctTcd from iikoiik Kcount 

74 Other creditj to aurpluY 

73 Dividend appiopnatuMU — Preferred atocic 

76 Dividend appn>(iiiatioiu--Coiiiinoo stock 

77 Other debiti to surplus 

78 Earned aurphu, end of year 



330 

5,475 

34d 

7,665d 

126,500 

(834) 

4,839 

4,616 

1,196 




— 1 rTTi 

M— siaHfciVJii 

532 

24.870 

555.317 



Heatinq utility. 

Includes 43,593,807 restricted as to dividends on common stock. 
Includes 4768,726 restricted as to dividends.. 


D Gas utility sold Dec 30, 1947 

E Amortieation of electric plant acquisition adjustments 
r Includes ,$5,612,349 restricted as to dividends oh common stock 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 


Penmsylvan ia Power 
Company 


Pennsylvania Power S. 
Light Company 


Pennsylvan I A Water A Philadelphia Electric l 

Power Company Company i 



TOTAL UTILITY OPERATING MCOME 

37 Opmfing eveau«s 

38 OpcritiQg cxp<n«a 

39 D^reciation 

a( 0 Amortiiatipn of limited terra utility wvestments 

41 Amo/tizationof utility plAnc acquisition idjustroentj 

42 Property losses chargeable to operations 

43 Taxes Federal taxes on mcocne 

44 Other taxes 

45 Total Operating JlEVENUE DEDUcnoNs 
4 ^ Net operating revenues 

47 Income from utility plant {«sed to o^crs 


OTHER INCOME 
49 Income from tnerchaodise, jobbing and contract work 
30 Income from nonutility operations 

51 Revenues from lease of other physical property 

52 Dividend fffvenues 

53 Interest revenues 

54 Revenues from sinking and other funds 
33 Miscellaneous nonoperating revenues 

56 Nonoperating revenue deductions 

57 Total Othbr Income 


4,869,715 

684,000 

185,7260 

132,000 

41,979,172 

3,781,168 

6,898,210 

449,234 

3, 555,874 
446,399 

1,269,755 

5,043 

75,594,937 

11,400,000 

8,043,877 

1,500,000 

996,039 

159,279 

3,938,810 

244,903d 

951,677 

126,471 

10,973,104 

1,586,265 


I fWilil ■MTTTITri 




INCOME DEDUCTIONS 

59 Interest on long term defat 

60 Amortisation of debt discount and expense 

61 Amortisation of premium on debt — Credit 

62 Taxes assumed on interest 

63 Interest on debt to associated companies 

64 Other interest charges 

63 Interest charged to construction — Credit 

66 Miscellaneous araortixation 

67 Miscellaneous income deductioru 
Total Income Deductions 


DISPOSITION OF NET INCOME 

70 Miscellaneous reservations of net income 

71 £aliuice transferred to eamedsurplus 






2,459,101 


twaawaaiMgiBgJtw 


24,8880 

5,804 

20 

240 


12,915 

11,478d 

56,770 

241o 

2,264 

4.847d 

140 





351,668 

80,086 

(2,054) 

2,010d 



8,140 

7,625 

305,264 


1,926,192 

764,400 

48,821 

994 

207,855 

4,639 

1,345 

1,145 

(998) 

3,740 



1,144 

214 


18,083 

4,385,201 

400,202 

651,320 

6,611o 

5,560,937 

318 

888,916 

90 



1,782,215 


18,572 

17 

10,419 

105 0 

23,018 


2,015 

1,608 



2,H7 



2960 




7,1580 

30,457 

715 



46,903 

103,623d 

1,191,888 

802,706 

14,194 

10,321 

1,275,247 


A 1,728,674 




F 734,836 

20,085 

88.639 

11.895 

12.662 

3.0240 

276.581 


earned surplus account 

Earned surplus, begin nmg of year 
Balance transferred from income account 
Other credits to surplus 
Dividend appropnation}>-:£ceferred stock 
Dividend approprtatiom^Common stock 
Other debits to surplus 

Earned surplus, end of year 


NR Not peported 

A Amortization or electric plant acquisition adjmstments 
B Transperreo to common capital stock 

C Includes ^436,146 restricted as to dividends on common stock 



D Heating utility 

E Includes $6,571,821 restricted as to dividends on common 

STOCK 

F Amortization op electric and gas plant Acquisition adjustments 
IN THE amounts of $670,872 and $63,964, respect i vely 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Income and Earned Surplus 



Philadelphia Electric Safe Harbor Water Power Scranton Electric CompanYj 


Power Company 
(A) 


CoRPORAT lOM 


South Penn Power 
Company 


INCREASE OVER 
PREVIOUS YEAR 


ELECnUC UnUTY OPERATING INCOME 
C>p<nliog revenues 

Operatmg expenses 
D^reCutioo 

ArMrtixatJon of Unuted term uulity mvcstrocots 
AiDortizition of utility plant xccpiisition idjustments 
Property losses chargeable to operations 
Taxes Federal taxes on income 
Other taxes 

Total Opeiatinc Revenue Deduchons 

10 I Net operating revenues 
I \ I Income from electric plant leased to others 


GAS UnUTY OPERATING INCOME 

1 3 Operating revenues 

14 Operating expenses 
13 Dcpreoaiion 

16 Amortization of limited term utility mvestmenfs 

17 Amortization of utility plant acquisition idiustmeots 

15 Property losses chargoble to operations 

19 Taxes Federal taxes on income 

20 Other taxes 

21 Total Opebatinc Revenue DfiOuenoNS 

22 Net operating revenues 

23 Income from gas plant leased to others 

24 Gas Utility Operating Income 

OTHER unUTY OPERATING INCOME 
23 Operating revenues 

26 Operating expenses 

27 Depreciation 

28 Amortization of limited term utility investments 

29 Amortization of utility plant acquisition adjustments 

30 Property losses chargeable to operations 

31 Taxes Federal taxes on income 

32 Other taxes 

33 Total Opeiiating Revenue Deductions 

34 Net operating revenues 

33 Income from other plant Leased to others 







1 

j 

9.720.997 

1.294.917 

6,016,328 

1,349,275 

818,000 

129,046 

699,698 

105, 644 d 

472.339 

23,349 


TOTAL UTIUTY OPERATING INCOME 
37 Operating revenues 

3 S Operating expenses 

39 Depreoation 

40 Amortization of limited term utility investments 

4 1 Amortization of utility plant acquisition adjustments 

42 Property losses chargeable to operations 

43 Taxes Federal taxes on income 

44 Other taxes 

43 Total Operating Revenue Deductions 

46 Net operating revenues 

47 Income fi wn utility plant leased tp others 

48 Total Utility Operating Income 

OTHER INCOME 

49 Income from merchandise, jobbing and contract work 

30 Income from nonutiUty operations 

31 Revenues from lease of other physical property 

32 Dividend revenues 

33 Interest revenues 

34 Revenues from sinking znd other funds 

35 Miscellaneous nonoperating revenues 

36 Nonoperating revenue deductions 

37 Total Other Income 


I 57 



7.5260 « 



EARNED SURPLUS ACCOUNT 

72 Earned surplus beginning of year 

73 Balance transferred from Income account 

74 Other credits to surplus 

75 Dividend appropciations»Rceferred stock 

7 d Dividend appropriations — Cociffioo stock 

77 Other debits to surplus 

78 Earned surplus end of year 


Not an operatins company, plant and property leascd to Philadelphia 
Electric Co 


HcATlNfi UTILJTY 


842507 0 - 49 - 12 







































































Pemiiylvinii 
R}>ode Island 


STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 

Penniylvama Rbodc IiUod ^ , , _ _ . 



increase over 

PREVIOUS YEAR 


ELECTRIC UnUTY OPERATING INCOME 
Operatm j revecoo 

Operating expenses 
D^recubon 

Amortuattoo of lumted temi utility invotmenU 
AmdrtuatiM of utility pUnt ifrjuuitiM adjostments 
Property losses chargeable to opcribocu 
Taxes Federal taxes on income 
Other taxa 

Total Opixatinc RavENUE DioucnONS 
10 Net operating rcveODCS 
jl Ipcome from elect nc plant leaaed to others 

12 Electiuc U-nuTY Opeutinc Income 

GAS imuTY OPERATING INCOME 

13 Operating revenue* 

14 Operating expense* 

1 s Depreciation 

ArMrtization of limited term utility investments 

17 Amortiaation of utility plant icquuihon adjustment* 

18 Property losses chargeable to operation* 

ip Taxes Federal taxes on income 

20 Other taxe* 

21 Total OpebatiKC Revenue Deducitons 

22 Net operating rcveruies 

2 j Income from gas plant leased to others 

24 Ga* UULfTY QpSitATlNC INCQME 

OTHER UTILITY OPERATING INCOME 
2 ] Operating revenues 

26 Operating expenses 

27 Depreciation 

25 Amortization of licntted term utility investment* 

20 AcnortiZation of utility plant acquisition adjustments 

30 Property losses charg^le to opcratiodi 

31 Taxes Federal taxes on income 

32 Other taxes 

33 Total Opexating Revenue Deductions 

34 Net operating revenues 

3J Income from other plant leased to otfaers 

36 QTHEX UTlinY QPEJUTWG INCOME ~ ~ 


TOTAL UnUTV OPERATING INCOME 


t 

515.513 


305,853 


78,000 


30,697 

28,470 


Opoatuig revouies 

515.513 

Opcraltag expense] 

305,853 

Deprecation 

78,000 

Anwrtuatiofl of limited term utility uivestrocnts 


Amortizaiion of utility plant acquisition adjustmeots 


Property losses chargeable to operations 


Taxes Federal taxes on income 

30,697 

Other taxes 

; 28.470 



I 43 Total Opexatinc Revenue Deductions 
4<i Net operating revenues 
47 Income From utility plant leased to ochgn 
46 Total UuLmr Opexatinc In^me 

OTHER INCOME 

49 Income from merchandise jobbing and contract work 

50 Income from nonulilily operations 

51 Revenues from lease of other physical property 

32 Dividend revenues 

33 Interest revenues 

34 Revenues from sinking and other funds 

55 Miscellaneous nonoperating revenues 

56 Nonoperating revenue deductions 

37 Total Othex Income 

58 Gross Income 

INCOME DEDUCTIONS 

59 Interest on long term debt 

60 Amortization of dfibt discount and expense 

51 Aioortization of piwmium on debt— Credit 

52 Taxes assumed on interest 

53 Interest on debt to associated companies 

54 Other Interest charges 

55 Interest charged to coostnictioo— Credit 
&6 Miscellaneous amortuatioa 

5? Miscellaneous income deductioos 

Total Income Dsouenow? _ . 


DISPOSITION OF NET INCOME 
70 MiKcllaneoiureservationiof net income 

7 [ Balance transferred to earned surplus 


EARNED SURPLUS ACCOUNT 
Earned surplus bcgiaoing of year 
Balance transferred from income account 
Other exediu to surplus 
Dividend appropruttons— Preferred stock 
Oividnid appiopmbons — Comnoon stock 
Other debts to surplus 
Eamedsutpliu end of 




9,882 

8,045 

154,272 

2,800 

118 

2,832 

542,271 

1,448d 

243,750 

126,377 

B,436d 

6,800 

4,162 

2,592 

6,639 




2,248,500 

271,000 

322,900 

230,882 


42,322 

25,800 

577 

11,451 

37,870 

761,760 

15,130 

537.321 

3,618 

A 282,150 


44,046 

10.686 

13.173 

2.0^^155“ 

240! 552-0 

3237^0 

— 5loso.yii 

matssaBiSM 

171227553“ 

9.080,911 

1.109,134 

1.122,553 


30,997 
1,343d 30 


5,130o 33, 

54* 

5,028 ” 

56 


157,140 59 

4j172d 60 

2,002d 61 



63 

41,516 64 

l,959o 65. 

66 

931 D <7 
68 
S9 


Includes $706,204 amortization of electric plant acquisition 
adjustments 


A Amortization of electric plant acquisition adjustments 
B Includes *12,142,893 restricted as to dividends on common stock 

C Includes 1665,261 restricted as to dividends 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 


ITEM 

Newport Electric 
Corporat ion 


AMOUffT 

INCREASE OVER 
PREVIOUS TEAR 


Rhode Iiliod South CarDlini 


Rhode Iiland 
South Carohna 


Rhode Island Power 
Transmission CoHPANr 


Lockhart Power 
Company 
(C) 


South Carol ina 

Electr ic 

& Gas Company 


INCREASE OVER 

AMOUNT 

PREVIOUS YEAR 


ELECTRIC UTILITY OPERATING INCOME 
OpenUng ceveoues 

Operating expemes 
D^recutioa 

Amoftizatran of Itfzuted-tenn otUftjr mvestmccts 
Amortoatioo of itfilitif plant acqtmUion adjustroents 
Property lodses ckargeible to operaitJOfu 
Tue$ Federal taxes on utcome 
Other taxes 

Total Opejlatwg Revenue Deductions 
Net operating revenues 
Incooe from electnc plaru leased to others 



Operating expenses 
Depreciation 

Amortaation of limited term utility mvestments 
Amortiiation of utility plant xquisiuon adjustments 
Property lasses chargeable to operations 
Taxes Federal taxes on income 
Other taxes 

Total OpeeatiMc Revenue Deductions 
Net operabng revenues 
Income from other plant leased to others 




TOTAL UTlLiry OPERATING INCOME 
Opuating revenues 

Operattog expenses 
D^rcctatjoa 

Airortaanoa of limited term utility mvestmenti 
Amoitizabon of utility plant acrpuaition adjustments 
Property Josses chargeable to opetatioas 
Taxes Federal taxes on income 
Odier taxes 

Total Operatinc Revenue DsDuenoNa 
Net operating revenues 
Income from utility plant leased to others 



INCOME DEDUCTIONS 
Interest on long-term debt 
Amorhxation of debt discount and expense 
Amortizatioa of ptemmm on — Credit 

Taxes assumed on interest 
Interest on debt to associated companies 
Other interest charges 
Interest charged to coostruedon — Credit 
Miscellaneous amortization 
Miscellaneous inoiine deductions 
Total Income Deductions 




DISPOSITION OF NET INCOME 
MisceUaneoui reservations of net income 
Balance transferred to earned 


EARNED SURPLUS ACCOUNT 
Earned surplus, begtiuuog of year 
Balance trajuferred from income aocoont 
Other credits to surplus 
Dividend appropci^ioos»-Preferred stock 
E)rvidend appeopnaboos — O mdimq slodr 
Other debits to surplus 
Earned surpkii, end of yere 



5,055,704 

836.000 

660.000 

251,701 

89,000 

265,000 

— nuiw !■ 

MliiiX II ■ 

— iw 1 1 ri 1 ■ 

Mil 1 a iiii 

2,361,817 

656,372 



1,871 

443 

775 

775 

3,861 

1,609 



20,188 

917 

2,550 d 

1820 

15 



5 

2,038 

2.038 

l—rWiTITl 

BBSL^rei-LB 



68.366' 

16.7220 

134,999 

68.566 


86,139 ’5 

3,654 
4,583 d 



Amort 17AT (bn ot loss oh abamdonmemt of railway rroperty 
Amortization or electric plant aojdstmehts 
Report for year ended Nov, 30, 1948 
Transportation utility ' 

Includes |77,910 amortization of electric plant rcouisitioI* adjustments 


Includes $500,000 initial appropriation to the reserve for 
amortization or excess investment cost over book value of 

SUBS ID I ARY 

Includes $1,589,838 restricted as to dividends on common stock 


© ffi a s a £ 



































































South Cifolma. 
South Daleoca 


STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 


South Carohni I South D&kou 



South Carolina Power 
Company 



Black Hills Power and 
Light Company 


Central Electric &- 
Gas Company 


ELECTRIC UTILITY OPERATING INCOME 
Operatiag revenues 

Openttag expemes 
Depreciation 

Araoftiiatrofl of limited term utility mvestmerns 
Amortisation of utility plant acquifittc ad|ustmeat3 
Property Imiea chargeable to operations 
Taxes Federal taxes on incocne 
Other taxes 

Total Opeiatinc Revenue DEOucnofis 
Net operating revenues 
Income frenn electnc plant leased to others 


GAS UTILTIY OPERATING INCOME 
Operating revenues 


Operating expenses 
1 5 Deprecation 

j5 Amortization of limited term utiliry lovestments 

17 Amortization of utility plant acquisitton adjustments 

1 8 Property losses chirgeiblc to operations 

^9 Taxes Federal taxes on irKocoe 

20 Other taxes 

21 Total Operattnc Revenue Deductions 

22 Net operating revenues 

23 Income from cas rslant leased to others 


OTHER UTIUTY OPERATING INCOME 
23 Operating revenues 

2^ Operating expenses 

27 Depreciation 

28 Amortiialion of Urtmed term utility investments 

29 Amortization of utility plant acquisition adjustment: 
3a Property losses charg^le to opeotioos 

3[ Taxes Federal taxes qa income 

j2 Other taxes 

3j Total OPEHATtNc Revenue Deductions 

34 Netopenumgfevenuu 

35 Income from other plant leased to others 


TOTAL UnUTY OPERATING INCOME 

37 Operating revenues 

38 Operating expenses 

39 O^reeiation 

40 Amortization of limited term utility investments 

4j Amortization of utility plant acquisition adjustments 

42 Property losses chargeable to operations 

43 Taxes Federal taxes on income 

44 Other taxes 

45 Total Operating Revenue Deductions 
45 Net operating revenues 

47 Income from utility plant leased to Others 


OTHER INCOME 

49 Income from merchandise jobbing and contract work 

30 Income from nonutility operations 

31 Revenues from lease of other physical property 

32 Dividend revenues 

53 Interest revenues 

54 Revenues from sinking and other funds 

35 MlKcIIaneous nonoperating revenues 

i6 Nonoperating revenue deductions 

57 Total Othse Income 


INCOME DEDUCTIONS 
i9 Interest on long term debt 

60 Amortization of debt discount and expense 

61 Amortization of premium on debt— Credit 

62 Taxes assumed on interest 

63 Interest orv debt to associated companies 
Other interest charges 

Interest charged to construction — Credit 
Miscellaneous amortization 
Miscellaneous income deductions 
Total Income Dbductions 


i 

2.274.484 

461.481 

3 

839. 224 

1, 257, 546 

279,297 

522,579 

231,083 

55, 956 

63,896 

137,000 

5, 500 

47,015 

184.835 

33.651 

91.664 





Northwestern 
Service Cop 

Pub L 1 c 

PANY 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

5 


3.920.502 

714. 116 

2,261,564 

299,071 

3,352 

497,936 
14, 174 
4190 

220, 945 
360.200 

22,433d 

70.398 


154,460 1 10 



4,344,776 396,151 

151,009 4,948 


313,202 I 84,782d 


W I mi IBM I I III ill 



1,316,669 
43, 379 
1,218 


232,407 

1527407' 


E 26, 113 

1,648 

17,960 

4,980 

7,600 

268 

5.475 

44 



517, 298 
5,528 


■J i!Ji ■ Ml ap-ewii 

nji 1 1 iriiXil 


868,141 

26, 04 Id 

868.141 

26. 04 Id 

101,372 

3,044d 

229,249 

72,362 

17,338 

ii,ai8D 

335 

496d 


196,055 

2,558 


1.1320 22 

23 

1.1320 24 


4,795 26 

10 27 


3,495d }4 

35 

3.4950 36 


3,594,341 698,787 

343,051 16,743 

4, 570 4190 


313,757 33,242o 

422.192 76,312 

4,677,894 758.180 

1,004,422 149,832 


26_ 

.9_15J 

11— rwfnnrii 

453 

472 

1 

809 


600 

132, 

051 

50, 

916 

B 190 

200 


155 


218,931 

3,102 


HAHNED SURPLUS ACCOUNT 
EirMd 9U[p|iu, beginqing qF yw 
BaUncc tniufctied fKwn liKomt iccount 
Other credits to surplus 
Dividend eppropnehuH-^Freferred stock 
Dividend spptopriatioitsr.41nsiunon stock 
Other deblb to surplus 
Earned surplus endofjrear 


Transportation jtilitV 

AM0RT12ATI0N OF ELECTS C PLANT ACQUISITION ADJUSTMENTS 

incluoes S2, 352, 012 restr'cted as to pividends 

APPLIED to write off E.ECTR C PLANT ACOUISITION ADJUSTMENTS 


48,181 39 

3, 102 «o 


63 

27, 187 « 

25,804 « 

66 

7.073 67 
59.739 
90.042 



E. Water ut i lity-^ 


Includes $60,000 discount on capital stock and $100,625 applied to 
reduction in book cost of gas plant and reduction of capital stock 
EXPENSE IN THE AMOUNTS OF $60,000 AND $40, 625, R ESP ECT I VCLY 

Heating uti city 

Includes $50,000 amortization of utility plant acquisition adjustments 
Includes $401,562 restricted as to dividends on common stock 


SS 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Income and Earned Surplus 


Kingsport Utilities, 

I NCORPOHATED 



Knoxville Power 
Company 


Memphis Generating 
Company 


Central Power and Light 
Company 


ELECnUC UnUTY OPERATING INCOME 
Operating revenues 

Operating expenses 
Depreoadoa 

Amortiaaticrn of limited tcm utility investments 
AmofUiatioo of utility plant acquisition adjustments 
Property Josses chargeable to operations 
Taxes Federal taxes on income 
Other taxes 

Total Opexatinc Revenue Deductions 
^0 1 Net operating revenues 
1 1 I Income from electric plant leased to others 


1,432,061 

112,382 


26,103 
149 ^68 


305,743 

16,645 


AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

1 

1 INCREASE OVER 
PREVIOUS YEAR 


272.304 

i 

B 1.339.519 

121.749 

15.810.408 

2.032.830 

502,801 

319,634 

7,363d 

19,199 

1,226,233 

110,494 

124,168 
2, 4180 

6,063,728 

1,487,154 

902,228 

162,282 

242,500 

187.507 

96,182 
15 . 550 



2,251,000 

1,296,311 

323,400 

78.291 



25 operating expenses 
27 Depreciation 

2B Amortization of limited term utility investments 
29 Amortization of utility plant acquisition adjustments 
50 Property losses chargeable to operations 
31 Taxes Federal taxes on income 
52 Other taxes 

33 Total Opexatinc Revenue Deductions 
54 Net operating revenues 
33 Income from other plant leased to others 




HHHHIi 

mmm 

$ 

19.464.724 

1.812.237 

8,694,279 

1,905,789 

786,106 

179,036 

2,416,000 

1.389.924 

290,000 

71.114 

1— ip'ii-wna 

■L»isr.iS'L-fcill 

5,058,730 

485,978 


TOTAL UnUTT OPERATING INCOME 
57 Opefating revenues 

3B Operating expenses 

59 D^reciation 

40 Amortization of limited term utility investments 

41 Amortization of utility plant icqumtiOQ adjustments 
4 2 Property losses chargeable to operations 

45 Taxes Federal taxes on income 

44 Other taxes 

45 Total Operating Revenue Deductions 

46 Net operating revenues 

47 Income from utility plant leased to others 



281.675 

1.892.182 

310.171 

B 1.339.519 

305,743 

687,639 

9,241d 

1,226,233 

16,645 

334,918 

20,575 

110,494 

28,474 D 

260,000 

111,000 


10.090 

211 ,645 

21.671 

2_,791 



■KBlEIia 


22,329d 

[ 397,780 I 

166,165 



124, 168 
2,418d 




OTHER INCOME 





Income from merchandise jobbing and contract work 

Income from nonutility operations 

Revenues from lease of other physical property 

Dividend revenues 

271 

559 D 

4,907 

(1,331) 

14, 539 D 
1,837d 

Interest revenues 

Revenues from sinking and other fundi 

Miscellaneous nonoperating revenues 

Nonoperating revenue deductions 

287 

S70o 


44 D 

Total Otheji Income 



3.575 

— 1 H ml 

Gross Income 


■■FEll3s7n!l 


wm \ r%i f 1 ■ 


INCOME DEDUCTIONS 
S9 Interest on long term debt 
^ Amortization of debt discount and expense 

61 Amortixation of premium on debt — Credit 

62 Taxes assumed on interest 

63 Interest on debt to associated companies 

64 Other interest charges 

63 Interest charged to comtiuctioa — Credit 

66 MisteUaneous amortizaboo 

67 Miscellaneous income deduebons 
6a Total Incoue Deductions 


DISPOSITION OF NET INCOME 

70 Miscellaneous rescrvationi of net income 

71 Balance transferred to eamjNl surplus 











27,667o 

12,376 

3,000 



EARNED SURPLUS ACCOUNT 
Earned surplus, beginning of year 
Balance transferred from income aaount 
Other credits to lurpfoi 
Dividend appropriations — Preferred stock 
Dividend appropnations — Coipmoa stock 
Other debits to surplus 
Earned surplus end of year 


A0 

A Water utility 

B Includes re ihbjursemckt of operating expenses in the amount of 

^1,222,376 Entire output of company sold to T V A and Arkansas 
Power i L ight Co • 










Ice ut ility 

Amortization of electric and ice plant acquisition adjustments in 

THE amounts of ^75,000 AND $3,000, RESPECTIVELY 

Includes $2,338,424 restricted as to dividends on common stock 
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STATISTICS OF EXECTRJC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 


Tent 



ITEM 

Community Public Service 

COHPAMT 

Dallas Power i Light 
COMFANY 

El Paso Electric Company 

Gulf States Ui 

COMPANI 

1 L 1 T 1 ES 


AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

amount 

INCREASE OVER 
PREVIOUS YEAR 

1 

2 

3 

4 

6 

7 

8 

9 

10 

11 

12 

n 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

2! 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 
3^ 

37 

33 

39 

40 

41 

42 

43 

44 

45 
4<S 

47 

48 

49 
30 
51 

32 
53 

34 

33 

36 
57 

38 

59 

60 
61 
62 

63 

64 

65 

66 
67 
6S 

69 

70 

71 

ELECTRIC LmUTY OPERATING INCOME 

Opting revenues 

Operating eacperues 

Arnortiatifln of lunited term utiljl 7 investments 

Amonuation of utility plant ao^uisiboo adjustments 

Property losses cfairgeable to operations 

Taxes Federal taxes on locoffie 

Other taxes 

Total Opejutinc Revenue Deductjons 

Net operating revenues 

i 

IIIIRRR^I 

mHH 

1.411.486 

t 

5.367.291 

563.906 

s 

20.868.612 _ 

2.933.294 

1 

1 

3,378,608 

430,977 

413,284 

490, 420 
66,452 

86,537 

5,797,074 

1,149,173 

1,541,104 

1 SA7. 125 

880,807 

195,750 

9,46Sd 

190.210 

2,525,300 

340,000 

3,397 

628,518 
550.706 


9,864-, 330 
2, 148'', 005 

2,088,259 

1.666.479 

1,541,672 

379,768 

119, 122 
25?. 831 









'781,235 

196* 594 

3,349,676 

154,187 

i; 319,368 

56,525 


639, 899 



19rt 594 

1— ■ II ■ II ■ 

154.187 

■■■■ II w ■ 

5fi ,. 525 



GAS UTILITY OPERATING INCOME 

Openliog revenues 

Operating expenses 

Depreciation 

AmortmfioD of limited term utility investments 

Arnortixation of utility pUnt acquisition adjusWicnts 

Property losses cJurgeible to operatioos 

Taxes Federal taxes on income 

Other taxes 

Total Operatinc Revenue Deductions 

Net operating icvcnucs 


ftd ftDf) 





1,P71,723. 

147,385 

260,789 

27,373 

47,369 

35, 477 
2,529 

13,790 
? 7R? 





664,368 

55,755 

145,020 

80.804. 

77,771 

7,767 

10,389 

11,898. 







945.948. 

107.825 

72;795 

' 27 





325,775 




Zl 





325.775 


OTHER UTILITY OPERATING INCOME 

Operating revenues 

Operating expenses 

Depieoabon 

Amortization of limited term utility investments 

Amortization of utility plant acquisition adjustments 

Property losses chargetble to operations 

Taxes Federal taxes on income 

Other taxes 

Total Opehating Revenue Deductions 

Net operating revenues 

Income from other plant leased to others 

A 1,119,862 

733,244 

109,849 

80,224 
52 858 

30,331 

21, 468 
1,849 

4, I 860 





E 572,726 

261,981 

37,571 

55,581 
72.072 . 

65,009 

15,592 

2,498 

8,697 

7.172 


23.775 





427.206. 


143,687 

6,556 






31.049 

31.049 




' ' ' 





■■■ 

TOTAL UTIUTV OPERATING INCOME 

Operating revaues 

Operating expenses 

Depreciation 

Amortization of lanited teem utility investments 

Amortization of utility plant acquisitioa adjustments 

Property losses chargeable to operations 

Tues Federal taxes on income 

Other taxes 

Total Operating Revenue Deductions 

Net operating revenues 

$ 

ft QflA ?’Vi 


^mHH 

1.411.486 

HHH 

563.906 


MH 

4,372,641 

568,199 

540, 877 
HO? 

547,365 

70,830 

96,141 

65.493 

5,797,074 
1, 149, 173 

1,541,104 

1.887.125 

880,807 

195,750 

9,4680 

190.21Q 

2,525,300 

340,000 

3,397 

628,518 
550.708 

272,752 

20,000 

64 

148, 517 
66.048 

10,790,681 

2,239,331 

2,288,860 

1.819.356 

1,635,036 

390,033 

138,208 
271,902 


mmrirl-MiUsi 

■—liW 1 IW'ilil 


— 11 im 1 1 ■ 

— 1 W 1 11 



997,717 

203, 177" 

3,349,676 

154,187 

1,319,368 

56,525 

5,594,833 

710,507 




MM W II a III 

154.167 


. 56.525 

5, .594. 833 


OTHER INCOME 

Income from merchandise jobbing and contract work 

Income from nonuUlity operations 

Revenues from lease of other physical property 

Dividend revenues • 

Interest revenues 

Revenues from sinking and other funds 

Miscellaneous nonoperating revenues 

Nonoperating revenue deductions 

172, 148 
23,687 

580 

15,302 

6,800o 

2,819 

171 

5,896 

13,029 

12,459 

35,798 

4,313 

715 

L M 

18, 426 

3 , 6660 

6350 

.io 

(2,584) 

3,732 

4,669 

625 

lUfiB- 

30,313 

4,334 

58D 

1Q2p 

211.797 

2T0§5 

13.'02'9 

I2TZ59 

40.612 

14.129 


■■eCVIski-JI 


— ■ 1 II rn 

—•Til irn 1 

3.362.705 

166.648 

1.360.180 

70.654 



INCOME DEDUCTIONS 

Interest on long term debt 

Amortization of debt discount and exj^ense 

Amortization of premium on debt — Credit 

Taxes assumed on interest 

Interest on debt to associated companies 

Other interest charges 

Interest charged to construction— Credit 

Miscellaneous amortization 

Miscellaneous income deductions 

257, 041 
2, 059 

40, 214 

61,861 

452 

2,8880 

649,563 

818 

6,401 

60,985 

24,633 

3,525 

89,583 

818 

5,394 

13,008d 

24,633 

1.125 

189, 465 
1,547 
489 

17,065 

59,307 

18.923 

24, 465 

489 

7,740 
51, 532 

4. 244D 

980,333 

3,781 

46,150 
282,612 
r 204,728 
39.442 

239,499 

978 

5,729 

187,609 

3,411 

12.785 

299.324 

■- ■59';425 



167.204 

24.O60D 


1 



145.838 



1.192.976 

94.714 

4.615.846 

672.367 

DISPOSITION OF NET INCOME 

Miscellaneous reservations of net income 

Balance transferred to earned surplus 

910.190 

145,838 

C 612,019 
2.004.738 

199,991c 

258.090 

1.192.976 

94.714 

4.615.846 

672.367 




72 

73 

74 

75 
7S 

77 

78 

EARNED SURPLUS ACCOUNT 

Earned surplus, beginningof year 

Balance transferred from income account 

Other credits to surplus 

Dividend appcopnationi— Prefetred stock 

Dividend appropriations— Common stock 

Other debits to surplus 

Earned surplus, end of year 

$ 

1.548.216 

t 

1.970.092 

1 

1.847.819 

« 

7.075.335 


910, 190 

16,073 

457,737 

P3.002 

2,004,738 

334,935 

1,167,072 

1, 192,975 

67,500 

609, 190 

4,615,846 

8,800 

751,750 

2,291,961 

40.248 



I— am mi 1 — — 

IjM ■ II jl.ll 


A Ice, $770,777, w>»ter, $349,085 
B Includes $1,430,581 restricted as to dividends 
C Transferred to surplus reserve 

D Includes $1,235,500 restricted as to dividends on common stock 


Water utility 

Includes amortization of electric and unclassified utility plant 
acquisition adjustments in the amounts of $48,227 and $156,501, 
RESP ECT I VELY 

Includes $7,200,856 restricted as to dividends on common stock 




































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Income and Earned Surplus 



Houston L i ght i ng &. 
Power CoHPANy 



INCREASE OVER 


AMOUNT 

PREVIOUS YEAR 

AMOUNT 


Southwestern Electric 
Service Compant 
(A) 


INCREASE OVER 
PREVIOUS YEAR 


Southwestern Gas and 
Electric Company 


Southwestern Public 
Service Company 


ELECTRIC UTILITY OPERATING INCOME 
Operating ccveoues 

Operating ctpifties 
D^reoatioa 

AmomzaUoo of limiteti term utility investments 
Amortixation of utility plant afcjuisitioa adjustments 
Property losses chargeable to operations 
Taxes Federal taxes on income 
Other taxes 

TtJTAL Opekatikc Revenui Deddchons 

10 I Net operating revenues 

1 1 I Income from eiectnc plant leased to others 



INCREASE OVER 
PREVIOUS YEAR 


14.130,930 

2,237,184 

789.703 

159,199 

5,633,768 

2,250,143 

247,070 

84,520 

14,1360 

1,225,061 

2,400 


1,559 

79 

2,986,000 

266,550 

69,700 

NA 

1,664,400 

2.077,248 

222.213 

138.295 

NA 

1.232. 593 


itfiggfawittMMapwtwrifci 






6,412,609 

1,260,150 

1,033,105 

171,478 

4,304 


1,557,605 

1 328,392 




GAS irnUTY OPERATING INCOME 

13 Operating revenues 

14 Opeming expenses 

13 O^eoatiofl 

16 Amortization of limited term utility investments 

17 Amortization of utility plant acquisition adjustments 
18^ Property losses chargeable to operatioos 

19 Taxes Federal taxes on income 

20 Other taxes 

21 Total Opeiuttng Revenue Deductions 

22 Net operatmg revenues 

23 Income from eas olant leased to others 


OTHER UnUTY OPERATING INCOME 

25 Operating revenues 

26 Operating expenses 

27 D^reaatioa 

28 Amortization of limited term utility investments 

29 Amortization of utility plant acquuition adjustments 

30 Property losses chargeable to operattoos 
3L Taxes Federal taxes on income 

32 Other taxes 

33 Totai. OPERAtiNC Revenue Deductions 

34 Net operatmg revenues 

35 Income from other plant leased to olhen 




4,083,687 


631,934 1 10 



30,163s 26 
3,583d 27 


1,937d pj 


2,382 134 


tot;al utility operating income 

37 Operating revenues 

38 Operating expenses 

39 D^fcaation 

40 Amortization of limited term utility mvestments 

4t Amortization of utility plant acquisitjoa adjustmenb 

42 Property losses chargeable to openbons 

43 Taxes Federal taxes cm income 

44 Other taxes 

45 Total Opbiating Revenue Deductions 

46 Net operating revenues 

47 Income from utility plant leased to others 

48 Total UTiLmr Operattng Jncoke 

other income 

49 Income from merchandise jobbing and contract work 

50 Income from nonutility operations 

5 1 Revenues from lease of o^er physical property 

52 Dividend revenues 
55 Interest revenues 

54 Revenues from sinking and other funds 

55 Miscellaneous nonoperating revenues 

56 Nonoperating revenue deductions 

57 Total Othek Income 

58 Gross iNCOkE 

INCOME DEDUCTIONS 

59 Interest on long-term debt 

60 Amortization of debt discount and expense 

6 1 Amorbzation of premium on debt — Credit 
67 Taxes assumed on interest 

65 Interest on debt to associated companies 

64 Other interest durges 

65 Interest charged to construction — Credit 

66 Miscelianeous unortoation 

67 Miscellaneous income deductions 
60 Total Income Deductions 


4.098 3.613.252 


14,130,930 2,237,184 

2,250,143 247,870 


2,986,000 I 266,550 


DISPOSITION OF NET INCOME 

70 Miscellaneous reservations of net income 

71 Balance transferred to earned surplus 


EARNED SURPLUS ACCOUNT 
Earned surplus, begmnmgof year 
Balance transferred from Income account 
Other credits to surplus 
Dividend appfopnatioos~Preferred stock 
Dividend appropriations— Common stodc 
Other debits to surplus 
Earned surplus, end of year 



104,575 71,458 

133,933 132,546 


1,175,000 312,500 

54,299 1,001 


158,833 98,859 


33.890 13.7800 



4,913,862 


389,588 

2,519,115 


44,660 

141,649 



7,124,118 

1,085,226 

5,109 

1,311,853 

163,075 

1.701,000 

341,100 


4,400,362 

652,789 



(67) 

4,11Sd 

792 

32,000 

38,574 

792 

12,000 

26,709 

56 

50 

mmmmsimm 

35^433 

1— w iiiw 1 \~m 

688,223 



2,975,439 


375,000 

1,400,000 


3,751,901 

51,265 

382,811 

2,226,524 


NA Not available 

A Report for year ended Aug. 31. 1940 
0. Ice Utility 

C Includes ^31,299 restricted as to dividends on common stock 

D AunRTi>ATfnM nr rierToin diaut ArnMieiTinu anitlfiTMrMTS 


TRANSfERRED TQ COMKON STOCK 

Ice ^ 10 , 60 ?, WATER $470,442 Certain ice properties sold during 

YEAR, REMAINDER LEASED TO OTHERS 

Includes $124,165 amortization of utility plant acquisition 

ADJUSTMENTS 










































































STATISTICS OF ELECTRIC UTILinES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 




AMOUNT 

PREVIOUS YEAR 

'electric unuTr operating income 

operating revenues 

4 

i 19.659.133 

2.877,398 

Operating expenses 

9,669,141 

1,250,298 

Deprecutioo 

1,156,500 

220,500 

Anioftization of limited term utility mvestroenti 

Amortization of utility plant acquiartioo adjuatmeots 

Property losses diargeable to operations 

Taies Federal taxes on income 

2,033,705 

289, 267 

Other taxes 

1.704.042 

212,997 


Texas Power & 
Comp a m 

t Light 

< 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 


120,517 I 115.823d 


22,390,822 J 2,281,655 


71,499 8,543 10,831,742 887,329 

17 273 26,533d 1,686,600 206,600 

5,693 2,411 


53,000o 2,260,990 228,828 

540 1.587.477 137,868 


Total Operating Rrenue Deductions 
Net openttnf roenues 
Income from clectnc plant leased to o<herj 



INCOME DEDUCTIONS 

59 Interest on'long term debt 

60 Amortization of debt diKOunt and expeiue 

61 Amortization of premium on debt — Credit 

62 Taxes assumed on interest 

61 Interest on debt to associated companies 

64 Other interest charges 

65 Interest charged to construction— Oedit 

66 Miscellaneous amortuation 

62 Miscellaneous income deductions 
68 Total Income DECuenoNS 


DISPOSITION OF NET INCOME 

70 Miscellaneous reservations of net income 

71 Balance transferred to etimed surplus 


earned surplus account 

Earned surplus beginning of year 
Balance transferred from income account 
Other credits to surplus 
Dividend appropriations — Preferred stock 
Dividend appropriations — Common stock 
Other debits to surplus 
Earned surplus end of year 


AMORTiZATfON OF ELECTRIC PLANT ACQUISITION ADJUSTMENTS 
fNCLUDES $1,444,023 restricted AS TO DIVIDENDS ON COMMON STOCK 
ADJUarMENT OF PRIOR YEARS' FEDERAL INCOME TAXES 

Cumulative preferred oivioerds in arrears 4789,042 
Cumulative preferred dividends in arrears $41,861 


Includes $246,066 applied to write off excess of cost of 

PREFERRED STOCK RETIRED OVER STATED VALUE 

Restricted as to dividends 

Includes $1,096,612 restricted surplus 





































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 



Operating expenses 
Depreciation 

i*unortixation of Uouted term utility im-eamcntj 
Amortixatioo of utility plant acquisition adjustments 
Property losses chargeable to operations 
Taxes Federal taxes on income 
Other taxes 

Total Opexatinc Revenue Deductions 
Net operating revenues 
Income from electric plant leased to others 


GAS UTIUTY OPERATING INCOME 

13 Operating revenues 

14 Operating expenses 

15 Depreaition 

16 Amortization of Iimitcd*tcrm utility investments 

17 Amortization of utility plant acquisition adjustments 

1 8 Property losses chargeable to operations 

19 Taxes Federal taxes on income 

20 Other tares 

21 Total Operating Revenue Deductions 
2z Net operating revenues 

25 Income from gas plant leased to others 

24 Ga 5 UnurY OpERATtNc Income 

OTHER UTIUTY OPERATING INCOME 

25 Operating revenues 

26 Operating expenses 

27 Depreoation 

28 Amortization of limited term utility investments 

29 Amortization of utility plant acquisition adjustments 

30 Property losses chargeable to operations 
51 Taxes Federal taxes on income 

32 Other taxes 

35 Total Opexatinc Revenue Deducttons 
34 Net opeiatmg levenucs 

55 Income from other plant leased to ctherE 

36 Other Utilitt Opsxatinc Income ' 


TOTAL UTIUTY OPERATING INCOME 


Operating revenues 

11,177.986 

1,483.391 

595.879 

110,607 

798,091 

141,731 

17,197,329 

1,506.583 

Operating expenses 

5,080,408 

880,609 

376,915 

85,088 

509,077 

98,953 

8, 131,975 

1,313,921 

Deprecution 

1,050,986 

62,714 

53,487 

5,509 

51,921 

15,521 

1,116,900 

47,000 

Amortuabon of limited term utility investments 

Amortization of utility plant acquisition adjustments 

Property losses chargeable to operations 


1,649 

1,649 


4,000 





Taxes Federal taxes on income 

1,249,252 

70,819 



31,666 

7,846 

1,549,000 

415,000 

Ocher taxes 

721.461 

45.969 

53,145 

3,277 . 

70,445 

5,096d 

2,227,145 

42.828 

Total Operating Revenue Deductions 

Net operating revenues 

Income from utihty plant leased to others 

8.102.108 

3,075,877 

7.382 

i,om!i13 

423)276 

15.6420 

4S5!199 

110) 6§r" 

95'!'525 

is) 086 ■ 

663.110 

134,980 

117! 224 

S^'556‘ 

i3.029;o2l 

4,168,308 

1.818.750 

312,166d 

Total UtiotV Operating Income 


407.636 

110. 661" 

15.062 

134.980 

^trwr ■ 

4,168.308 

312.166D 


OTHER INCOME 

49 Income from merchandise jobbing and contract work 

50 Income from nonutility operations 

51 Revenues from lease of other physical property 

52 Dividend revenues 

53 Interest revenues 

54 Revenues from sinking and other funds 

5 5 Moceilaneous noroperating revenues 

56 Nonoperatmg revenue deductions 

57 Total Other Income 

58 Gross Income 

INCOME DEDUCTIONS 

59 Interest on long term debt 

6Q Amortization of debt discount and expense 

61 Amortization of premium on debt — C^it 

62 Taxes assumed on interest 

63 Interest on debt to associated companies 

64 Other interest charges 

65 Interest charged to construction — Credit 

66 Miscellaneous amortization 

67 Miscellaneous income deductions 

68 Total IncokB ProuenoNE 

69 Net Income 

DISPOSITION OF NET INCOME 

70 Miscellaneous reservations of net income 

71 Balance transferred to earned surplus 


EARNED SURPLUS ACCOUNT 
Earned surplus, beginning of year 
Balance transferred from income account 
Other credits to surplus 
Dividend appropnatlonsi— Preferred stock 
Dividend appropiittions~Common stock 
Other debits to Surplus 
Earned sgrplos, end of year 



(13) 

9630 

1 

9,170 

16,472d 



1,740 

438 

106 

1 

5,225 

74 


225 D 

3,528 

l,807o 



5,347 

42,187 

9,393d 

1,216,854 


1,220 

1,027 


2,031 

3,297 

2,900 

266d 

2,900 

8,697 

19,604 


B 267,694 


712 

278 

^ 20,046 


432,600o 

4370 

1.8760 


A let, $370,602, VATEB-,. $473,074 

B Amortization or Electri'c plant acouisition adjustments 
C Includes $2,519,164 izestriCted as to dividends 

D Includes $69,000 transperred prom reserve for post-var contingencies 


E Includes oivioeno of 121,678 shares of $1 par common stock 
P Includes $61,408 applied to write off electric plant adjustments 
G Heating Utility 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 


\ Bellows Falls 

HyDSO-ElECTP IC COPPOPATIQN 


Central Vermont Public 
Service Corporation 


Green Mounta in Power 

Co at I 0 N 


Publ ic Electr I c Light 
Company 



ihcreaseover 

AMOUHT 

PREVIOUS YEAR 


ELECTRIC UTILmr OPERATING INCOME 


Operating revenues 

1,248.275 

Operating expenses 

597,747 

Deprecubon 

43,500 

AmofUatwn of limited term utility mvestmeotj i 

Amortuation of utility plant actjuisition adjustments 

Property tosses chargeable to operatioas 

Taxes Federal taxes on income 

43,000 

Othertaxes 

213.329 

Total Opi*atinc Revenue Deductions 


Net operating revenues 

350,699 


Io£o0ic from ekctnc pbct to others 


GAS UnUTY OPERATING INCOME 
15 Operating revenues 

14 Ope/iting expenses 

15 Deprrtutioft 

16 Amortjntion of Iinuleti term utility mvcslmenti 

17 Amortizaiion of utility pUnt accjuisition adiustmcnts 
Ig Property losses rfufg^le to operatHXU 

19 Taxes Federal taxes on income 

20 Other taxes 

21 Total Operating Revenue Deductions 
32 Net operating revenue^ 

23 Income frOT ga s plan t leased to others 


OTHER UnLITY OPERATING INCOME 

25 Operating revenues 

26 Operating expenses 

37 D^recutioft 

Amortization of limited term utility lavestmcnis 

29 Amortization of utility plant accfmsition adjustments 

30 Property losses chargetble to operatioas 

31 Taxes Federal Uxea on locome 

32 Other taxes 

33 Total Operatwc Revenue Deductions 

34 Net openlmg revenues 

35 Income from other plant leased to others 
Other Uttuty OptRATTNC Income 






394.919 

1.020.366 

124,428 

274,317 

621,784 

220,346 

31,000 

96,606 

12,834 

78,863 

11,000 

54,OOOd 

26.479 

127^266 

7.108 


1 m ! kM 

186.289 

15,740o 

163,708 

61,861d 


19,304 I 24,215d 



TOTAL UTIUTY OPERATING INCOME 
3? Operating revenues 

38 Operating expenses 

39 Depreaaton 

40 Amortization of limited term utility mvestmenis 

41 Amortization of utility plant ic^mtion adjustments 

42 Property losses chargeable to operatioas 

43 Taxes Federal taxes on incxmie 

44 Other taxes 

45 Total Opekatinc Revenue Deductions 

46 Net operating revenues 

47 Income from utility plant leased to othen 


OTHER INCOME 

49 Income from merchandise jc^ing and contract work 

50 Income from nonutility (jperations 

51 Revenues from lease of rthci physical property 

52 Dividend revenues 

33 Interest revenues 

54 Revenues from sinking and other funds 

55 Miscellaneous nonoperating revenues 

56 Nonoperating revenue deductions 

57 Total Other Income 




KUltJKWlVi 


INCOME DEDUCTIONS 
59 Interesf on long term d^ 

6C Amortixation of debt discount and expense 
61 Amortization of premium on debt — Credit 
63 Taxes assumed on mtereat 

63 Interest on debt to associated companies 

64 Other interest charges 

63 Interest charged to construction — Credit 

66 MuceJtaneous amortizatioo 

67 Mucellaneous income deductions 

Total Income Deductions 


203,750 

8,165 




DlSPOSmON OF NET INCOME 


Mtscellaneoui reservations of net income 

Balance transferred to earned surplus 

163.639 



2,566,144 

280,000 


326,494 

30,000 






3,540 

1,845 

45d 

1,660 

8 

800 

4,990 

3,423 

410 

3,112d 

1,132 

506d 

72 

212 d 

4.744 

1,515 

282 

11 


372,956 

4,250d 

5,355 

52,435d 

318 

1, 270o 

3,370 

2,706 

2,221 

1,8890 

1.515 

525d 

331' 297 

— 53:I§6'd 


11.393 

308.461 

11.393 


EARNED SURPLUS ACCOUNT 
Earrved surplus beginning of year 
Balance transferred from income account 
Other credits to turplui 
Dividend appropriations— Preferred stock 
Dividend approprlatloAs— Common stock 
Other debits to surplus 
Earned surplus, end of year 


A Company acsuired by New England Power Co on July 28, 1948 

B Excludes $86,500 charged to taxes amp credited to flood suspense 

ACCOUNT IN company's REPORT, REPRESENTS REDUCTION IN TAXES 
RESULTING FROM BENEFIT FOR INCOME TAX PURPOSES OF DEDUCTIONS 
I NC 1 DENT TO FLOOD LOSSES 


621,784 

96,606 


856.657 

163,708 


117, 815 
13,071 
2,306 


220,346 38 

12,834 3? 


54,OOOd ‘•J 

niit " 

61,8610 


409 D 33 
54 

687 55 

18 56 


63 

2,021d 64 
7, 9820 « 
66 

2.026D 67 


F 49,635 
492 


In ADDITION, CUMULATIVE PREFERRED DIVIDENDS IN ARREARS IN THE 
AMOUNT OF $78,362 WERE PAID OUT OF CAPITAL SURPLUS 

Cumulative preferred dividends in arrears $624,564 
Includes $983,457 restricted as to dividends on common stock 
Cumulative preferred dividends in arrears $66,180 
Restricted as to dividends 














































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 



EARNED SURPLUS ACCOUNT 
£aened surplus, b^oDinj of year 
Balance baculcrred from locothe account 
Other credits to surplus 
Dividend approprfattons — Preferred stock 
Dividend j^propnations — Common stock 
Other debits to surplus 
£amed surplus, end of year 


A Report reflects acquisitio-n of properties of Tidewater Electric 
Service Co ; formerly leased to respondent, acquired Apr 30, 1947 
B Includes $37,860 restricted as to dividend* 


Ice utility solo durins 1948 

Net income from electric plant operated by others 
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Virginia 

VraihiDgion 


STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Income and Earned Surplus 



Old Oohi h i on Power 

COHPAHr 


Virginia Electric and 
Power Company 


Pacific Power A Light 
Company 
(C) 


ELECTRIC UTILITY OPERATING INCOME 
Operaun^ revenues 

Operating expenses 
Depreui^oo 

Amoftiiatxon of Iinuled term utility investments 
Amortfzattoa of utility plant acquisition adjustments 
Property losses char^able to operations 
Taxes Federal taxes On income 
Other taxes 

Total OPEsunNC Revenue Deductions 
Net operating revenues 
Income from electric plant leased to others 


nTBlRTTir 


GAS UTILITY OPERATING INCOME 
Operating revenues 



Operating exp)efises 
Depreciation 

Amortiaation of limited term utility investments 
Amortization of utility plant acquisition adjustments 
Property losses chargeable to operations 
Taxes Federal taxes on income 
Other taxes 

Total Operating Revenue Deductions 
Net operating revenues 
Income from gas plant leased to others 


OTHER UTILITY OPERATING INCOME 
2) Operating revenues 

26 Operating expenses 

27 Depreciation 

28 Amortization of limited term utility invesoncnts 

29 Amortization of utility plant acquisition adjustments 

30 Property losses chargeable to operations 

3 1 Taxes Federal taxes on income 

32 Other taxes 

33 Total Operating Rev£nu£ DenuenoNs 

34 Net operating revenues 

35 Income from other plant (eased to others 

36 Other Utility Operating In^we 


TOTAL UnUTY OPERATING INCOME 

37 OperaCiog revenues 

38 Operating expenses 

39 O^reaatioo 

40 Amortization of limited term utility investmeats 

41 Amomution of utility plant acquisition adjustixients 

42 Property (ossa chargeable to operations 

43 Taxes Federal (axes on income 

44 Ocher taxes 

45 Total Opeiatinc Revenue Deductions 

46 Net operating revenues 

47 Income from utility plant lea sed to others 


OTHER INCOME 

49 Income from merchandise jobbing and contract work 

50 Income from nonutility operations 

51 Revenues from (ease of other physical property 

52 Dividend revenues 

53 Interest revenues 

54 Revenues from sinking and other funds 

55 Miscellaneous nonoperating revenues 

56 Nonoperating revenue deductions 

57 Total Othex Incohe 

58 GROis Income 

INCOME DEDUCTIONS 

59 Interest on long term debt 

60 Amortization of debt discount and expense 

61 Amortization of premium on debt — Credit 

62 Taxes assumed on interest 

63 Interest on d^ to assocuted companies 

64 Other Interest charges 

65 Interest charged to construction — Credit 

66 MisceiUneoiu amortiaation 

67 Miscellaneous income deductions 

Total Income Deductions 

NbtIncohr 

DISPOSITION OF NET INCOME 

70 Miscellaneous reservations of net income 

71 Balance transferred to earned surplus 


EARNED SURPLUS ACCOUNT 

72 Earned surplus be^lruung of year 

73 Balance transferred from Income account 

74 Other credits to nirp Ins 

73 Dividend appropriations— Preferred stock 
76 Divided appropriatlons-rCommon stock 


A Includes $14,776,731 transferr ed to common stock in connection with 
RECLASSIFICATION OF 2,942,901 SHARES FROM NO PAR TO $10 PAR VALUE 
AND $646,066 APPLIED TO write OFF CAPITAL STOCK EXPENSE ON SALE OF 
739,128 AOPITIONAL SHARES OF COMMON STOCK. 

B Includes $5,986,826 restricted as to dividends on common stock 
C. Report reflects acouisition of Northwestern Electric Cc , acquired 
May 31, 1947 

n WriTiun i’TPT laA xjL-rco knii Hino 




2.7020 1 52 

55 

118,259 1 54 


1,949,303 38 
150, 000 3? 
31 40 


318,0000 45 
180.014 (44 



Amortization of electric plant acquisition adjustments 
Includes $2,032,866 profit on sale of certain electric properties 
Includes $5,754,004 restricted as to dividends on common stock 
Heating utility 

Includes $5,827,723 excess of amounts received (less Federal 
income taxes of $2,525,304) over boor values on sale of 

INVESTMENT IN F OR M ER 5 U B S I D 1 A R Y C OMP A N Y AND SALES OF UTILITY 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 


WAlhington 
Welt V ir^inia 




Washington Water Power 
CoMPAN-f, The 


Appalachian Electric 
Power Compant 

(D) 


Beech Bottom Power 
Company, Inc 

[r] 


Kanawha Valley Power 
Company 


ELECTRIC UTIUTY OPERATING INCOME 
Operating revcouca 

Operiting expenses 
D^precudoo 

Amomiadon of bmitcd term utility investments 
Amortiution of utility pJint acquisition adjustments 
Property losses chargeable to operations 
Taxes Federal taxes on income 
Other taxes 

Total Operating Revenue Deductions 
Net operating revenues 
Income from clcctnc plant leased to others 




GAS LfTIUTr OPERATING INCOME 
Operating revenues 


AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

S 


16.023,072 

1,396,051 

8,140,925 

1,943,839 

NR 


1,435,371 

274,3670 

1,843,878 

152,781 




Operating expenses 
Depreciation 

Amortization of limited term utility investments 
Amortization of utility plant acquisition adjustments 
Property losses chargeable to operations 
Taxes Federal taxes on income 
Other taxes 

Total Operating Revenue Deuuctions 
22 I Net operating revenues 
2j 1 Income from eas plant leased to others 


OTHER UTILITY OPERATING INCOME 
Operating revenues 

Operating expenses 
Depreciation 

Amortization of limited terra utility investments 
Amortizabon of utility plant acquisition adjustments 
Property losses chargeable to operations 
Taxes Federal taxes on income 
Other taxes 

Total Operating Revenue Deductions 
Net operating revenues 
Income from other plant leased to others 





TOTAL UTILITY OPERATING INCOME 
37 Operating revenues 

58 Operating expenses 

39 Depreciation 

40 Amortization of limited term utility investments 

4 1 Amortization of utility plant acquisition adjustments 

42 Property losses chargeable to operations 

43 Taxes Federal taxes on income 

44 Other taxes 

45 Total Operating Revenue Deductions 

46 Net operating revenues 

47 Income from utility plant leased to others 


OTHER INCOME 

49 Income from merchandise jobbing and contract work 

50 Income from nonutility operations 

3 1 Revenues from lease of Other physical property 

32 Dividend revenues 

33 Interest revenues 

34 Revenues from sinking and other funds 

33 Mtsceilaneous nonoperating revenues 

36 Nonoperating revenue deductions 

37 Total Other Income 

38 Gross Income 



244,821 

100,000 

22,2500 

17,612 

16,318 

43.199 

37.9800 

405.632 

43.^120 

289,796 

22,794 

289.796 

1 22.794 


INCOME DEDUCTIONS 
39 Interest on long term debt 

60 Amcutization of debt discount and expense 

61 Amortization of premium on debt — Credit 

62 Taxes assumed on interest 

63 Interest on debt to associated companies 

64 Other interest charges 

63 Interest charged to construction — Credit 

66 Mtsceilaneous amortization 

67 Miscellaneous income deductions 

68 To tal Income Deductions 


EARNED SURPLUS ACCOUNT 
lamed surplus, beginning of yeu 
Balance transferred from Income account 
Other credits to surplus 
Dividend appropriations — Preferred stock 
Dividend appropriations — Common stock 
Other debits to surplns 
Earned surplus end of ’ 


4,7O0d 63 


NR Not reported 

A HEatihg, $527,373j wateRj |188j943 

B Amortization of electric plant acquisition adjustments 
C Includes ^1,352^845 restricted as to dividends 
D Report reflects acquisition or Holston River Power Co , acquired 
June 30, 1948 


Substantially all restricted as to dividends on common stock 
Company operates the Windsor steam electric generating station for 

THE ACCOUNT OF ITS TWO OWNERS, WEST PENN PowER Co AND OHIO POWER Co 
AND IS REIMBURSED BY THEM FOR ALL OPERATING EXPENSES 









































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Income and Earned Surplus 



ELHCTRIC UTILITY OPERATING INCOME 
Operitiflg revenues 

OperattQg expemes 
Depreciatioa 

Amortuaijon of limited term utility mvestmenw 
Aroortiiition of utility plant mcpiisitioo adjusamcnts 
Property Itmei durgeable to openhom 
Taxes Federal taxes on income 
Other taxes 

Total Opeiatinc Revenue DEouemoNs 
Net openting revenue# 
lovome from cleCtnc plant leased to others 


Monongahela 

Power 

COHPAMI 



increase over 

AMOUNT 

PREVIOUS YEAR 

s 


19,548,174 

2,555,860 

10,847,091 

1,633,460 

1,357,900 

127,100 

25,761 

11,900 

1,615,300 

42,900 


TRANSMISSION COMPANY 

(F) 


jNCfl£ASe OVER 
PREVIOUS YEAR 



— I II III II I I I WillM 


3,972,220 I 559,149 


GAS UTILm OPERATING INCOME 

Operating revenues 

1.431.565 

144.074 

Operating expenses 

1,380,190 

151,505 

Depreciation 

118,799 

2, 6560 

An^rliaation of limited term utility investments 


Amortization of utility plant acijuisition adjustments 

Property losses chargeable to operations 

Taxes Federal taxes on income 

Other taxes 

81,800 

3.7OO0 

Total Opekatimg Revenue DEDircnoNS 

— HI 'HllTM 

145.149 



Wheel ing El ectr i c 

Company 



INCREASE OVER 

amount 

PREVIOUS YEAR 

s 



4.9CXI.961 I 889,792 


780,934 

18,708 

3,202,348 

777,056 


274,357 

31,383 



396 

354 

15,770 

l,950o 

371,139 

10,080 


OTHER INCOME 

Income from merchandiie jobbing and contract work 
Income from nonutdity openUioru 
Revenues from lease of other phyitcal property 

Dividend revenues 

Interest revenues 

Revenues from sinking and other funds 
Miscellaneous nonoperating revenues 
Nonoperating revenue deductions 
Total Other Incomb 



162,9720 

120,922 

2,365 

599 

240d 

102,377 

1,134 

492 D 

3,737 

23 

128d 

23,7420 

924 

142 

6d 


8,853 59 


1,836 \6l 

68 



45, 103 1 10 
5620 (n 



14,440 

7,874 

15 

48 

7520 

2.906 

1 1 

70 


EARNED SURPLUS ACCOUNT 

72 Earned sutplui, beginning of year 

73 Balance tranifcrrcd from income account 

74 Other credits to surplus 

73 Dividend appropriations— Preferred stock 

76 Dividend appropriations — Common stock 

77 Other debits to surplus 

78 Earned surplus, end of year 


A Wateb utilitv Sold July 31, 1947 

B Includes $172,519 amortization oF utility plant acquisition 
adjustments 

C Includes substantial amount restricted as to dividends on common 

STOCK 

D Water utility 


E Net income from properties operated for others, payable to lessor 

COMPANY 

F Company has no utility plant but leases and operates the Lake Lynn 
hydroelectric oenerating station owned by West Penn Power Co 
G Amortization of electric plant acquisition adjustments. 




































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 


L 

! 

N 

e 

ITEM 

Consol i dated Water 

Power Company 

Interstate Light and 
Power Company 

N 

0 


AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

amount 

INCREASE OVER 
PREVIOUS YEAR 


ELECTRIC imLiry operating income 

Opcntmg revenues 

OpecUmg ezpem«s 
Depcecutioa 

Amortization of limited term utility investments 
Amortization of utility plant acquisition adjustments 
Property losses chargeable to operations 
Taxes Federal taxes on mcorne 
Other taxes 

Total Opeuvtinc IUvenue Deduchons 

10 I Net operating revenues 

1 1 I Income from electric plant leased to othen 





592,679 89,334 

53,702 3,653 


2,658,411 972,823 

331,023 35,320 


16,500 I 14,000 I 170,120 | 150,396d 


45,089) 59,673o| 43,144 I 21,611d | 526,773 


GAS unUTY OPERATING INCOME 

1 3 Operating revenues 

14 Operating expenses 

15 D^reoation 

Ig Amortuation of limited term utility investments 

17 Amortization of utility plant acquisition adjustments 

1 8 Property losses chargeable to operauons 

19 Taxes Federal taxes on income 

20 Other taxes 

21 Total Opekatinc Revenue Deductions 

22 Net operating revenues 

23 Income from sas plant leased to others 


OTHER UTILITY OPERATING INCOME 

25 Openting revenues 

26 Operating expenses 

27 Depreciation 

28 Amortization of limited term utility investments 

29 Amortization of utility plant acquisition adjustments 

50 Property losses chargeable to operations 

31 Taxes Federal taxes on income 

32 Other taxes 

33 Total Operating Revenue Deductions 

34 Net operating reveoucs 

35 Income from other plant leased to others 



63,744 

18,370o 

3,725 

11, 851 0 

593 

593 


1.234fi 



1,786 

35,67a 


TOTAL UTIUTY OPERATING INCOME 

37 Opetzting tevenues 

38 Operating expenses 

39 Depreciation 

40 Amortization of limited teem ubiity investmenb 

41 Amortuation of utility plant acquisition adjustments 

42 Property losses chargeable to operations 

43 Taxes Federal taxes on income 

44 Other taxes 

45 Total Operating Revenue Deductions 

46 Net operating revenues 

47 Income from utility plant leased tq others 

48 Total Utilitv Operating Income 

other income 

49 Income from merchandise jobbing and contract work 
30 Income from nonutility operations 

M Revenues from lease of other physical property 

32 Dividend revenues 

55 Interest revenues 

S4 Revenues from sinking and other funds 
35 Miscellaneous nonopcratuig revenues 

56 Nonoperatmg revenue deductions 

57 Total Other Income 


INCOME DEDUCTIONS 

59 Interest on long term debt 

60 Amortuation of debt discount and expense 

6 1 Amortization of premium on debt'^Credit 

62 Taxes assumed on interest 

63 Interest on debt to associated companies 

64 Other interest charges 

63 Interest charged to construction — Credit 

66 Miscellaneous amortuitioa 

67 Miscellaneous income deductions 

68 Total Income Deductions 



DISPOSITION OF NET INCOME 



70 

Miscellaneous reservations of net income 



71 

Balance transferred to earned surplua 

100.401 

43,225d 


954,453 38 

23,468 39 



180 51 

415 52 

l,261o 55 


15,135 59 

60 

3d 61 


68.7110 

35,637 

10,184 

544,195 

255.9590 



EARNED SURPLUS ACCOUNT 
Earned surplus, beginning of year 
Balance transferred from incqme account 
Other credits to surplus 
Dividend appropruCions—Preferred stock 
Dividend appropnatioru — Conwwjn stock 
Other debits to surplus 
Earned surplus, end of year 


Amortization qf utility plant acquisition adjustments 


Dividends can be paid on convertible second preferred stock only 
FROM EARNED SURPLUS |N EXCESS OF $300,000 AND DIVIDENDS CAN 3E 
PAID ON COMMON STOCK ONLY FROM EARNED SURPLUS IN EXCESS OF $405,000. 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Burned Surplus 

Madisok Gas ako Electpic" Menom inee and Mar inette Northern States Power ,^p°'LHr!iT^oHPANY^"' i 

CoMPANr Light and Traction Company Company ImprovcmEnt Company 




OTHFR INCOME 

A9 Income from merchandise jobbing and contract work 
so Income from nonudhty operations 

51 Revenues from lease of other physical property 

52 Dividend revenues 

53 Interest revenues 

54 Revenues from smiting and oiher funds 

55 Miscellineous nonoperating revenues 

56 Nonoperating revenue deductions 

57 Total Other Income 

50 Guftss In^comb 

INCOME DEDUCTIONS 

59 Interest on long term debt 

60 Amortiution of debt discount and expense 

61 Amortization of premium on debl—Credit 

62 Taxes assumed on interest 

63 Interest on debt to associated companies 

64 Other interest charges 

65 Interest charged to construction — Credit 

66 Miscellaneous amortization 

67 Miscellaneous income deductions 

6b Total Incomb Deductions _ . 


DISPOSITION OF NET INCOME 
MisceUancDus reservations of net income 
Balance transferred to earned surplus 


EARNED SURPLUS ACCOUNT 
Earned surplus beginning of year 
BflUraee transferred from income account 
Other credits lo lurplus 
Dividend appropriations — Preferred stock 
Dividend appropriations — Coinmon stock 
Other debits to sdrplus 
Earned surplus end of yea 


A Includes $679^084 restricted as to dividends 
B. Heating utilitv. 

C Includes $15,572 amort i zat ion or electric plant acquisition 
adjustments 


Includes $750,000 applied to reduction op electric plant 
acquisition adjustments and $76,177 to write ofp electric plant 
adjustments 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Eatned Surplus 


Superior WateRj Light V/isco«5iti Electric Power Wisconsin Gas & Electric Wisconsin Htdro Electric 

AND Power Company Company Company Company 


ELECTRIC UTILITY OPERATING INCOME 
Opcrafing te\ enue 

Op<;rating expenses 
Depreciation 

Amortization of limited term utility investments 
Amortization of utility plant accjuisition adjustments 
Propertv losses chargeable to operations 
Taxes Federal taxes on income 
Other taxes 

Total Operating Revenue Deductions 
N et operating revenues 
InLome /ram electriL plant leased to Others 


G\S UTILITY OPERATING INCOME 
Operating revenues 


Operating expenses 
Depreciation 

Amortization of limited term utility investments 
\mortizat(on of utility plant accjuisition adjustments 
Property losses chargeable to operations 
Taxes Federal taxes on income 
Other taxes 

Total Operating Revenue Deductions 
Net operating revenues 
Income from gas plant leased to others 


OTHER UTILITY OPERATING INCOME 
Opcfifing revenues 

2(3 Operatuig expenses 

27 Depteciation 

28 Amortization of limited term utiLty investments 

29 Amortization of utility plant acquisition adjustments 

30 Property losses chargeable to operations 
}l Taxes Federal taxes on income 

32 Other taxes 

33 Total Operating Revenue Deductions 

34 Net operating revenues 

33 Income from other plant leased toothers 




increase OVER INCREASE OVER INCREASE OVER INCREASE OVER 

AMOUNT PREVIOUS YEAR rtMOUNT PREVIOUS YEAR AMOUNT PREVIOUS YEAR AMOUNT PREVIOUS YEAR 


1,324,055 75,980 45,941,165 | 4,952,625 

919,939 203,462 26,216,322 

49,840 2,226 3,340,779 


51,000 

149,842 

1.170.622 

153,432 


55,980d 



153 . 260 
77, 279 D 



77.2790 

365.953 

16 . lOB 

317,558 

35,717 

12,295 

600 


l,020o 

16.425 

4.3590 




3.363.654 1 

654.552 

146.325 

21.684 

2,793,454 

717,604 

142,791 

5,3210 

368,822 

45, 001 D 

11,150 

2,098 

(23,104) 

23, 104 0 



173.486 

65_,027d 

5.581 

178d 

— H H H 1 1 ■ 



wmmmmu 

50,996 

70, oai 

( 13, 178) 

r 25,587 


120, 713 39 

9,396 39 



OTHER INCOME 

Income from merchandise jobbing and contract work 

Income from nonutiiity operations 

Revenues from lease of other physical property 

Dividend revenues 



Interest revenues 

Revenues from sinking and other funds 

Miscellaneous nonoperating revenues 

Nonoperating revenue deductions 

54 

1,178d 

Total Other Income 

54 

1.1780 



110.5960 



172,601 

8,387 

34,663 

760,500 

330,603 


32,6750 ^ 

‘ --- M 


9, 7320 (« 


4,697o ■'!' 

50 

269d 51 

52 I 

1,700d 33 


INCOME DEDUenONS 
59 Interui on long term dtbl 
SO Amortilalion of debt discount and expense 

61 Amortization of premium on debt — Credit 

62 Taxes assumed on interest 

63 Interest on debt to assoaated cotnpanics 

64 Other mterwt charges 

65 Interest charged to construction — Credit 

66 Miscellaneous amortization 

67 Miscellaneous incopie deductions 

68 Total Income Deductions 


1,298 
373 
B 10,349 



1,360,537 

10,4720 

380, 950 


312,000 


32,435 


12,460 

814 0 

311 

1,015 

15,941 

41,066d 

5,618 

288 





69 

Net Income 

■■■■'ftEICbn 


1 DISPOSITION OF NET INCOME 


70 

Miscellaneous reservations of net income 


71 

Balance transferred to earned surplus 

104.401 



III liWIliBM I liW 


I — 


5, 1201) 
2.796d ^ 
fit 


3,364 ^ 

5,965 
20,000 ^<5 


750,810 

287,859 

94,175 

24.6380 


EARNED SURPLUS ACCOUNT 

' Earned surplus, begmtung of year 1 . 195 , 767 

Balance transferred from intome account 104^401 

Other credits to surplus 27 , 044 

Dividend appropnations—PreferKd stock 

Dividend appropriations — Common stock 74 . 250 

Other debits, to surplus 
Earned surplus, end of year 


A Water utjljty 

B Amortization of electric plant acquisition adjustments 
C Includes 470,000 applied to reduction of utility plant adjustments 
D Includes ?690,000 restricted as to dividends. 

E Heat ins utility 

842507 0 - 49 - 13 


F . Provision for continsent Losses on investment in capital stocn of 
subsidiary 

G Includes approximately $1,340,000 restricted as to dividends on 
Common stock 


© S 



































































STATISTICS OF ELECTRIC UTILITIES IM THE UNITED STATES FOR LEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 


Wisconsin f Wyoming 



Wis ONSKl (IlCHIGAN POWER WISlONSIN POWER AND LIGHT I WISCONSIN PUBLIC SERVICE I ChCYENNE LiGHT, Fu 
C oHPANT Company | Corporation [ Power Compan 


ifi/'Rra^F nvFR INCREASE OVER INCREASE Over INCREASE OVER 

AMOUNT PREVIOUS YEAR AMOUNT PREvTSuS YEAR AMOUNT PREVIOUS YEAR AMOUNT PREVIOUS YEAR 



If) Net Operating fe\enucs 

[ncome frorr eicctnc plant ieaseJ toothers 

P Electric Utilth Operating Jncqme 

GAS UTILm OPERATING FNCOME 
If Operating reverues 

14 Operating expenses 

1 5 Depreciation 

Xfi Amortization of limiteJ term utility msestmentj 

17 Amortization of utility plant aci^uuition adjustments 

I y Property losses chargeable to operations 

19 Two Federal taicej on income 

20 Other tajc« 

21 Total Operating Revenue Deductions 

■>1 Net operating revenues 

23 Income from gas plant leased to others 

24 Gas UfiinrY Operating Income 

OTHER LfTlLITV OPERATING INCOME 
Operating revenues 

Operating expenses 

27 Depreciation 

28 Amortization of limited term utility investments 

29 Amortization of utility plant accjmsition adjustments 

30 Property losses chargeable to operations 

3L Taxes Feden! taxes on income 

52 Other taxes 

53 Total Operating Revenue Deductions 

54 Net operating levenues 

35 Income from other plant leased to others 

36 Other UTtiiTV Qpbratino Income ' 


TOTAL UnUTV OPERATING INCOME 
37 Operating revenues 




38 Opeating expenses 

39 Depreciation 

40 Amortization of limited term utility investments 

A 1 Amortizition of utility plint acquisition adjustments 

42 Property losses chargeable to operations 

43 Taxes Federal taxes on income 

44 Other tax^ 

45 Total Operating Revenue Deductions 

46 Net operating revenues 

47 Income from utility plant leased to others 

4fl Total Utility Operattnc Income 


I OTHER INCOME 

Income from merchandise jobbing and contract work 
Income from nonutiiity operat jns 
Revenues from lease of other physical property 
Dividend revenues 
Interest revenues 

Revenues from sinkmg and other funds 
Miscellaneous nonopersting revenues 
Nonoperating revenue deductions 
Total Other Income 


INCOME DEDUCTIONS 
Interest on long term debt 
Amortiraiton of debt discount and expense 
Amortization of premium on debt — Credit 
Taxes assumed on interest 
Interest on debt to associated companies 
Otiier interest charges 
Interest charged to construction — Credit 
Miscellaneous amortization 
Miscellaneous income deductions 
Total Income Deductions 


EARNED SURPLUS ACCOUNT 

Earned iurpliia beginning of year 


946,561 

Balance tranaferred from income account 


69ljl59 

Other credits to surplus 


135,000 

Dividend appropciatiotu — Preferred stock 


180,029 

Dividend appropriations — Common slwk 


400,500 

Other debits to surplus 

Earned surplus end of year 


£ 741.228 
F 450.963 


See note (b) to item 43 and 44 

Reflects reduction in federal and state income taxes in the amounts 
OF $121,000 AND $14,000, respectively, resulting from benefit for 

TAX purposes FDR DEDUCTIONS IN CONNECTION WITH REFINANCING OF 
LONG-TERM DEBT 

Amortization of electric plant acquisition adjustments 


Adjustment of prior years^ federal income and excess profits taxes 
Includes $1,290,223 applied to reduction of utility plant 
ACQUISITION adjustments 
Transportation utility 

Includes $372,100 amortization of utility plant acquisition 

ADJUSTMENTS 

lidrriir»pe dll QAQ DrerDir-rm ac -r n n „ r py n ^ ^ e- r. 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Income and Earned Surplus 




Southern Wyoming Utilities Western Public Service 
Company Company, The 


GAS UTIUTY operating INCOME 
] 3 Operating revenues 

14 Operating expenses 

15 Dcpreciatjon 

16 Amortizafion of limited term utility in'cstments 

17 Amortization of utility plant acquisition adjustments 

1 8 Property losses chargeable to operaiions 

19 Taxes Federal taxes on income 

20 Other taxes 

^1 Total Operating Revenue DEDuenoNs 

22 Net operating re\enues 

23 Income from gas plant leas^jo others 

24 

OTHER UTILITY OPERATING INCOME 

25 Operating revenues 

26 Operating expenses 

27 Deprecution 

28 Amortization of Umited term utility investments 

29 Amortization of utility plant acquisition adjustments 

30 Property losses chargeable to operations 

jl Taxes Federal taxes on income 

32 Other taxes 

33 Total Operating Revenue Deouctions 

34 Net operating revenues 

35 Income from other plant leased to others 








INCREASE OVER 
PREVIOUS YEAR 




22,517 4,701 


108,505 I 8,2960 



A 265,587 

3,167d 

185,813 

23,571 

33,328 

2,069 

8, 591 

13,7260 

25.273 

4,469 


laHifiMjii 





TOTAL UnUTY OPERATING INCOME 

37 Operatmg revenues 

38 Operating expenses 

39 £)epreciation 

40 Amortization of limited term utility investments 

41 Amortuation of utility plant acquisition adjustments 

42 Property losses chargeable to operations 

43 Taxes Federal taxes on income 

44 Other taxes 

43 Total Operating Revenue Deductions 

46 Net operating revenues 

47 Income from utility plant leased to others 


OTHER INCOME 

49 Income from merchandise jobbing and contract work 

50 Income from nonutility operations 

51 Revenues from lease of other phpical property 

52 Dividend revenues 

55 Interest revenues 

54 Revenues from sinking and other funds 

55 Miscellaneous nonoperating revenues 

56 Nonoperating revenue deductions 

57 Total Other Income 


INCOME DEDUCTIONS 

59 Interest on long term debt 

60 Amortization of debt discount and expense 

61 Amortization of premium on debt — Oedit 

62 Taxes assumed on interest 

65 Interest on debt to associated companies 

64 Other interest charges 

65 Interest charged to construaion— Credit 

66 Miscellaneous amortization 

67 Miscellaneous income deductions 

68 Total Income Deductions 


DISPOSITION OF NET INCOME 

70 Miscellaneous reservations of net income 

71 Balance transferred to earned surplus 


EARNED SURPLUS ACCOUNT 
Earned suqjlus beginning of year 
Balance transferred from income account 
Other credits to surplus 
Dividend appropriations— -Preferred stock 
Dividend appropnationw- Common stock 
Other debits to surplus 
Earned surplus end of year 



Water utility 
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CAPITAL STOCK AND BONDS 
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Capital Stock and Bonds 


201 


COMPANY 

CAPITAL STOCK 

BONDS 

CLASS AND SERIES 

OF STOCK 

PAR VALUE 1 

OUTSTANDING 

CLASS AND SERIES I 

OF OBLIGATION j 

T 

NOMINAL DATE 

OF ISSUE 

DATE OF 

MATURITY 

ITTT 

RATE 

OUTSTANDING 

PER SHARE 

- - 1 

SHARES j 

AMOUNT 

_ 



1 







ALABAMA 












» 








Alabuna Powar Company 

Common 

Non-par 

3 . 855.000 

28 , 762,500 

1st urfege 

ran, 1 , '42 

Jan. 1,'72 

3 i/£ 

80 , 000,000 






1st mtae 

3 ot 1 , ' 4 ? 

Dot. 1,'77 

3 lA 

10,000,000 

f Commortwealth A Southern Corp ) 

Prererred U 205 ? Cum 

100 00 

300, 00(. 

30,oro,ooo 

Ist mtge. 

3 ec 1, '48 

Deo 1,'78 

3 3/a 

12,000,000 






Total 




102,000,000 

Birmingham Blactric Compcmy 

Common 

i'on-par 

5L5.610 

5 . 743,758 

1st mtKe 

iug 1,'44 

Aug. L ,'74 

3 , 

9,600,000 






1st mtga 

Jov. 1, '47 

Jov, 1,'77 

3 l/€ 

1,000,000 


Preferred I4. 20^ Cum 

100 00 

6U,ooo 

6,400,000 











■I’o^-al 




10,600,000 

ARIZONA 










Arizona Edison Company, Ino« 

Conniioii 

5.00 

iHt.ooo 

720,000 

let mtpe 

itfar 1, 

Mar 1,'74 

3 i/£ 

2, 500,000 






Ist mtea. 

War 1, '48 

Mar 1 , ' 74 

3 l/£ 

1,000,000 


Preferred |5 Cum. 

Non-par 

k.300 

4 TO,ooo 

Debentures 

June 1 , 'I4S 

June 1 , f 60 

4 

1,500,000 


> 




Total 




5,000,000 

The Arijona Power Company ° 

Common 

100 00 

10,000 

1,000,000 

1st mtge B.f 

Aug. 1,’45 

Aug 1,'70 

3 1/2 

2,300,000 






1st mtge. s f 

Aug 1,'47 

Aug. 1,'72 

5 lA 

350,000 


Pri’ferred 55 ? Cvnn 

100 00 

12,000 

1,200,000 











Total 




2,650,000 

Central Arizona Light and Power 

Comraon 

Non-par 

l.lEo.ooo 

5 , 610,000 

Ist mtpe. 

July 1 , »46 

July 1,'76 

2 3A 

8,500,000' 

Company 





1st mtga. 

Dec, 1,'47 

Deo. 1,'77 

5 i/e 

2, 500,000 


Preferred Jl.lO Ciffli. 

25 00 

155,94.5 

3 , 898.625 











Total 




11,000,000 

Cltizons Utilities Company ^ 

Connnon 

1.00 

257,165 

b 285 , i 4 B 

1 st Oitro, & Coll Tr 

^ar. 1,'47 

Mar. 1, '72 

3 3/2 

4 , 500,000 






Ist mtge. ft Coll Tr. 

iCar. 1 ,' 4 B 

(ar. 1,’72 

4 

500.000 


Preferred ^ Cum.Oonv. 

10 00 

7.381 

b 75,810 

Bangor Gaa Co. 










1st mtge. s.f. 

Dot. 1 , ' 4 l 

Dot. 1,'71 

4 

458,000 






Total 




5 . 458,000 

The Tuoson Gas, Eleotrio Light 

Coznmon 

10,00 

2gE,ooo 

2 , 940,000 

Ist mtge. 

Apr, l,' 4 l 

Apr . 1 , ' 66 

3 , 

3 , 500,000 

» and Power Company 





Ist mtga. 

Dot. 1,'47 

Dot. l ,'77 

3 lA 

750,000 


Preferred 

100 00 

15,000 

1,500,000 











Total 




k, 250.000 

ARKANSAS 










Arkanaao^issouri Power Company 

Common 

5 00 

221,551 

1, 107,753 

1 st ratpe Ssries A 

Deo. 1,'44 

Deo. 1,'74 

3 i/e 

2 , 000,000 






Ist mtge. Series B 

Juno 1,'46 

June 1 , '76 

2 7/e 

500,000 






Ist mtge. Series C 

Deo. 1,'47 

Deo. 1 , '77 

3 3 /i 

1 , 000,000 






Debentures s f. 

Apr. 1,'47 

Apr. 1, '72 

3 Vi 

980,000 






Total 




4 , 4 fio,ooo 

Arkanaaa Power ft Light Company 

Common 

12 TO 

1 , 780,000 

22,250,000 

Ist mtge. 

Dot. 1 , '44 

Dot. 1,'74 

3 i/a 

30 , 000 ,£X )0 






Ist intEe» 

July 1 , ' 4 ? 

July 1,>77 

2 7 /S 

11 , 000,000 

(Eleotrio Power ft Light Corpt) 

Preferred $J Cum. 

Won-par 

47.609 

4,760,900 

let lutre. 

lug 1,'48 

lug, 1,'78 

3 i/a 

7 , 500,000 


Preferred 46 Cum. 

Non-par 

45.891 

4 , 569,100 







Total Preferred 


95,500 

9,350,000 

Total 




43,500,000 

Arkansas Utilities Comcany 

Common 

5.00 

2 ‘ 5,000 

175,000 

1 st mtge. 4 Coll Tr.A 

Dso. 1, '45 

Deo. 1,'75 

3.35 

1,033,000 






1 st mtge. ft Coll.Tr B 

Jov. 1, '45 

Sot 1,'74 

3.35 

1,601,000 






Total 




2, 634,000 


Company aociulrad Bangor Gaa Co. on £ 9 t 19 LS« 


b. Sbated iralue. 

tj. pata as o-f Deo , 31 / 1 % 7 * 


■STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31 1948 

Capital Stock and Bonds 



ARKANSAS CCONTOJ 


CLASS AND SERIES 



Tha A.r!cl«,hama Corporation 


» 4 

100 Oo J 5 OO 50 *^^^ jn*bge* 


July l/U? July 1.'77 3 3.671i,0oo 


Citizans Elsotric Company 
[Arkansas Utilities Co.) 

CALIFORNIA 

California Electria Power Company 


Non-par 25,000 | 500,000 Isrfc ntse. 


Preferred ^3 Cum. 
Preferred #2 50 Cum. 
Preferred 5 1/^ Cauv. 

Total Preferred 


1.357,069 


7,856,377 Ist mtge. 

Ist mtge 

5,2L|B,150 

3 , 000,000 

1,500,000 

P.7U8,150 Total 


l,'13|Mar. 1,'63 7 962,000 


June 1, 'I 46 June X,'^S 3 

June 1,'48 June 1,'7Q 3 


16,000,000 

2,500,000 


Califomd,a-Pacif ic Utilities 
Company 


Preferred 5^ Cum. 


1,E55,000 


Ist mtge. Series A 
1st mtge. Series B 
1st mtge Series C 


July 1,’Ldi July I , '69 I 3 x/a 
Aug l,’l 46 Aug. 1,'71 5 ‘i-At 

July 1,'LtS July 1,'78 3 I /5 


1.830.000 

1.670.000 
750,000 

E,250,000 


Coast Counties Gaa and Electric 
Company 

(paoiflo public Service Co ) 


Paoifio Gas and Blectrio Company 


Pfd. Cum Series A 


pfd. 1st 6% Cum. 

Pfd 1st 5 1/2^ Cum. 
pfd 1st 5?5 Oum 
pfd. 1st 55^ Cum 


184,800 4.620,000 Ist mtge. 

1st mtge. 

124,000 3,100,000 1st mtge. 

1st mtge 


7,540,379 168,509,475 1st i ref.mtge 

Ist t ref.mtge 
4,211,662 105,291,550 1st & ref mtge 

1,173,163 29,329,075 Ist 4 ref mtge 

400,000 10,000,000 1st * ref.mtge, 

1,000,000 25,000,000 1st 4 ref.mtge. 

Ist 4 ref.mtge. 
1st 4 ref wtre 
1st 4 ref mtge. 
1st 4 ref.mtge. 
San Joaquin Lt, 
Corp. 


July l,'4l July 1,*71 3 1/ 
Hot. 1,'45 Hot. 1,'75 2 3/ 
Deo 1, '4? Deo. 1,'80 3 
Hot. 1, '46 Not, 1,'75 2 3/ 


Unif t ref nrtge.Ser 


'36 June 1,’66 
>40 Deo. 1,'70 
•41 June 1,'71 
•44 June 1,'74 
• i^ Dec 1, '79 
•45 Deo. X,-77 
•45 Deo 1, '75 
•Z;6 June 1,’81 
•4? Deo. 1,'ao 
•45 June 1,'Q2 


•22 War. 1,'52 


3.255.000 

1 . 168.000 
887,000 
900,000 

6,210,000 


3 l/£ 927,000 

3 18,744,000 

3 25,904,000 

5 109,618,000 

3 76,720,000 

3 48,392,000 

3 12,400,000 

2 3/4 24,608,000 

2 7/8 72,908,000 

3 l/B 75.000,006 


7,095,000 


Total preferred 


6,78i4.,8a5 169,620,625 


473.116,000 


San Diego Sas 4 Elootrio Comnany 


Preferred 5^ Cum. 


1,900,000 19,000,000 1st mtge. 

lat mtga. 

375,000 7.500,000 

Total 


July 1,'40 July 1,'70 3 3/6! 16,000,000 
Har 1,'48 liar. 1,'78 3 lO.OOb.OOO 

1 26,000,000 


Southern California Edison. 
Company 


Pfd. 5!^ Cum Part.Orig. 
Pfd. 4*32^ Cum 
Pfd, 4 88^ Cv»n. 

Pfd. 4 48jS Cum, Conv, 
Pfd. 4 56jS Cum. Conv. 

Total Preferred 


3,183.091170,762,347 lat 4 ref mtge. gold Sept. 1, '39Sept. l,'6ii 3 lA 50,000,000 

I 1st 4 ref mtge Sept. 1, 'LiSept. 1,'69 3 106,000,000 

160.000 I 4,000,000 1st 4 ref mtge. Ser. A Jan. 15»'4EJan 15, *73 3 lA 40,000,000 

1.653,4^ 41,335,725 let 4 ref mtge Ser B Aug 15, '4£ Aug. 15, '73 3 25,000.000 

800.000 1 20,000,000 

1,652,685141,322.075 

799,800 19,995,000 


5,066,112 126,652,800 Total 


203,000,000 


Tallejo Eleotrio light and Power 
Company 


60,000 600,000 None 


COLORADO 


Colorado Cefatral Power Company 


535,740 lat mtge. Series B 
1st mtge. Series C 
Debentures s.f. 


Aug 1, '46 Aug. 1,' 76 27/e 1,300,000 

Feb 1, '48 Aug. 1, '76 3 3/e 600,000 

Nov 1,'40 Nov 1, '63 3 7/e 600,000 

2,500,000 


Frontier Power Company 


500 iLo.OOO 700,000 1st mtge. 


bot. i,'4lbot. i,'66 3 1/4 1,666,000 


Date of maturity extended from Mar. 1, 1943 
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1 

CAPtTAL STOCK 


BONDS 



1 COMPANY 

CLASS AND SERIES 

PAR VALUE 

OUTSTANDING 

CLASS AND SERIES 

NOMINAL DATE 

DATE OF 

INT 

RATE 

C 

1 

OUTSTANDING 


OF STOCK 

PER SHARE 

SHARES 

AMOUNT 

OF OBLIGATION 

OF ISSUE 

MATURITY 

COLORADO (coNTDJ 






■ - ■ n 




1 

1 The Home Gas and Electric Company 

! 

1 

CoiniQn 

25 00 

i+0,000 

1,000,000 

Ist mtge 

1st mtge. 

Cum iebentures 

July l.'ijL 
June 1 , ' L7 
July 

Jan. 1,'69 
Jan. 1,'69 

July l.'yL 

3 1/1 
3 

6 

$ 

782,000 

3L3,ooo 

280,000 






Total 




1,1*05,000 

Public Service Comnaiiy of Colorado 

Connnon 

Preferred ]+ Cum 

Preferred 4 U.0% Cum 

20,00 

100 00 
ioo.no 

1,080,809 

160,000 

66,000 

21,616,180 

16,000,000 

6,600,000 

1st mtce* 

1st mtgd* 

June l.'L? 
Oct 1,'U7 

June 1,'77 
Oot. 1,*78 

1 

2 7/3 1*0,000,000 

3 i/| 10,000,000 


Total Preferred 


226,000 

22,600,000 

Total 




50,000,000 

Southem Colorado Power Coinpaiy 

Common 

Non-par 

511.006 

3.062,713 

1st mtge. 

1st mtge 

Nov. l.'LS 
Nov If'LiB 

Nov. 1,'70 
Nov. 1.'73 


5.000. 000 

1.000. 000 






Total 




6.000,000 

The Western Colorado Power Company 

CoEnmon 

20.00 

110,000 

2,200,000 

None 



1 


(Utah Power & Light Co.) 








1 

1 


CONNEaiCUT 








1 


The Connaotiout Light and Power 
Company 

Common 

Preferred $2 00 Cura, 
Preferred ^1 90 Cura. 

Non- par 

Non-nar 

Non-par 

1,505,066 

356,088 

163,912 

52.53l+,075 

l6,80L,i400 

8,195,600 

1st A ref . mtge. Ser 1 
1st A ref .mtge Ser. J 
Ist i ref. mtge. Ser. E 

Sept. 1,>U4 
Nay l.'liS 

Oot. l.'itS 

Sept. l,>7i. 
Pay l,>7e 
Oct. i,>ec 

5 

10 , 000,000 

16 . 000 . 000 

15.000. 000 


Total Preferred 


500,000 

25,000,000 

Total 




Li. 000, 000 

The Connaotiout Power Compare 

Common 

25.00 

715.590 

17,889.730 

1 st mtge. 

1st 4 gen. mtge Ser. A 
1st i gen. mtge Ser B 
Ist & gan.mtge.Ser. C 
1st 4 gen mtge Ser D 
Ist 4 gen.mtge Ser E 

July 1, ' 06 
Oot 1,'35 
Jan. 1,>57 
Hov. 1,'UO 

Hay 1, 'L? 
Hov 1, 'ijB 

July 1,>56 
Oot 1,'65 
Jan 1.'67 
Nov 1,'75 

Hay 1 , > 82 
Nov 1.'78 

c; 

3 3A 
3 lA 
3 lA 
3 

3 

1+55,000 

2.209.000 

1.7814.000 

5.375.000 
2 , 1 * 00,000 
6 , 000,000 






Total 




16,223,000 

The Danhury and Bethel Gas and 
Elootrio Light Company 

Common 

25-00 

98,200 

2,1455,000 

let ref mtge. 

Deo. 1,'05 

Deo 1,'53 

5 

150,000 

(Derby Gas * Electric Corp.) 










The Derby Gas and Elootrio CoripaQy 

Common 

Non- par 

120,000 

3 , 000,000 

None 





(Derby Gas & Eleotrio Corp.) 










1 The Hartford Eleotrio Light 
j Company 

1 

Common 

25.00 

sLo.ooo 

21 , 000,000 

Debentures 

Debentures 

Debentures 

Apr. 1.-37 

Sept. 1, 'Ll 

July l.'L,? 

Apr. 1,'67 
Sept. 1, '71 
July 1,-82 

3 lA 
2 5/e 

2 , 730,000 

3,1*65,000 

12,000,000 






Total 




18,195,000 

The Mystic Power Company 

Comaon 

100.00 

10,000 

1,000,000 

None 





(Kew England Eleotrio System) 










The TTnited Illuminating Company 

Common 

N on-par 

1 , 2146,228 

22,871,756 

Debentures 

•’eb. l.'LS 

?Bb. 1^*78 

2 7/8 

8,000,000 

DELAWARE 










Dolairare Power k Light Company 

Common 

Preferred Cum. 

Preferred 5.70^ Cum. 

13 50 

100,00 

100.00 

1 , 162,600 

itO.OOO 

50,000 

15 , 695.100 

L. 000. 000 
•^,000 ,000 

lat mt^e A coll trust 
Ist Tntge* & oolletrust 

>ot. I,'l43 
)eo. 1, 'L7 : 

Oot. 1,'73 
3eo. 1,'77 

5 . 

3 1/3 

15 . 000 . 000 

10.000. 000 


Total Preferred 


90,000 

9,000,000 

Total 




25,000,000 
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DIST OF COLUMBIA 


GEORGIA 

Georgia Power Campany 


(Florida Power Corp.) 


Savannah Elaotrio and Power 
Company 


IDAHO 


Idaho Power Company 


Potomac Klaotrio power Company i Common 


FLORIDA 


Florida Power Corporation 


Florida Power * Llgh-t Company 
(American Power 4: Lipht Co.) 


Florida Pnblio Utilities Conpary Coirman. 


Gulf Power Company 


Tampa Eleotrio Company 


CLASS AND SERIES 

PAR VALUE 

OUTSTANDING j 

OF STOCF 

PER SHARE 

SHARES 

ahount j 

Comnan 

i 

10 00 

2, 961, 21^0 

2q, 612,500 

Preferred 5 

50 00 

225. 000 

11,250,000 

Common 

7-50 

i, 210,000 

9.075,000 

Preferred L?5 Oum. 
Preferred L 

100.00 

100.00 

40,000 
39, 100 

4.000,000 

3,910,000 

Total Preferred 


79,100 

7.910,000 

C amnion. 

Ban-par 

2,100,000 

30,075,902 

Preferred L l/2^ Cum 

lOO OO 

100,000 

10,000,000 

Coirmaii 

3.00 

150,000 

450,500 

praferr&d I4. 5/^ Cuca 

100.00 

6,000 

600,000 

Common 

'^on-par 

410,000 

6,560,000 

Preferred ^6 Cura. 

Non-par 

11,026 

1,102,600 

Common 

Qommon scrip 

Bon- par 

598,358 

84 

11,969,816 

1,677 

Total Common 


598,442 

11,971.493 

CoiniuoiL 

Bon-par 

5,250,000 

49,000,000 

Preferred $6 Cum* 
PraffliTod Cum 

100.00 

100.00 

433,869 

14,570 

43,386,900 

1,457,000 

Total Prefarrsd 


448.439 

44,843,900 

Comioii 

Non-par 

21,050 

1,422.234 

Coiunon. 

Non-par 

133.334 

3,652,596 

Preferred 5^ Cum 

100.00 

3,000 

300,000 

Common 

20,00 

700,000 

14,000,000 

Preferred L^ Cum. 

100.00 

135,000 

13,500,000 


CLASS AND SERIES 
OF OBLIGATION 


OF ISSUE I MATURITY 


irjT j 

RATE OUTSTAtJDING 


1st mtge 
1st ntge 


1st mtge. 

1st mtge 
Debentures s f. 

Total 

1st mtge. 

1st mtge. 

Total 

1st mtge. 

1st mtge. 

Total 


1st mtge. 
Total 


let mtge 
Total 


1st mtge. 
1st mtge. 

Total 


July 

1,'56 July 

1, '66 

Dec 

1,'39 Dec 

i,'74 

lug 

i,'4o iug. 

1/75 

lug 

1, '42 Aug 

1/77 

Tan 

1,'48 Jan 

1,'85 


5,000,000 
10 ,000,000 
5,000 ,OOQ 

15.000. 000 

55.000. 000 


Feb l,‘i4L Feb, l,>7l+ 5 3/6j 16,500,000 

July 1, *116 Jan. l,'7li. 2 7/8 ii, 000,000 

ffov. l.'LS llov. 1,'78 3 1/li 8,5^'0,0O0 


I 29 , 000,000 j 

Jan 1, 'ijii Jan 1,'7L 3 L5, 000 ,000 

July i,'E7 July i,'77 3 J 10,000,000 

June 1,'U7 June 1,'72 3 l/£ 11.000,000 

July 1,'L7 July 1,'72 3 1/li 10,000,000 

76.000,000 


Dec. l,'L5Deo l.>75 51/0 1,379,000 
Mar. l,'l*a Mar l,'7a 3 lAi 500,000 

1,879,000 


Sept 1, 'Ll Sept. 1, '71 3 1/a 5,535,000 
Apr. l.'LB Apr. 1,’76 3 l/d 1,000,000 

I 6 , 335,000 


Aug. 1,'L6 Aug 1,'76 2 5/8 Yj^QQ,OQO 

Jan 1 ,'L 8 Jan 1,178 I 3 6,000,000 

1 15,500,000 


Mar. 1, 'Ll Mar I,'?! 3 1/2101,271.000 
Dar. 1,'L7 Deo 1,'77 3 5/8 10,000,000 
Deo 1, 'La Deo 1,'76 3 3/^ 12,000,000 


123.271.000 


f ar. l,'L5Mar 1,'75 3 J 2,588.00o! 
ept 1,'L7 Septa, '75 3 3/£i 985.000 1 

3,373,000 


Mar. l,'L5Mar 1,'75 3 5,658,000 | 

Map. l.'LB Mar 1.'78 3 lA 2,000,000 1 

7,658,000 1 


iov.i5,'L3 Wm,i5. '73 3 Vq 18 , 000,000 


Feb. 1, '47 Feb 1, '77 2 3/ 

May 1 , 'Lb May 1, ' 78 3 


3,000,000 

10,000,000 

33,000,000 
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CAPITAL STOCK- I BONDS 


COMPANY 

CLASS AND SERIES 

PAR VALUE 

OUTSTANDING 

CLASS AND SERIES 

NOMINAL DATE 

» j 

DATE OF 

IfJT 










HATE 

c 

c 

OUTSlHNDl.iG 


OF STOCK 

PER SHARE 

SHARES 

AMOUNT 

OF OBLIGATION 

OF ISSUE 

MATURITY 

.. . 

ILLINOIS 


$ 







$ 

Cen’tral Illxnois Electric and s 

ConnioTi 

15 00 

Lbo.ooo 

7 , 200,000 

Isrt mtge. 

Feb. 1,'45 

Feb 1.'75 

3 ^ 

14,000,000 

Co. 

Pfd Vyfa Gum Ser. A 

100. Oo 

30,000 

5,000,000 

1st Ditge. 

July 1, '47 

July 1,’77 

2 3 A 

2,500,000 


Ffd 4 10 ^ Cum Ser B 

100 00 

10,000 

1,000,000 







Total Preferred 


Lo.ooo 

4,000,000 

Total 




16,500,000 

Central Illinois Light Company 

( Cojmnonwealth & Southern Corp.) 

Common 

Preferred R l/ 2 ^ Cum 

Non-par 

800,000 

13,600,000 

Iffb & 00ns* mtge 

1st ft oons. mtge 

Apr 1,'35 
Anr. 1 , ' 36 

Apr 

Apr, 1, '66 

3 i/h 
3 i/s 

9,576,500 

7 , 378,000 

100 Oo 

iii, 46 L 

ii,iL6,4oo 






Total 




16,754, 300 

Central Illinois Public Service 

Common 

10.00 

2,230,000 

22,300,000 

1 st mtge Series A 

Oct l,' 4 l 

Oct. 1, '71 

3 3 /E 

58,000,000 

Company 

Preferred I)jj Cum. 

100.00 

150,000 

15,000,000 

1 st Series B 

Sept 1,'47 

Sept. 1, '77 

3 3/e 

10,000,000 






Total 




1*8,000,000 

1 

Cammon-weal-tli Edison Company 

Common 

25.00 

13 , 732.000 

343,300,000 

1 st mtge. Series L 

Aug. 1,’44 

Peb 1,'77 

3 

180,000,000 1 






1 st sibge. Senes M 

Apr. 1,'45 

Apr 1,'85 

3 

100,000,000 






1 st mTga. Series N 

Juno 1 ,' 4 Q 

June 1,'76 

3 

50 , 000,000 1 






Total 




350,000,000 

Illinois Hortham -D-bilitisa 

Common Class A 

100.00 

iLo.ooo 

14,000,000 

None 





Company 

Cammon Class B 

100.00 

Lo.ooo 

4,000,000 






(Conmonwealth Edison Co.) 

Total Common 


180,000 

18 , 000,000 






Illinois Power Campany 

Common 

Non-par 

1,916,805 

44.474.s70 

1st mtge 

Mar. 1, '46 

Mar. 1 , '76 

2 7 /C 

45 , 000,000 

(North Amerioan Co ) 





Ist mtge. 

Fab, 1, '46 

Feb. 1. '78 

3 l/£ 

15,000,000 





S.fo deben-tures 

St Clair Co.GaalEl.C 

Mar. 1,'46 

Mar. 1 , '66 

2 3/1 

. 9,000,000 







1st mtge. 

Mar. 1, '09 

Mar, 1,'59 

5 

1,233,000 






Total 




70 , 233,000 

Interstate Light * Poinrer Cot 

Common 

100.00 

3,000 

500,000 

Nona 





(Northern States Power Co (Del )) 

Preferred "]% Cum. 

100.00 

3,325 

352,500 






Ee-wanee Public Senrice Company 

Gomtnon 

50 00 

10,000 

500,000 

Ist mtge. 

May 1,'46 

May 1 , 1 76 

3 lA 

589,000 

(North American Co.) 

Preferred T% Cum. 

50 00 

5 , 50 U 

275, axi 






l£t Carmel Public -Dtili-ty Co. 

Common 

20.00 

10,000 

360,000 

Ist mtga. 

Oot. 1,'47 

Oct. 1,'72 

3 Vf 

400,000 

Northwestern Illinois Gas Js 

Cammon 

Non-par 

2,000 

223,000 

1st nrrre. 

May 1,'44 

May 1,'69 

3 1/2 

581.000 

Elect rio Company 








Produce Terminal corporation 

Carnnon 

100.00 

R5,000 

4,500,000 

None 





Public Sej-vioa Company of Northern 

Oomuon 

Non-par 

1,000,000 

100,000,000 

None 





Illinois 








( Cojranoimrealth Edison Co.) 










Sherrard Power System 

Common 

20 00 

1,500 

30,000 

Ist mtge. series A 

Deo- 1 , ' 4 l 

Deo. 1,'66 

3 1/2 

210,000 






1 st mtge. Series B 

Deo. 1, '48 

Deo. 1,'66 

3 1/2 

200,000 


Preferred 

100.00 

1,235 

123 , 500 









Total 




410,000 

South Beloit -Water, Gas and 

Common 

100-00 

6,135 

613,300 

None 





Eleotrio Company 









(■Nlaoonsin Po-wer 4 Li^t Co.) 










Union Eleotrio Power Company 

Common 

20.00 

3.945,500 

76.870,000 

Hon© 





(North Amorloan Co ) 

Preferred 3 3 / 8 ?^ Cum. 

100.00 

75,000 

7,500,000 







Preferred 3% Cum. 

100,00 

70,000 

7,000,000 







Total Preferred 


145,000 

14,500.000 
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COMPANY 

CLASS A-^D SERIES 1 PAR VALUE 1 OUTSTANDING 

OT STOCK j PER SHARE j SHARES i AMOUNT 

—T 

CLASS AND SERIES j 

OF OBLIGATION 

r 

NOMINAL DATE | 
OF ISSUE 1 

DATE OF 

MATURITY j 

INT 

RATE 

c 

i 

OUTSTANDING 1 

ILLINOIS (coNTD ) 




1 



i 

1 







$ 






■ffeGtam United Cae and Electric 

Common. Class A 

loo no 

15 i ’,000 

15,000.000 

Nous 





CoiTipany 

Coinron Glass 3 

100 00 

100 ,000 

10,000.000 






(CoTTEQoowaal'bh Edison Co*) 

Total Conron 


2*^0,000 

25,000,000 






INDIANA 









1 

1 

Chicago District Electric 

Gonunon 

Non-par 

1,167.600 

11.676, 000 

lat Ditga. Senes C 

Jan. 1,'39 

Jan 1,'64 

4 

15,000,000 

Gen&ratmg Corporation 










(Commonwealth Edison Co ) 










Citizens Beat, Light and Power 

Common 

100.00 

2,000 

200,000 

None 





CoTpany 










fAmsncan Gas & Electric Co,) 









1 

1 

Indiana & Michigan Electric 

Commo’-t 

iFonp^par 

1 , 155.000 

22,060,775 

Ist mtge. 

June 1,'39 

June 1 , ' 69 

5 1/1 

22,500,000 1 

Company ®- 





let uitge 

Sept 1,'48 

Sept 1, '78 

3 

25 , 000,000 ’ 


Preferred R l/a^ Cum 

1,00.00 

120,000 

12,000,000 





1 

(American Gas A Electric Co*) 





Total 




47 , 500,000 

Indiana Ser’rioa Corporation ^ 

Coimron 

Non-par 

200,000 

4,000,000 

None 





[Amartcan Oaq A Bleotrio Co«) 










Indianapolis Power 4 Light Canpany 

CoEunou 

Non-par 

1 , 072,253 

12,495,556 

1st mtge. 

May 1 , ' 40 

May l.tyo 

3 1/1 

52,000,000 






1st mtge. 

May l,' 4 a 

May 1,170 

3 , 

2,000,000 


Preferred Igi Cum 

100.00 

100,000 

10,000.000 

1st ritge. 

Peb. 1,'48 

Feb 1,'73 

3 i/£ 

8,000,000 


Preferred ^ Cvm, 

100 00 

4 . 0,000 

4.000,000 







Total Preferred 


i 4 o,ooo 

14,000,000 

Total 




42,000,000 i 

Madison Light and Power Company 

CoaniOi. Class A 

Non-par 

1,500 

75.000 

1 st ratge s f SerleaA 

Jan. ■','45 

Jan 1 , ' 70 

5 l/} 

315 , )00 ! 


Cdnmoij. Class B 

N on-par 

1,500 

75,000 

1 st m+ge. s f SeriesB 

July 1,'46 

Jan. 1,'70 

3 1 // 

100,000 1 

! 





1 st ratge. s f Series C 

Juno 1 , ' 48 

Jan 1,'75 

3 Ui 

iO'J,000 


Total CoTnraon 


3,000 

150,000 

Total 




515,000 

Northern Indiana Public Service 

Common 

Non-par 

2 . 181,564 

13 , 851,637 

1 st mtge Senes C 

Aug. 1,'45 

Aug. 1.'75 

3 1/0 

56,000,000 

Company 





Debentures 

Apr 15 , '48 

Apr, 15, ' 68 

5 i/£ 

9,000,000 


Prefer red 4 l/^ Cum. 

20.00 

266,551 

5,331,020 







Preferred gjS Cmn 

100.00 

211,169 

21,116,900 







Total Preferred 


477,931 

26 , 447,920 

Total 




65,000,000 

Public Servioe Company of Indiana, 

Common 

Non-par 

2,366,224 

30,707,825 

1 st mtge. Series P 

Sept 1,'45 

Sept 1,'75 

3 1/8 

48,000,000 

Inc. 





1 st ratge Series G 

Nora 1,'47 

Nov. 1,'77 

3 i/e 

15,000,000 


Preferred 5 l/ 2?5 Cum. 

100 00 

150,000 

13,000,000 

Conv* iehenturee 

Uay 1, ' 4'7 

May 1,'62 

2 3 /l| 

8,064,400 






' Total 




71 , 064,400 

Southeastern Indiana power Compaiy 

Common 

10 00 

40,000 

400,000 

1 st ratge Series A 

Jora. 1, '45 

Nov. l ,’70 

3 , 

1.400,000 






let ratge. Series B 

July l,' 4 s 

July 1,'73 

3 3/6 

350,000 


Preferred 5 l/ 2 /? Cura. 

100 00 

4,032 

483, 200 











Total 




1,750,000 

Southern Indiana Gas and Eleotrio 

Common 

Non-par 

600,000 

4,500,000 

1st mtge. 

)ct. 1,'36 

lot. i,'6l 

3.35 

6,700,000 

Company 





1st mtge. 

Jot. 1,'37 

let. I,'6l 

3 50 

800,000 


Prefer! ed 4 . 3 ^ Cum. 

100.00 

85,095 

8,589,500 

Ist ratge. 

July 1,'48 

July l,' 7 e 

3 

1,000,000 

( GommonwealtK A Southern Corp*) 















Total 




8,500,000 


CoropftBy aoquli'od Indiana Sandoe Corp» on Aug* 31* 19E8 


Tj. CoTipBiiy acquired Tiy Indiana M Miohipan Electric Co. on Aug. 31 j 19^8 after 
sale of tTansportation and water properties. 
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CAPITAL STCXTK 

BONOS j 

COMPANY 

CLASS AND SERIES 

PAR VALUE 

OUTSTANDING 

CLASS AND SERIES 

NOMINAL DATE 


HI 



OF STOCK 

PER SHARE 

SHARES 

AMOUNT 

: 

OF OBLIGATION 

OF ISSUE 


m 

IOWA 










Ceirtral States Elootrie Compaiy 

Common Class i. 

Common Class B 

t 

25.00 

25.00 

15.598 

37,986 

« 

389,950 

91 * 9.658 

1 st mtge* 

Oot. l,'I *6 

Oot. 1, '76 

2 7/8 

♦ 

3,000,000 


Total Cammon 


53 . 58 L 

1 . 339.608 







Preferred T^Cum.Ser^A 
Preferred 6 ^Cum*SeriB 
Preferred 6 ^C\ini*Sor.C 

25.00 
25.00 
25 00 

50 . 5 h 5 

9,059 

15,885 

1,263.625 

226 , 1*75 

397,125 







Total Preferred 


75 . 1*89 

1,887,225 






Iirber 3 i:a-fce Power Company 

Conimon 

3.50 

1,500,000 

5,250,000 

1 st mtge. 

1 st mtge. 

Debentures 

Jan, 1 ,'I*B 
July 1 ,'I *8 
Jan l.'ifS 

Jan. 1, '78 
July 1, '78 
Jan 1, '68 

3 3 A 
1* 1/2 

1* 3 A 

20,000,000 

5,000,000 

5,000,000 






Total 




30,000,000 

Iowa ■Electrio Company 

Common 

100.00 

5,127 

512,725 

1 st intge, Series A 

Jan L , '36 

Jan l,' 6 l 

1* 

3,312,000 


Preferred Cum 

Preferred 6 l/S^ Cum. 

100.00 

100.00 

10 .L 55 

12,721 

1,01*5,500 
1,272, 125 







Total Preferred 


23,176 

2,317,625 






Iowa Electric Light and power 
Compai^ 

Cominon 

Pfd. 7 % Cum. Sar. A 
Pfd 6 l/ 25 ifcum Sar B 
Pfd. 6 ^ Cum. Sar C 

Non-par 

100 00 
100.00 
100.00 

50,000 

1 * 9.290 

15.605 

1 * 3,939 

50,000 

1 *, 929.000 

1,560,500 

1 *, 393,900 

iBt mtge. Series C 

1 st mtge Series D 

July 1 ,'Z *6 
July 1 , 'i *7 

July 1,'76 
July 1,'77 

2 7/8 

15,000,000 

3,000,000 


Total Preferred 


106 . 831 * 

10 , 863 , 1*00 

Total 




18 , 000,000 

lowa-Illlnoia Gas and Electrio 
Company 

CoBmon 

100*00 

168,500 

16,850,000 

1 st mtge. 

Mar. 1 , ' 1*7 

Mar. 1,'77 

2 3 A 

22 , 000,000 

(United Light i Hail^/ays Co ) 










TcTfB. Power and Lighi; C<Hnpany 

(Unl±ed Light Sc Railways Co*) 

Common 

Preferred 5 30 ?^ Cum. 

10,00 

100.00 

1,230,000 

50,000 

12,500,000 

5,000,000 

Ist mtge. 

1 st mtge 

Total 

Aug. l,»i *3 
Feb 1 , > 1*8 

Aug. i .'73 
Feb 1,'78 

3 lA 
3 

17.000. 000 
6,000,000 

23.000. 000 

Iowa Public Serrtoe Company 

(Sioinc City Gas 4 Elaotrio Co.) 

CdmQon 

Preferred 3 * 79 ?^ CJun* 

15.00 

100.00 

769,065 

1*2,500 

11 , 535.975 

L; 250, 000 

Isti mtge* 

1 st mtge* 

1 st mtge* 

June 1 , ' 1*6 
Sept.l, ' 1*7 
Not. 1 , ' 1*8 

June 1,'76 
Sept. 1 , '77 
Not 1 , '78 

2 3 A 

3 lA 

13,750.000 

3,500,000 

3,aio,ooo 





• 

Total 




20 , 250,000 

Iowa Southern Utilities Compare 
of Delaware 

Cannon 

15.00 

358.799 

5 , 381,987 

1 st mtge. 

1 st mtge* 

Debentures s f. 

Oat, 1 ,' 1*5 
jan. 1 , ' 1*8 
OCt. l,'i *5 

Oot 1.'75 
Jan. 1 , '78 
Oot 1, '75 

3 lA 
3 5/8 

1 * 

9.550,000 

2 , 000,000 

3 , 11 * 0,000 






Total 




li*,690,ooo 

Northwestern Light and Power 

Company 

Conmon Class A 

Common Class B 

25.00 

Non-par 

68,000 

20,000 

1,700,000 

13,500 

lat mtge. Series A 

Aug. 1 ,'ia 

Aug. I, *66 

t* 

872,000 


Total Common. 


88,000 

1,715,500 







Preferred 6 ^ Cum 

25 00 

22,706 

567,650 






Sioujc City Gas and Elaotrio 

Company 

Common 

Preferred 3 90 ?? Cum. 

12 50 

100.00 

1*28, 176 

38,000 

5,352,200 

3 , 800,000 

1 st mtge. 4 ooll trust 
Ist mtge. 4 ooll trust 

Total 

3 eo l.'US 
fOT. 1 , ' 1*8 

)eo. 1,'75 

*oT. 1, '78 

5 3 A 

5 

7.920.000 
1,000,000 

8.920.000 
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capital stock ' 

BO -IDS 

1 

COMPANY 

CLASS AND SERIES 

PAP VALU: ' 

OUTSTANDir4G 1 

CLASS AND SERIES 

NOMINAL DATE 

DATE OF 

INT 

RATE 

OUTSTariDlUG 

1 

OF STOCK [ 

PER SHARE 1 

SHARES 

AMOUNT t 

OF OBUCATION 

OF ISSUE 

MATURfTV 

( 


KANSAS 


i 

! 

1 

1 

1 

1 

j 

1 

! 



1 


1 

The Centrsl KaJl3fl.3 Poorer Company 

(united Utilities, Inc ) 

1 

Gainro*! 

Preferred 

9 00 

100 00 

60,000 

5,330 

% 1 

51 * 0,000 i 

533,000 

1st Series A 

1st ntge Senes B 

Ist mtre Senes C 

Dec 1,'45 
3eo. 1,'L6 
Dec l,'Li7 

300 1,*70 

Dec 1 , ^71 
Dec 1,*72 

2 95 

2 95 

3 3/8 

1 

831.000 

508.000 
495 , 000 






Total 




1 , 914,000 

Eastern Kansas Utilities, Ino. 

Common 

100.00 

llt.OOO 

1,1*00,000 

Ist mt'^e. 
let mtge. 

Sept 1, 'i*2 
Mar 1, ' 4.7 

Sept 1,'67 
Sept 1 , ' 67 

3 1/2 
2 7/0 

990.000 

600.000 

(United light 4 Railways Co ) 





Total 




1,590,000 

The Kansas Electric Power Comnany 

Common 

Non-par 

75,000 

2 , 651,000 

1st mtge. Series A 

Deo 1, ' 36 

Dec 1,'66 

3 1/2 

6 , 500,000 

(north Ajnericfiin Go ) 

Preferred 5?^ flum» 

100.00 

26,1*50 

2,61*5,000 






Kansas Gas and Electric Company 

(American Power 4 Light Co.) 

Common 

Preferred 7?? Cur 
Preferred ^6 Cum 

tf on-par 

100.00 
Non- par 

600,000 

66,500 

15,511 

6 , 000,000 

6 , 650,000 

1,577,122 

1st mtge, 

1st mtge. 

Apr 1,'L0 

War 1 , ' 49 

Apr 1,'70 
Mar 1,'78 

3 5/0 

3 1/8 

16 , 000,000 

5 , 000,000 


Total Preferred 


85,011 

8 , 227 , 12 a 

Total 




21 , 000,000 

The Kansas Power and Light Company 

Common 

5.00 

3,300,000 

19 , 000,000 

1st mtge 

July 1, ’ 39 

July 1,’69 

3 1/2 

21 *, 523,000 

(North American Co ) 

Preferred L l/SjS Cum 

100 00 

138,576 

13 , 357,600 






ITastam Light 4 Telephone Company, 
InOa 

Common 

Preferred S? Cum. 

10.00 

25 00 

233,232 

161,551* 

2 , 832,323 

1*,038,850 

1st mtge. Series A 

1st mtge. Series B 

1st mtge. Series C 

July 1,'45 
Dec. 1,'47 
Deo l.'LS 

July 1,>75 
Deo 1, '77 
Deo 1, '70 

3 , 

3 l/p 
3 3/0 

6 . 056.000 

1 . 250.000 

2 . 500.000 






Total 




9,806,000 

KENTUCKY 










Kentucky Utilities Company 

Comon 

10.00 

1 , 655,000 

16 , 550,000 

1st mtge 

Kay 1, '1*7 

May 1,'77 

3 

21*. 000, 000 

(Middle "Pest Corp.) 

Preferred Ii 5/^ Cum. 

lOO 00 

130,000 

13 , 000,000 






Kentucky and w'aat Virginia Power 
Company, Incorporated 

(Amerloan Gas 4 Eleotrio Co ) 

ComiEDii 

Preferred Cum 

25 00 

100 00 

133,021 

6,020 

3 . 345,525 

802,000 

1st mtge. gold 

Apr 1, ' 26 

Apr. 1,'56 

5 

8,499,000 

Louisville Gas and Eleotrio 

Company 

(standard power 4 Light Corp ) 

Common 

Preferred 5?^ Cum. 
Preferred ^ Cum 

Kon-par 

lOO 00 
25.00 

1 , 068,703 

20,000 

780,792 

17.61*6,468 

2 , 000,000 

19 . 519,000 

let 4 ref. rntge. 
Louisville Ltg. Co. 

let mtge. gold 

1st 4 ref. mtge. 

Sept. 1, ' 56 

Apr, 1, ' 03 
Bar. 1, '48 

Sept 1, ' 66 

Apr. 1 , ' 53 
Mar. 1,'78 

3 1/2 

5 

3 

28,000,000 

981,000 

8,000,000 


Total Preferred 


800,792 

21,519,800 

Total 




36 . 981,000 

Louisville TransmlBSion 

Corporation 

Coomnon 

10 00 

1,000 

10,000 

1st mtge. s f. 

Mar. 1, '42 

Mar l,f67 

3 1/8 

2 , 763.000 

(Standard Power 4 Light Corp.) 



* « 







The Union Light, Heat and Power 
Company 

Goannon 

100.00 

5,000 

500.000 

1st mtge. Series A 

1st mtge. Series B 

Aug. 15 , ^24 
Feh 15 . '29 

Aug. 15 , *49 

Aug. 15, '49 


2 , 067,000 

228,700 

(Clnoinnati Gas 4 Eleotrio Co.) 





Total 




2 , 295,700 
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CAPITAL STOCK 

BONDS 

COMPANiT 

CLASS AND SERIES 

PAR VALUE 

OUTSTANDING 

CLASS AND SERIES 

NOMINAL DATE 

DATE OF 

INT 

RATE 

OUTSTANDJNG 


OF STOCK 

PER SHARE 

SHARES 

AMOUNT 

OF O0UGATION 

OF ISSUE 

MATURITY 

LOUISIANA 










Centr&l Louisiana Electric 

Company, Inc. 

CconiQon 

« 

10 00 

123.600 

* 

1 , 236,000 

1st mtge Series B 

1st mtge. Senes C 
Debentures s f 

Aug 1, ‘ '+6 
Feb. 1, * 43 
Dec 1,*L3 

Aug. 1,'76 
Peb 1,'76 

Dec 1,'63 

3 

3 1/2 
3 7/s 

2 , 300,000 

600,000 

600,000 






Total 




3 , 500,000 

Gulf Publio Sarrioe Co., Inc. 

Common 

4.00 

510,000 

2,040,000 

let mtge. Series A 
Debentures 

Got. i,'46 
July 1,’47 

Oot 1, '76 
July 1. '72 

3 3/e 

3 5/8 

4 . 942.000 

2 . 158.000 






Total 




7,100,000 

Louisiana Power & Light Campany 

(Electric Power & Light Corp«) 

Commaii 

Preferred $6 Cum 

Non-par 

Non-par 

2 , 300,000 

60,000 

11 , 500,000 

6.000,000 

let mtge. 

1st mtge. 

Total 

Apr. 1, ’44 
Mar. 1,'48 

Apr. 1,'74 
Mar. l,’7e 

3 , 

3 1/8 

16,248,000 

10,000,000 

26,24b, 000 

New Orleans Public Senrioe Ino. 

(Electric Power & Light Corp.) 

Common 

Preferred Li 3/^ Cum 

Non-par 

100.00 

952,822 

77,798 

23,820,544 

7.779,000 

1st mtge. 

1st mtge. 

Total 

July 1, ’44 
Oct. 1, '48 

July 1, '74 
Oot 1, '78 

3 1/8 

3 lA 

35 . 640.000 
10 , 000,000 

43.640.000 

MAINE 










Bangor Hydro-Electric Company and 
Subsidiaries ^ 

Common 

Preferred 7% Cum 
Preferred Cum. 

15.00 

100 00 
100.00 

217,216 

25,000 

17,500 

5,'256,24o 

2 . 500.000 

1 . 750.000 

1st mtge. 

1st mtge. 

1st mtge. 

Mar. l,’4l 
Deo. 1, '45 
Deo. 1, '47 

Mar. 1, ’66 
Dec. 1, '75 
Deo. 1, >77 

5 

3 

3 

500,000 

5 , 000,000 

2 , 500,000 


Total Preferred 


42,500 

4 , 250,000 

Total 




8.000,000 

Central Maine Power Compaiy 

(New England Publio Service Co*) 

Common 

Preferred Cura 

Preferred 3*5^ Cum. 

10.00 

100,00 

100.00 

1 , 690,415 

5,713 

220,000 

16 , 904, 150 

571,500 

22,000,000 

1st 4 gen mtge Ser. J 
1st * gen mtge Ser. L 
1st ft gen mtge. Ser M 
let ft gen mtge Ser. N 
Ist ft gen.mtga Ser P 
Ist ft gen.ntge.Ser. Q 

Deo. 1, ' 30 
Oct. 1, '4o 
Sept.l, *42 
May 1, '46 

Nov. 1,'47 
May 1, '48 

Deo. 1, '68 
Oot. 1, '70 
Sept. 1, '72 
Kay 1. '76 
Nov. 1, '77 
May 1, '78 

3 1/2 
3 1/2 
5 1/2 

2 3A 

3 lA 
3 i/e 

242,000 

19 . 871.000 
12 , 196,000 

12.870.000 
3,981,000 
5,000,000 


Total Preferred 


225.713 

22 , 571,300 

Total 




54 . 160,000 

Maine Publio Service Company 

Conanon 

10.00 

150,000 

1 , 500,000 

1st mtge. 

Debenture e 

Oot. 1, '45 
Jan. 1, '46 

Oot. 1, '75 
Jan. 1 , '65 

2 7/8 
4 lA 

2 , 868,000 

1 , 500,000 






Total 




4 , 368,000 

Rumford Falla Power Company 

CoDimon 

100.00 

10,000 

1,000,000 

None 





Rumford light Campany 

Cannon. 

100.00 

5,500 

550,000 

None 





MARYLAND 










Conowingo Power Company 

Ccramon 

Hon-par 

21,143 

555.038 

None 





(Philadelphia Eleotrio Co.) 










Consolidated Gas Blsotrlo Light 
and power Company of Baltimore 

OcBunon. 

pfd. 4 l/2jC CuDL* Ser.B 
Pfd. Cum. Sor. C 

Non-pdr 

100.00 

100.00 

1,316,724 

222,921 

68,928 

48.385,013 

22,292, 100 
6 , 892,800 

let ref.mtge s f Scr.P 
let ref.mtge, a f.Ser.Q 
1st ref .nrtge. s.f .Ser.R 
1st ref.mtge s f.Ser S 
The Cons. Gas Co. of 
Baltimore City. 
Oensral ntga. 
Dobanturos oonv. 

June 1, '39 
Jan. 1, ’4l 
Apr. 1, '46 
Mar. 1, '48 

Apr. 1, ' 04 
Kay 15, ’47 

June 1, '69 
Jan 1,'76 
Apr 1, ' 81 
Kar. 1, '78 

Apr. 1,'54 
Kay 15 , '62 

3 ^ 
2 3A 

2 3A 

3 

4 1/2 

2 l/S 

5.793.000 
12,000,000 
44 , 660,000 
14 ., 233, 000 

2 . 331.000 
7 . 706.900 


Total Preferred 


^1,649 

29,164,900 

Total 




06 , 725,900 


a, pBno'baopt Trtgiapprtsrtlpn Co., Nortb®afltern Co. 
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CAPfTAL STOCK 

BONDS 


■ 1 

1 

1 COMPANY 

— 

CUSS AND SERIES i 

PAR VALUE 

OUT5T ANQING 

CLASS AUD SERIES 

NOMINAL DATE 

DATE OF 

INT 

RATE 

OUTSTANDING 

1 

OF STOCK 

PER SHARE 

SHARES 

AMOUNT 

OF OBLIGATION 

OF ISSUE 

MATURITY 

(r 


h 1 

MARYLAND (contdj 

F 

4 







» 

TJiQ Ea-stem Shore Public Service 
CompeJiy of Karyland 

Cotrunon 

100 00 

87,500 

8,750,000 

None 





(Delaware Power Sc Light Co.) 










The Potomac Edison Company 

[West Penn Eleotrio Co ) 

Common 

Preferred ^. 60 % Cum 
Preferred Cum. 

Non-par 

100 OQ 
100.00 

LSO.ooo 

63,78L 

30,000 

9,000,000 

6,378.400 

3.000.000 

Ist mtge & coll tr 

1st mtge & coll* tr. 
1st mtre. & coll tr. 

Oct. 

Jsjn. 1,*U.8 
D&c. Ij'ljB 

Got, i ,’74 

Jan. 1,'78 
Dec. 1,'77 

3 1/8 
3 lA 

16,981,000 

4,000,000 

5,500.000 


Total Preferred 


93.78L 

9.378,400 

Total 




26,481,000 

The Susquehanna Electric Ccmpaiy 

Common 

Non-par 

1,000 

10,000 

None 





(Philadelphia Electric Co ) 










The Susquehanna Power Company 

Common 

Non-par 

200,000 

1,190.794 

None 





(Philadelphia Blaotrio Co ) 










Susquehanna Transnilssian Company 
of Ifaryland 

Common 

100.00 

12.055 

3,205.500 

1st mtge, gold 

Jan. 1, ' 10 

& 

Jan. 1 ,'UO 

5 

2,548,000 

fPsrmsylTOnia Tfatar 4; Power Co ) 










MASSACHUSETTS 










Amashury Eleotrio Light Company 

Ccsmiion 

25.00 

25,300 

652,500 

None 





(New England. Eleotrlc System) 










Athol Cas and Eleotrio Ganpany 

OcmfTinn 

100.00 

9,232 

923,200 

None 





(New England Eleotrio System) 










Attleboro Steam and Eleotrio 
Company 

Common 

25 00 

38,420 

960,500 

None 





(New England Eleotrio Systan) 










Bewerly Gas and Eleotrio Company 

Cominaii 

25.CX) 

144,000 

1, 100,000 

None 





(New England Eleotrio System) 










Boston Consolidated Gas Company 

Comraon 

100.00 

316,776 

51,677,600 

None 





(Eastern Gas 4 Puel AssooiateS) 










Boston. Edison Company 

Common 

25.00 

2,468,656 

61,716,400 

lat mtge Geries A 

Deo. 1, *i].0 

Dec. 1,'7^ 

2 3 A 

49,563,000 

Brockton Ediaon CJorapany 

Conmon 

25.00 

24.1,398 

6,034,950 

lat mtge. 4 ooll. trust 

Sept- l'i+8 

Sept.l, '7G 

5 

4,000,000 

(Eastern TJtilitiefl Associates) 










Cambridge Eleotrio Light Company 

Commoa 

25.00 

77,200 

1,930,000 

None 





(New England Gas 4 Eleotrio 
Association) 











ft.. Bonds owned ty parent company, PennsylTania -TTater h Power Co. b. Company acquired Norton Power & Eleotrio Co. on June 30, 19LS. 
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CAPITAL STOCK 

BONDS 

COMPANY 

CUSS AND SERIES 

PAR VALUE 

OUTSTANDING 

CLASS AND SERIES 

NOMINAL DATE 

DATE OF 

INT 

RATE 

( OUTSTANDiNG 


OF STOCK 

PER SHARE 

SHARES 

AMOUNT 

OF OBUGATION 

1 OF ISSUE 

MATURITY 

MASSACHUSETTS (coNTD) 










Caps & Vxu^ard Electric Company 

Canunon 

ft 

25.00 

97.000 

ft 

2,425.000 

Hone 





(Hew England Gas & Electric 
Association) 










Central Hassaohusetts Electric 
CcmpajQr 

Common 

100.00 

25.L83 

2 . 548,300 

None 





(New England Electric System) 










Eastern Massachusetts Electric 
Company ® 

Common 

25.00 

66 , 59 it 

l,66U,^50 

None 





(New England Eleotrio System) 










Fall Itivar Eleetrlo Light Compaiiy 

(Kenr England Eleotrio System) 

Common 

Common (Employees) 

25 00 
10.00 

210,000 

5,000 

5,250,000 

50,000 

1 st rntpe* Series A 

May 1,'33 

May 1 , ' 68 

3 1/8 

2,000,000 


Total Comnion 


215,000 

5,300,000 






Fitchburg Gas and Blactnc Light 
Company 

Common 

25*00 

118 ,L 92 

2,962,300 

Hone 





Gardner Electric Light Company 

Cammon 

100.00 

8.L01 

640,100 

None 





(Now England. Eleotrio Svstem) 

Preferred Cum. 

100.00 

2 ,L 15 

241,300 






Gloucester Electric Company 

Cammon 

25.00 

32,055 

801,375 

None 





(Now England Eleotrio System) 










Ea'verhdll Eleotrio Company 

Common 

25.00 

lii 5.629 

3 , 640,725 

Nona 





(Nefw England Eleotrio System) 










ffolyolce ITater Power Company 

Common 

10.00 

21lO,000 

2,400,000 

None 





lAwrenoe Gas and Bleotrio Company 

Contmon 

25 00 

188,000 

4,700,000 

Ist mtge Series A 

July 1,'38 

July 1, '68 

3 i/e 

1,500,000 

(Mow England Eleotrio System) 










The Lowell Eleotrio Light 
Corporation 

Common 

25 00 

167 . 1(56 

4,i06,4oo 

t^one 





(How England Eleotrio System) 










lynn Gas and Eleotrio Company 

Common 

25.00 

163,800 

4,095,000 

None 





Malden Eleotrio Company 

Common 

25.00 

140,976 

3,524,400 

Jone 




C? 

(Now England Eleotrio System 










Montaup Eleotrio Company 

Coramon 

100.00 

135,979 

13,397,900 

fond 





(Eastern Utilities Associates) 

Preferred Non-oum. 

100.00 

15,000 

1,500,000 






New Bedford Gas and Edison Light 
Company 

Common 

25.00 

265.767 

6,61(4, 175 

fone 



■ 


(Hew England Gas k Eleotrio 
Aasooiation) 








1 



Campaixy aoqiiired, by Kew England Power Co on Jan. 1 , 19 L 9 
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CAPITAL STOCK 

BONDS 1 

COMPANY 

1 

CLASS AID SERIES [ 

1 

PAR VkLUE I 

OUTSTANDING 

CLASS AND SERIES ' 

JOMINAlDATE 

DATE OF 

|[ T 

RATE i 

OUTSTANDING 1 

1 

OF STOCK 

PER SHARE 

SHARES 

AMOUNT 

OF OBLlGATIOiJ | 

1 

OF ISSUE 

MATURITV 


i 

~ 

‘ MASSACHUSETTS (cont d ) 

1 

HefW England Power Campaj^ ^ 

England Electric System) 

CcFiiunozi 

preferred 6^ Cum. 

* 

25.00 

100.00 

622,333 

80 ,lL 0 

8,014,000 

1 st intge. Series A 
■' St mtge Series B 

Total 

Mott. 15 j ' 3^ 
July 1 / 4 Q 

Nov. 15 

July 1 ,* 7 Q 

5 lA 
5 

9 , 005,000 

11,000,000 

20,009,000 

Uo rthampton Electric Lighting 
Company 

Coimozi 

lOU.OO 

1.889 

188,900 

Nona 





^ Kaw England Electric Syetam) 










Northsm BarEshire Gas Company 

Crtmmrtn 

100.00 

15 , 5 U 5 

1.554.500 

Hone 





(Nev England Electric System) 










Plymouth County Eleotnc Company 

Commor 

25 00 

68,000 

1,700,000 

None 


' 



(New England Gas & Eleotrie 

As 30 elation) 

t 










Quincy Elect rio Light and Power 
Company 

Comnon 

25 00 

3L,476 

861,900 

None 





(New England Elaotric System) 










Salem Eleotnc Lighting Conpany 

Conmon 

50.00 

51,661 

2,585,050 

None 





(New England Electric System) 










1 

Southern Berkshire Power 4 

Electric Compaigr 

Common 

25.00 

30,368 

759,200 

Kon© 





(New England Elect rio System) 










Suburban Gas and Bleotrio Canpacy 

Common 

25 00 

87.705 

2.192,625 

None 





(New England Electric System) 










TTaohusett Elaotric Company 

CoBaaoii 

100.00 

9.075 

907,500 

None 





(New England Electric System) 










TTeBtarn Massaohusett* Electric 
Ccanpany 

Common 

25 00 

952 ,L 7 l 

23 , 011.775 

None 





(Western liaEsaohuaetta Cos.) 










Weymouth Light and Power Company 

Cdonon 

25.00 

40,093 

1,222,525 

None 





(New England Slectrlo System) 










Woroeater County Elaotrio Company 

Oooinon 

25.00 

152,125 

3,803,125 

None 





(New England Electric System) 










Woroester Suburban Electric 
Company 

Common 

25.00 

116,169 

2,904,225 

None 





j (Hew England Electric Syatai) 











a. Compeny acsquirad all proparties of Bellovrs Falls Hydro-Eleatrio Copp. 
on July 28, 1948« 
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CAPITAL STOCK 

BONDS 

company 

CLASS AND SERIES 

r 

P«R VkLUE 

OUTSTANDING j 

CLASS AND SERIES 

NOMINAL DATE 

DATE OF 

INT 

1 

OUTSTANDING 


OF STOCK 

PER SHARE 

SHARES 

AMOUNT 

OF OBLIGATION 

OF ISSUE 

MATURITY 


MICHIGAN 










Alpena Power Company 

Cannnon 

1 

10 0 00 

10.000 

* 

1,000,000 

1st mtge. 

June 1, '39 

June 1 , ' £9 

4 

$ 

678,000 

The Cliff's Pcjwer 4 Light Company 

ConuuoD. 

50 00 

108,000 

5 , 400,000 

None 





Consumera Power Company 

( CoEnnoiiwealth, & Southern Corp.) 

Commoii 

Preferred 5U Cum 

Preferred ^ ^2 Cum. 

Non-par 

100 00 
100 00 

E, 544 , 576 

547.788 

200,000 

80 , 291,513 

54,778,800 

20,000,000 

1st mtge, 

1st mtge 

Sept. 1, '45 
Sept 1, '47 

Sept 1,'75 
Sect. 1, '77 

2 7/8 
2 7/8 

113,825,000 

25 , 000,000 


Total Preferred 


747.788 

74,778,800 

Total 




158,825,000 

The Detroit Edison Compai^ 
and Subsidiaries 

CnrnmQn 

Cotmaon scrip 

Total Common 

20,00 

6 , 996,278 

1.152 

6 . 997.430 

139 , 925.560 

23,040 

139,948,600 

Gen. 4 ref mtge Ser.G 
Gen 4 raf mtge Ser H 
Gen 4 ref ritfe Ser I 
Debentures 

Total 

Sept.l, '36 
Dec. Ij '40 
Sept 1, '4? 
Deo 1, '48 

Sent 1,'66 
Deo 1, '70 
Sent 1,'82| 
Dec, l,’58j 

3 1/2 
5 . 

2 3A 

3 

f 

F 

35,000,000 

50 . 000 . 000 

60 . 000 . 000 

46 , 641*400 

191,641.400 

Edison S^ult Electric Company 

CoauiioiL 

Non-par 

188. 324 

941,622 

Ist mtge Series A 

July 1, '42 

July 1,'72 

5 3 A 

973,500 

Kichlgan Qas and Electric Company 

Cozumon 

10.00 

120.000 

1,200,000 

1st mtge Series A 

June 1, '46 

June 1 , >76 

s 7/8 

3 , 500,000 


Preferred Lt.,h0^ Cum. 

100.00 

14,000 

1,400,000 






Michigan Public Senrioe Oompany 

Common 

Non-par 

100,000 

2,000,000 

1st mtge. Series B 

Ist mtge. Series C 

Deo. l,'4l 
Jime 1, '47 

Deo 1,»71 
June 1,''77 

3 1/2 
3 

3,800,000 

1,000,000 






Total 




4 ., 800,000 

Upper ITiohigan power & Light 
Company 

Connaon 

Preferred 69^Cum.Ser* A 
Pfd L l/2^ Cum.Ser. B 

Non-par 

50.00 

50.00 

30,430 

5,500 

5,500 

558,000 

275,000 

275,000 

1st mtge s*f» Series C 

Apr 1,'48 

Oct. 1,'£4 

5 1/2 

1,848,000 


Total Preferred 


11,000 

550,000 






Upper Peninsula Power Company 

(Central Public Utility Carp.) 

Common 

Preferred 5 Cum. 

9.00 

100.00 

200,000 

10,000 

1,800,000 

1,000,000 

1 st mtge, 

Ist mtge. 

Total 

May 1,'47 
Deo 1, '47 

May 1,'77 

Deo. 1 j'78 

3 lA 

4 

3.465.000 
400 , occ 

3.865.000 

MINNESOTA 










Minnesota Power 4 Light Company 

Coitaaon 

N on-par 

650,000 

15 , 360,000 

Ist mtge. 

Sept.l, '45 

Sept.l, '75 

3 1/8 

26 , 000,000 

(American Power 4 Light Co.) 

Preferred ^ Cum 

100.00 

116,000 

11 , 600,000 






Mississippi Valley Public Senrioe 
Company 

Conmioii 

Preferred 5^ Cum. 

100.00 

100.00 

12,300 

15,000 

1 . 230.000 

1 . 500.000 

1 st mtge. 

Not. 1, '38 

Not. 1, '63 

3 Vs 

1 , 890,000 

Northern States Power Coanpaiiy 

Common 

Pfd Cum. Ser, 

Pfd. IL 80 cum Ser 

Kcn-par 

Non-par 

Non-par 

9 , 527,623 

275.000 

200.000 

49 , 297,368 

27 . 500.000 

20 . 072.000 

Ist mtge, 

1 st mtge, 

Ist mtge. 

Fob. 1, '44 
Oct. 1, '4-5 
July 1, '48 

Feb. 1, '74 

Oot. 1,'75 
July 1,'78 

2 3A 

2 3A 

3 

5,000,000 

75,000,000 

10,000,000 


Total Preferred 


475,000 

47,572,000 

Total 




90 , 000,000 


842507 O - 49 - U 
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CAPITAL STOCK 

BONDS 




COMPWY 

CLASS AMD SERIES 

PAR VALUE 

OUTSTANDING 

CLASS AND SERIES 

NOMINAL DATE 

DATE OF 

INT 

RATE 

OUTSTANDING l 


OF STOCK 

PER SHARE 

SHARES 

AMOUNT 

OF OBLIGATION 

OF ISSUE 

MATURITY 



' 

MISSISSIPPI 










Ifississippi Power Company 

( Cammonwealth & Southern Corp*) 

Comaion 

preferred 60^ Cum* 

1 

Non-par 

100.00 

500,000 

20,099 

6 . 690,927 

2 , 009,900 

1st mtq-e. 

1st mtge. 

1st mtge. 

Sept 1, '4l 
Aug. l.’L? 
Apr. 1,'48 

Sept 1, ’ 71 
Aug 1»“77 
Apr 1, • 78 

3 1/8 

2 7/8 

3 1/8 

8,589,000 

2,386,000 

1,000,000 






Tctal 




11,975,000 

Mississippi Power A Light Campany 

(Electric Power & Light Corp*} 

Cammon 

Preferred ^6 Cim 

10.00 

100.00 

1 , 350,000 

44,476 

13 . 500,000 

4 . 447,600 

1st mtge. 

Ist tntre. 

Total 

Sept.l, >44 
June 1, >47 

Sept 1,>74 
June 1, ' 77 

3 1/8 
2 7/6 

12,000,000 

8 , 500,000 

20 , 500,000 

MISSOURI 










a 

Citizens Electric Corporttion. 

ComcDOB 

5.00 

930 

4.650 

None 





The Empire District Electric 
Coanpai^ 

CansDon 

Preferred 5^ Cum* 

10.00 

100,00 

350,000 

39,018 

3 , 500,000 

3 , 901,800 

lart mtge* 

1st mtg©* 
let mtge* 

Sept 1,'44 

June 1, >46 
Jen. 1, >4S 

Sept.l, ' 69 
June 1, > 76 
Jan 1,>78 

5 3/2 

2 7/8 

3 1/2 

10 . 176,000 

2 , 000,000 

4 , 000,000 






Total 




16,176,000 

Gasconade Power Company ^ 

CcEnmon 

100.00 

954 

95.484 

None 





(North Jtoerioan Co ) 










Kansas City Power & Light Ccaapany 

(United Light k Bailwaya Co.) 

Common 

Preferred 3.SC3^ Cum. 
Preferred Lg( Cum. 

Non-par 

100.00 
lOO 00 

697,000 

100,000 

80,000 

27.880,000 

10,000,000 

8,000,000 

Isrb mtge. 

1st mtge. 

Dee. 1, >46 
June 1, >48 

Doo. 1,'76 
Jvine 1,'78 

2 3 A 
2 7/e 

36.000. 000 

12.000. 000 


Total Preferred 


180,000 

16,000,000 

Total 




48.000,000 

Missouri Edison Company 

Cocnnozi 

5.00 

100,000 

500,000 

let mtge. Series A 

July 1, >45 

July 1, >75 

3 1/2 

1,350.000 


Preferred 4 Cum. 

100 00 

1.750 

175,000 






Missouri Gss 4 Eleotrio Berrioe 
Compaiy 

Cottmon 

Non-par 

25.375 

873,041 

1st mtga. Series A 

1st mtge. Series B 
let mtge. Series C 

Jan. 1, '46 
Aug. 1, >47 
Jan. 1,>48 

Jan 1. '76 
Aug. l.'77 

Jan. t, > 78 

3 , 

2 7/a 

3 i/-t 

1 , 200,000 

250.000 

250,000 






Total 




1 , 700,000 

Missouri Power 4 Light Company ° 

Ctanmon 

5.00 

1,360,000 

6,800 ,000 

1st mtge. 

July 1, >46 

July 1, ' 76 

2 3 A 

7 , 300,000 

(North American, Co.) 

Preferred 3.90?5 Cum. 

100.00 

40.000 

4,000,000 






Missouri Publio Servioa Corporatim 

Common 

Non-par 

133.703 

3,200,000 

1st mtge. Series A 

1st mtge. Series B 
let mtge. Series C 
Serial debentures 

Jan. 1,'46 

Sept.l, >46 

Jan. 1,'4S 
Jan. 1, >45 

Jan. 1,'76 
Sept 1, ' 76 
Jan 1.'78 
Jan. 1, ' 55 

3 , 

2 7/8 

3 lA 
3 i/B 

5,100,000 

750.000 
1 , 150,000 

403.000 






Total 




7 . 405,000 

Missouri Utilities Company 

Common 

Preferred ^ Cum* 

1.00 

100.00 

204,736 

14.000 

204.736 

1 , 400,000 

lat mtge. Ssries A 

1st mtge. Series B 

Ist mtge. Series C 
Debentures s.f. 

June 1, >4l 
Deo 1,'46 
Dee. 1,'47 
Apr. 1, >48 

Juno 1, ' 71 
June 1, ' 71 
Juno 1,'71 
Apr 1, • 63 

3 3/2 

2 7 /B 

3 lA 
3 3A 

3 . 150.000 

400.000 

2 . 500.000 

400.000 






Total 




6 , 450.000 


a. CompaBy fomed Hov 5, igL?! acquired Senetrieve Eleotrio Cooperatlira, Ino. company acquired Qasoonado PoTrer Co. on Doo. 31, 1948. 

as of Voy 12, 1948. 

b. Company acquired by Missouri Power & Light Co on Deo. 31, 1948. 
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COMPANY 

CAPITAL STOCK 

BONDS 

CLASS AND SERI^ 

OF STOCK 

PAR VALUE 

PER SHARE 

OUTSTANDING 

CLASS AND SERIES 

OF OBUGATION 

NOMINAL DATE 

OF ISSUE 

DATE OF 

INT 

RATE 

cr 

c 

OUTSTANDING 

SHARES 

AMOUNT 

MATURITY 

■ 





’ ■ 1 





MISSOURI (CONTD ) 










St. Joseph Light & Power Company 

Gammon 

s 

100.00 

1*0, E 09 

% 

l*,Ql+ 0.900 

1 st mt^a 

Apr l,’t*£ 

Apr 1 , *76 

2 5/8 

t 

3,676,000 






1 st rrtge» 

Apr. 1 , ' 1*7 

Apr 1,'76 

2 7/8 

981,000 

(United Light k Hailways Go ) 

Preferred 5 ?S Cum 

100 00 

12.553 

1.255.300 











Total 




1*. 657, 000 

Sho^e Power Corporation 

Ifembership Fees 

5.00 

iLo 

700 

None 





Union Bleotrio Company of 

Common 

Non-par 

9 , 782,500 

65,000,000 

1st mtga. ft coll trust 

May 1 , ' 1*1 

May 1, '71 

3 3/6 

8 

0 

0 

0 

0 

Missouri 





1 st mtge. 4 coll trust 

Oot 1,*45 

Oot 1, '75 

2 3 A 

13,000,000 


Preferred #3 50 Cum. 

Non-par 

130,000 

13,000,000 

Debentures 

May 1 , ' 1*8 

May I3 ^ 68 

3 

25,000,000 

(Horth Amerioan Co ) 

Preferred |L 50 Cum. 

Non- par 

213,597 

21.359,700 







Preferred } 3,70 Cura. 

Non-par 

1*0,000 

l*,boo,ooo 







Total Preferred 


383,597 

38 , 359,700 

Total 




128 , 000.000 

MONTANA 










The Montana Power Campary 

Common 

Non-par 

2.i4fll,665 

20,700,000 

1st jntge. 

Oct l,'l +5 

Oot. 1,’75 

2 7/e 

39,188,000 

(Amerioen Power k Light Co ) 

Preferred i6 Cum. 

Non-par 

159,589 

15,958,900 






NEVADA 










Sierra Paoifio Power Company 

Coomion 

15.00 

226 , 581 * 

3 , 398,760 

1 st mtge. Series k 

Dec. 

Deo 1.'70 

3 lA 

5,000,000 1 






1st mtge. 

Aug. 1 ,> 1*7 

Aug. 1, ’77 

2 7/a 

975,000 1 


Preferred 65 ? Cum 

100.00 

35,000 

3,500,000 

1st mtge. 

Apr. 1 ,' 1*8 

Anr. 1.»76 

3 1/8 

3,500.000 [ 






Total 




7 , 47=^,000 

j 

Southern Nevada Power Ccmpany’ 

Ccjinrnoii 

Non-par 

10,000 

121,201* 

General mtge» 

July l,’l+£ 

July 1,’67 

5 

l*97’.ooo 
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CAPITAL STOCK 

BONDS 


t 

^ 1 

COMPANV 

— ^ 

CLASS AND SERIES ; 

PAR VmLUE 

OUTSTANDING | 

CLASS AND SERIES 

NOMINAL DATE 

DATE OF 

INT 

RATE 

1 

OUTSTANDING 1 


OF STOCK 

PER SHARE 

SHARES 

AMOUNT 

OF OSUGATION 

OF JS5UE 

MATURITY 

C 

c 


NEW HAMPSHIRE 










Concord Electric Conipaa/ 

CcTOion 

i 

Nca-par 

50,000 

1 , 100,010 

Hone 






Preferred 6 ^ N’on-^'UBi# 

100 00 

2,250 

225,0.j0 






Connacticut River Power Company 

Commoii 

S5 00 

=05.1040 

15,066,000 

1st mtge 5 f.Seri-s A 

Tah . 15 , ’ 56 

' 611 , 15 , '61 

3 3 A 

16,069,000 . 

(Naftf England Electric System) 

Preferred Cum, 

lOG.QC 

12,000 

1,200,000 






Exetsr 9c Hamp'boiL Electrac Company 

Common 

20 00 

2U,375 

4bT,500 

1st mtge. 

lov 1, *Lj.O 

Jov. Ij *60 

3 1/2 

200,000 

ffranite State Electric Company 

Common 

lOO 00 

11 , LOO 

1 , 140,000 

None 





(tTaw Englaid Electric System) 










ITew Hampshire Gas and Elscfcrio 
CoE^iaiqr 

Common 

Non-par 

150,000 

3,595.000 

1st mtge. Senes A 

1st mtge Series B 

June 1, ' 38 
July 1, '41 

June 1, *63 
July Ij '71 

3 1/2 

5 1/2 

900,000 

1,000,000 

(Nsw England Gas i Electric 
Association) 





Total 




1 , 900,000 

Publio Service Company of ITeir 
Hampshire 

(Kair England Publio Servioa Co.) 

Common 

Pfd. 3.3552 Cum. 

10.00 

100 00 

036. inL 

102,000 

6.384.340 

10, 200, 000 

1st mtge. Series A 
l.t rtge. Series B 
lat mtge. Senes C 

1st irtge. Series D 

Total 

Jon. 1, 43 
June 1, '47 
Jan 1, '4S 
Oct, 1, '45 

Jan 1, >73 
June 1, '77 
Jan. 1, '78 
Oct. i,'7a 

3 lA 

2 3A 
5 lA 

3 lA 

20 , 770,000 

4,478,000 

3,000,000 

7,000,000 

35,248,000 

VThite Mountain Powr Company 

i 

Coniaon 

Non-par 

oOO 

120, 306 

1st mtge, 

Debentiu?es 

Deo. 51 , '77 
Deo. 51 , >37 

Deo. 51, *62 

Deo. 31 , '57 

U 

5 

400.000 

200.000 

NEW JERSEY 





Total 




600,000 

Atlentio City Blaotrio Company 

Conmioa 

10 00 

1 , 150,000 

11 , 500 , 000 

1 st mtge. 

Jan. 15 , >37 

Jan. 15, ' 64 

3 1 A 

18,000,000 

(iljtterioaix Gas i Electric Co«) 

Preferred Cma* 

100.00 

55,000 

5 , 500,000 





/ 

Deepwater Ligbb end Power Company 

Cojoinon 

lOO 00 

76,974 

7,t97.400 

None 





(Philadelphia Electric Co.) 










Jersey Central Power t Light 

Commoti 

1.00 

1 , 053,770 

1 , 055,770 

let mtge. 

Mar. 1, '46 

Mar. 1, '76 

2 7/6 

34 , 500,000 

Con^fitty 

Preferred If? Cum. 

100.00 

125,000 

12 , 500,000 






(General Public Utilities Cotp.) 










Ulllville Sleotrio Light Con^any 

Cosmo n. 

100.00 

1,500 

150,000 

1 st jttge. 

June 1, ' 3? 

June 1, >61 

5 

75,000 

New Jersey Power 4 Light Coii 5 >any 

Connon 

Non-par 

87,500 

5 , 750,000 

let mtgB, 

Ist.mtge. 

Mar. 1, '44 
Juno 1, ' 4B 

Meir, 1, '74 

June 1, '78 

5 

3 

9,000,000 

6,000,000 

(General Publio Utilities Corp.) 

Preferred Cum. 

100.00 

50,000 

5 , 000,000 

Total , 




15 , 000,000 
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i 

CAPITAL STOCK 

BONDS 

coupany 

CtJ\SS AND SERIES 

PAR VALUE 

OUTSTANDING 

CLASS AND SERIES 

1 NOMINAL DATE 

DATE OF 

irrr 










RATE 

"L 

outstanding 

I 

OF STOCK 

PER SHARE 

SHARES 

AMOUNT 

OF OBLIGATION 

OF ISSUE 

MATURITY 

1 NEW JERSEY (coNTD) 










jPu'blic Sennoe Electric and Gas 




i 





$ 

Common 

H on-par 

11,566,1j92 

iU6,£05,aoo 

let Tc ref. mtge. 

Apr 1,'35 

Got . 1 , ' 65 

3 i/e 

50,000,000 

Comf ary 

I^referred Cum, 

100.00 

L5 

1^,500 

Ist & rei** mtgOk 

1 st 5 * ref, mtge. 

July 1 , ’36 
July 1 , '38 

July 1 , '66 
July 1 , * 68 

3 1/h 
5 lA 

26 , 000,000 

1 C,CIJO ,000 






lot 4 ref. ntge. 

July 1 ,'LO 

July 1 , '70 

3 

15,000,000 






lot 4 ref. mtge. 

May 1 , 'h2 

May 1,'72 

3 

15,000,000 






let & ref, mtge 

June 1,'37 

June 1,2037 

8 

9 , 0 l| 0,500 






1 st iS: ref mtge* 

Elizabeth&Tren'ton RHCo 

July 1, '37 

July 1£037 

5 

7 , 71 | 2 , 9 C 0 

1 

1 





1st mtge. gold 

Gaa and Eloo. Co. of 

Apr. 1.'12 

Apr. 1 , '62 

5 

37 L, 000 






Bergen County (The) 
Gen.mt^e. gold No 1 

Not 1 ,'OL 

Not. 1 , ' 5 lj, 

5 

37,000 






Gen.L-tge t^old Ho. 2 

Not 1 , 'Oil 

Not. 1 , ' 5 L 

5 

3 ,L 65 ,coo 






Cone, mtie, go''d 
Hudson County Gas Co. 

June 1 , '99 

June 1 , '19 

5 

i,A 5 ,ooo 






1st istijS. gold 

Hot. 1, '99 

Hot. 1 ,'L 9 

5 

10,500,000 






HidfiTpsax Elac. Lt J: 










Pot. Co. 










1st mtgn . gold 

Paterson i Paasaio Gaa 

Jan. 1,'05 

Jtui 1| * 55 

5 

181,000 






i El Co. (The) 

Cons. mtge. gold 

Uar. 1. '99 

Mar. 1 ,*L 9 

5 

L, 099, 000 






South Jersey Gaa, El. 










t Traotion Co. 

1st mtge. gold 

Mar. 1 , '03 

Mar. 1 , »55 

5 

12,99k. 000 






Trenton Gaa t Eleo Co. 










1st mtge. gold 

Mar. l ,'-99 

Mar. 1,'49 

5 

1 , 998,000 






United El. Co. of K.J, 










lat mtge. gold 

June 1,'99 

June 1 , 'L^ 

k 

16,637,500 






Debentures 

July 1 , * 1*8 

July 1,'98 

6 

18 , 193,600 






Debentures 

Not. 1, 'LB 

Not. 1,'65 

5 

50,000,000 






Total 




2514., 665 , 500 

Roc 3 cland El'eotrio Company 

Common 

100.00 

7,000 

0 

0 

0 

0 

0 

None 





(Eootland Light 4 Power Co.) 










NEW MEXICO 










The Inlajsd. Utilities Conipany 

Common 

100.00 

10,000 

1,000,000 

None 





Kevr Kexioo Sleo'bric Servi ,09 

Common 

100.00 

5,500 

350,000 

Ist mtge. Series JL 

Jan. l,'L6 

Jan, 1 , '66 

5 I/S 

580,000 

Corporati on 










Puhlio Serrioe Cocpany of New 

ComnLon 

7.00 

52 Ij .,903 

3 . 67 J +,321 

lat mtge. 

June 1 ,'L 7 

June 1 , ’77 

2 7/8 

6,732,000 

Kexioo 





Ist mtge. 

Jan. 1 , 'J4B 

Jan, 1 , '78 

3 5 /e 

1,000,000 






let iiitge» 

Deo. i,'ii 5 

Deo. 1, ’77 

3 5/e 

2,000,000 

NEW YORK 





Total 




9,732,000 

Buffalo Niagara Eleotrio 

Common 

Non-par 

3,000,000 

22.000,000 

1st mtge. 

Hot, 1, ' L 5 

Not. 1, '75 

2 5A 

56,360,000 

*^orp oration 

Preferred 3 * 60 ^ Oum. 

100.00 

350,000 

55,000,000 






(Niagara Hudson Power Coip.) 










Cenijral Hudson Qas 4 Eleotrio 

Common 

Non-par 

1,500,000 

13 . 235 , 22 L 

lat istge. 

Apr. 1 , 'LO 

Apr. 1,’70 

5 

2,200,000 

Corporation 

Preferred L l/S^ Cum. 

100.00 

70,300 

7,030,000 

lat mtge. 

Ear. 1 , ’LL 

Mar. 1,’71 

5 

i3, 265, 000 

9 





Total 




15,Ld5,O00 
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CAPITAL STOCK 


BONDS 




COWPANf 

CLASS AND SERiES 

PAR yALUE 

OUTSTANDING 

CLASS AND SERiES 

NOMINAL DATE 

DATE OF 

INT 

RATE 

OUTSTANDING 

: 

1 

OF STOCK 

PER SHARE 

SHARES 

AMOUNT 

OF OBLIGATION 

OF ISSUE 

MATURITY 

-T 


1 

1 NEW YORK (coNTDJ 










Central Hew Tork Power Corporation® 

Common 

Hon-por 

1,581, 358 

t 

25,244,049 

General nitge* 

Syrstcuse Lighting Co* 

Oct, i,'44 

Oct. i,'74 

3 

48,030,000 

(H-ngora Siidsoc Power Corp ) 

Prefarrad 3 Cum. 

lOU.OO 

200, OQO 

20,000,000 

1st mtge, 

Gtioa Gas & El Co« 

June 1, ' 01 

June *51 

5 

879,000 






Raf. & eyt. mtge. 

July 1, ' 07 

July 1, '57 

5 

3,214, 000 






Total 




52,093,000 

Consolidated Edison Company of 

Hew York, Ino 

Comnioa 

Non- par 

11,L77.215 

229,547,740 

1st it ref mtge Ser A 
1st & ref mtge Ser B 

Mar 1, '47 
Apr 1, '47 

Mar 1 , ' fa2 
Apr 1, '77 

2 3A 

2 5/8 

100,000,000 

100,000,000 

Prefarrad $5 

Non-par 

1,915, pl9 

174,999,927 

1st & ref mtge Ser C 

June 1, '47 

June 1, *72 

2 3 A 

60,000,000 




lat & ref mtge Ser B 
Edison Elec Illumi- 

Hot. 1,’47 

Not 1, '72 

5 









nating Co. of H Y 
let Cons mtge 

July 1,'95 

July 1,'95 

5 

1,457,000 






KingsCountyEl Lt &Pwr 










Co 

Purchase money 

Oot 1, '96 

Oot 1,'97 

6 

1,455,000 






Conv Debentures 

June 1,'46 

June 1 '63 

5 

57,565,400 






Total 




350,257,400 

Eastern New York Power Corporation 

Common 

25 00 

320,000 

6 , 000,000 

1st mtge s f 

Dee. 1, '46 

Dec 1, *61 

5 1/4 

9, 29m. 000 

(international Hydro-Eleotno 

Preferred Cum 

100 00 

30.000 

3,000,000 






Systain) 










Long Island Lighting Company 

HA 




let mtge Series F 

July 1, '42 

July 1,'72 

3 lA 

50,035,000 





1st ratge Series G 

Ubji* 1, 'IlO 

Jan 1, '56 

3 ^ 

12,000,000 






Betentures a f 

May 1, '42 

May 1, '56 

3 3A 

10,000,000 






Total 




52,035,000 

Hew York Power and Light 

CocsEon 

Kon-por 

1, jOO.OOO 

0 

H 

1st mtge. 

Mot 1, '45 

Mar 1, '75 

2 iA 

48,785,000 

Corporation 

Prefaired 3 90^ Cum 

100 00 

240,000 

24,000,000 






(Hiagara Hudson Power Corp ) 










Haw York State Electric & Gas 

ComiDon 

25 00 

860,000 

22.000.000 

1st mtge 

Jan 1, '47 

Jon. 1, '77 

2 3/4 

13,000,000 

Corporation 





1st mtge 

Apr 1, '41 

Apr 1 , ' 7 1 

3 lA 

55,595,000 

Preferred 3 755^ Cum 

100.00 

150,000 

15,000,000 

let mtge 

May 10, '48 

Apr 1, '78 

3 

5,500,000 

(Seneral Putlic Utilities Corp ) 

Preferred E 5^^ Cum 

100.00 

35,000 

5,500,000 

Elmira Water, Lt & 
Railroad Co 






Total Preferred 


165,000 

16,500,000 

let cons mtge 

Sept 1, 'Oo 

Sept 1, '56 

5 

4,994,000 






Total 




56,887,000 

The Hiagara Falla Power Company 

Conanon 

Hon-par 

742,241 

21.077,796 

lat & ref mtge 

Mar 1. ' 36 

Mar 1, '66 

3 1/2 

20,695,000 

(Niagara Hudaon Poviior Corp ) 










The Orange and Hookland Elactrio 

Common 

Hon-por 

36,420 

162,100 

lat mtge 

June 1, '40 

Juno 1, '55 

3 

1,150,000 

Company 

Preferred 5^ Cum. 

100 00 

9.555 

955.300 






The Patchogue Electrio Light 

Oommon 

Non-par 

11,000 

)6oo,ooo 

None 





Company 

Preferred {5 Non-oum 

Hon-par 

1,000 

) 







Hi. Hot aTAllELble 

a. Ooi^iany aoquirod Horthom DeTslopmont Corp. on July 31, 191j.8 
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CAPITAL STOCK 


CLASS AND SERIES 


CUSS AND SERIES 


PER SHARE I 

i 


INT 

RATE OUTSTANDING 


NEW YORK (coNTDJ 


Paul Smith' s Electric Light and 
Potrer and Ballroad Company 


12,500 1,250,000 let mtge. ref. 


JoTT. 1,'36 MOV, 1,'66 5 


Queens Borough Gas and Electric 
Company 

(Long Island Lighting Company) 


’referred ^ cm 


200,000 2,000,000 Gen ntge. 

Ref mtga. 

66,860 6,686,000 Ref ntge. 

Debentures gold 


July 1,>02 July 1,'52 5 799,000 

July 1,'36 July 1,>61 it. 10,550,000 

July 1,*36 July l,'6l 3 l/2 1,362,000 

Apr. 1, *27 Apr. 1,'52 5 l/£ 3,593,000 

15,904,000 


Rochester Gas and Electric 
Corporation 

(General Publid Utilities Corp*) 


Preferred 1+^ Gum Ser F 100. CO 


775,91It 14,383.208 Gen ntge Series D Sept 1, ' 27 Sept.1,'77 4 l/2 6,000,000 

Gan mtga Series G Sept 1, '36 Sept 1,'66 3 3/4 3,000,000 

120,000 12,000,000 Gen mtga Series H «ar. 1,'57 Sept. 1, '6? 3 jA 3,000,000 

Gen. mtga. Series I :iar 1, '38 Sept. 1, '6? 3 1/2 1,657,000 

Gen mtga Series J Har. 1, '59 liar. 1,'69 3 lA 8,323,000 

Gen. mtga Series K Har. 1, '40 War. 1,'70 3 3/8 15,000,000 

Total 36,980,000 


Rockland Light and Power Company C ccnmon 


10.00 1,553,053 13,530,530 lat ref mtge. Series B May 1,*36 May l/6l 3 3/IJ 6,i4l2,000 


The St Lawrence River Power Common 

Company 


100.00 149,170 14,917,000 None 


Staten Island Edison Corporation Common. 

Preferred Non-cum 

(General Public Utilities Corp.) 


Non-par 360,000) l4,600,000 None 

Non-par 2,725) 


Westchester Lighting Company Ccmnion 

(Consolidated Edison Co. of 
Now York, Ino.) 


Non-par 836,000 29,260,000 1st mtge. 

General mtge 
H»Y. 4 Westohester 
Lighting Co. 
General mtge. 


Deo. 1,'00 Deo. 1,'50 5 7,790.000 

July 1,'37 July 1,'67 3 1/2 25.000,000 


July 1, 'OLpuly 1,2304 4 10,000,000 


42,790,000 


The Tonkers Electric Light wnd Conmion 
Power Company 

(Consolidated Edison Co. of 
New York, iRc.) 


Non-par 83, 5A 4,175,700 Debentures 


July 1,'46 lluly 1,'76 2 sA 9,000,000 


NORTH CAROLINA 


Caro lina Aluminum Company 


100.00 1,000 1 100,000 Hone 


Carolina Power & Light Company pommon 


“referred J5 Cum. 


Non-par 1,000,000 12,719,500 mtge 

Non-par 156,068 15,608^800 


(ay 1, '40 May 1,'65 3 3A 44,160,000 


Duke Power Ccsapeiny 


Preferred 7?^ Citttt. 


Non-par 1,262,552 94,691,424 1st & ref mtge. 

100.00 2,948 294,800 


Sept 1, 'L7 Bept.1,'77 2.65 40,000,000 


Nantahala Power and Light Company bannon 


100.00 177,300 17,730,000 Homo 


Tide Water Power Company 


|kamnon Non-par 475,572 1,011,563 1st mtge. 

Pfd, 1st >4 25 Cum. Non-par 9,500 950,000 


fan. 1, '45 fan. 1,'75 3 l/O 5,100,000 
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CAPTTAL STOCK 

BONDS 


1 

COMPANY 

CUSS AND SERIES ! 

OF STOCK 

Pf)R VALUE 

OUTSTANDING 

CLASS AND SERIES 

OF OBLIGATION 

NOMINAL DATE 

OF ISSUE 

DATE or 

MATURITY 

INT 

RATE 1 

OUTSTANDING 

PER SHARE 

SHARES 

AMOUNT 



NORTH DAKOTA 




















Hoatana-Dakota Utilities Co. 

CcnnmoTi 

5 00 

1,062,063 

5.310.315 

Ist mtge 

ipt. i,'45 

tpr. 1,'65 

3 

7,500 ,000 






1st mtge. 

Sept 1, 'i)5 

Sept.l, <yo 


4,000 ,000 


Preferred i+,20?^iimeSei'e 

100.00 

100,000 

10.000,000 

1st mtge- 

»ToTr. 

rOTT. 1, * 72 

3 1/6 

2, too ,000 






1st mtge. 

Dec 1, '48 

)ec 1, ^ 68 

3 10 

3,000,000 






Total 




17,000,000 

Otter Tail Povar Corapary 

Conano*! 

5.00 

500.000 

2,500,000 

1st mtge 

Sept. 1, 'Lj-l 

3ept 1, * 71 

3 

5,208 ,000 






1st mtge 

June 1 , 

June 1, ' 7h 

3 

1,426,000 


Preferred ^3 ^ ^hon 

Non-par 

60,000 

6,000,000 

1st mt^e. 

June 1, <47 

June 1,'77 

2 3 A 

2,970,000 






1st mtge- 

Jar. 1, '1)8 

lar. 1,'7B 

3 l/S 

2,500,000 






Total 




12,104,000 

OHIO 










a 

The fluokeye light & Power Coir.pajiy’ 

Common 

1.00 

500 

500 

None 





(Dayton Power A Light Co ) 










Central Ohio Light i Power Company 

Cuiiiuiori 

10.00 

126,200 

1,262,000 

1st mtge. Series B 

Feb. 1, '47 

Feb. 1.'77 

2 7/Q 

5,100,000 






Debentures s.f. 

Dec. 1, '48 

Deo. 1, ' 65 

3 i/a 

1,000,000 


Preferred Cum 

100.00 

12,000 

1,200,000 











Total 




6,100,000 

The Cinairniati Gas & Electric 

Sommon 

8-50 

2 ,Sllk.OOO 

19,07i).,000 

1st mtge. 

Dot. 1, '45 

Dot. i,'75 

2 3 A 

45,500,000 

Company 





1st mtge. 

July 1, '48 

July 1,'78 

2 7/a 

15,000,000 


Preferred Li^ Cum 

100.00 

270,000 

27,000,000 











Total 




60,500,000 

The Cleveland Eleotrlo 

Common 

Non-par 

2,321). 56U 

1)0,871,520 

Ist mtge 

July 1, '40 

July 1, ' 70 

3 

50,000,000 

Illuminating Company 





1st mtge. 

Deo. 1, '47 

Deo. 1,'82 

3 

90,000,000 


Preferred tU-SO Cum. 

Non-par 

254,989 

25,498,900 











Total 




70,000,000 

Columbus and Southern Ohio 

jommon 

10.00 

750,680 

7,506,800 

1st mtge. 

3ept,l, '40 

Sept. 1, ' 70 

3 lA 

27.400,000 

Eleotrlo Company 





Ist rntp*©. 

June 1, '48 

June 1,'7Q 

3 

10,000,000 


Preferred I4, 1/1)3? Cimi 

100.00 

103,861 

io,38i),ioo 











Total 




37,400,000 

b 

The Dayton Power and Light Company 

jOSsnoxL 

7.00 

1,700,000 

11,900,000 

1st mtge. 

Jot 1, '45 

Jot. 1, '75 

2 3A 

28,850,000 






1st mtge. 

ran. 1,'4B 

Jan. 1, '73 

3 

8,000,000 


?fd# 3 Ser A Cvcu, 

100.00 

100,000 

10,000,000 

Ist 3nt»6- Series A 

>eo. 1^*48 

Jeo 1, '73 

3 

15,000,000 


Pfd 3/73^ Ser. B Cum 

100. CO 

75,000 

7,500,000 







Total Preferred 


175,000 

17,500,000 

Total 




51,850,000 

The Grcsn-Tille Blectrio ^Ight and 

jOdmon 

1.00 

500 

300 

None 





' ?i.ror Company 










(Dayton Power A Light Co.) 










The Marietta Eleotrlo Company 

'onmioii 

100.00 

8,000 

800 ,000 

None 





(ffeet Penn Eleotrlo Co.) 










Ohio Edieon Company 

Common 

8 00 

2,283,990 

16,271,920 

Ist mtge. 

Sept.l, '44 

Sept.l, '74- 

3 , 

50,962,000 






Ist mtge. 

■ Lpr. 1,'45 

^pr. 1,'75 

2 3 A 

26,089,000 

(Commonwealth A Bouthom Corp.) 

^referred !(. 1+0^ Cum* 

100.00 

180,000 

16,000,000 

Ist mtge. 

Sept. 1, '48 

Sept. 1, '78 

3 l/E 

12,000,000 






Total 




69.051,000 


All of oompany'B jroparties aoquirwi by lha IXayton Powar A Light Co. 
on Sapt. 30, ISilS' 

b. OOmpony acquired all properties of Bradford k Setty atnirg Eleotrlo 
Light it Power Co., Broolcrtlle A Lawleljurg Eleotrlo Lighting Co , 
Buolcoya Light 4 Power Co., Eaton Lighting Cq , Gresnrillo Eleotrlo 


Light 4 Power Co,, Wow Madison Lighting Co , and Western Ohio Puhllo Service Co. 
aoqulred Sent. 30, 19ii8. 

All of eompany' s property 

igi*e. 


company' a proportiee aaquired by The Dayton Power 4 Light Co. on Sept 30 


iTAFlSTICS OF ELECTRIC LTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31 , 1 Q 48 

Capital Stock and Bonds 


221 


CAPfFKL STOCK 


COMPAMt' 

CLASS AND SERIES 

PmR value 

OUTSTTAI.DING 

CLASS AND SERIES 

NOMINAL DATEi 

DATE OF 

HIT 











OUTSTANDING 


OF STOCK I 

PER SHARE 

SHARES 

AMOUNT 

OF OBLIGATION 

OF ISSUE 

MATURITY 

D 

OHIO ICONT DJ 

— 

* 

1 

* 





f 

Ohio-lfidlaud Light and Power 

Cctromon 

Non-car 

10,461 

538.831 

None 




Cctipar^ 









Preferred S 5 Cum. Ser. 

Non-tiar 

2.449 

280,166 






The Ohio Power CompEiny 

Common 

Kon-par 

5,000,000 

37 , 464,760 

1st mtge. 

Dot 1, '38 

3 ct. 1, '68 

3 lA 

55,000,000 

(Janerioan Gas A Eleotric Co.) 

Preferred li l/ 2 ^ Cum 




Ist mtge 

Apr 1, '41 

“Ipr. 1,'71 

3 

15,000,000 

lOO.QO 

300,000 

20,240,300 

1st mt-’S. 

Apr. 1 , ' 4 fl 

ipr. i.'ye 

June 1,2024 

3 

40,000,000 






Debentures gold 

June 1 ,^^ 

6 

208,000 






Total 




110 , 208,000 

The Ohio Public Senrioe Coaapany ^ 

Common 

5.00 

2,638,160 

13 , 190,800 

lat mtge. 

Juno 1,'46 

June 1 , ''’’6 

2 3/4 

32,000,000 

(Ci'bies SerTTioe Co.) 

Preferred 3 90 ^ Cum* 




mtge* 

Jan 1,1 Zis 

Ian. 1,'78 

3 l/£ 

10,000,000 

100.00 

156,300 

15.630,oc» 








Total 




42,000,000 

The Toledo Edison CompELny 

(Cities Sanrioe Co ) 

Connnon 

Preferred 4 1 / 4 ^ Cum 

5.00 

2 . 775,000 

13,875,000 

1st mtge. 

1st mtge. 

Apr. 1,'47 
Sept. 1 , '46 

^pr L '77 

Sopt.l , '78 

in 

32.000,000 

5,000,000 

lOO 00 

160,000 

16,000,000 






Total 




37 , 000,000 

OKLAHOMA 










Oklahoma Gas and Electric Company 

(Standard Power & Light Oorp.) 

ConiDon 

Preferred 4 ^ Cum. 

20,00 

ago ,000 

17,800,000 

13,500,000 

Ist mtge 
let mtge. 

Pab. 1,'45 
Deo. 1, '48 

•i-eh. a ,>75 
Deo. 1,'78 

2 5/4 

3 lA 

35 , 000,000 

7,500,000 

20,00 

675,000 


Preferred 5 1 / 4 ?^ Cum. 

100.00 

65,000 

6,500,000 







Total Preferred 


740,000 

20,000,000 

Total 




42, 500,000 

Public Service Company of Oklahoma 

Concaion 

100.00 

1 , 800,000 

18,000,000 

Ist mtge. Series A 

July 1,'45 

.July 1,'75 

2 5/4J 

22 , 500,000 

(Central i South West Corp ) 





lat mtge. Series B 

yeb. l,f4B 

Fob. 1,'78 

2 7/6 

10,000,000 

Preferred 24^ Cum. 

100 00 

98,500 

9,850,000 








Total 




32,500,000 

OREGON 










The California Oregon Power 

Common 

20.00 

550,000 

11,000,000 

let mtge. 

?oT. i,'44 

roT. i.iyU 

3 1/8 

13,500,000 

Company 

Preferred 7 ?^ Cum. 

100 00 

24.373 

2,437.500 

1st mtge. 

ipr. 1 ,' 4 b 

Ipr 1,'78 

3 1/3 

4,500,000 


Preferred Cura,. 

100.00 

7.795 

779,500 







Preferred ii.yO^ Cum. 

100.00 

42,000 

4.200,000 







Total Preferred 


74,166 

7,416,600 

Total 




18 , 000,000 

Mountain States Power Company 

jomiQon. 

Mon-par 

249.233 

5,165,580 

Ist nitre. 

July 1,'45 

ruiy 1,'75 

3 

7 , 500,000 


Preferred 5 ^ Cuoa. 



3,649,650 

1 st mtge. 

Lpr. 1,'48 

Ipr. 1,'73 

3 3/0 

5,500,000 


50.00 

72.993 








Total 




11,000,000 

Portland General Eleotrio Compamy 

Comnon 

Non-par 

998,967 

15 , 357,712 

Irb mtge. 

July 1,'45 

July 1,'75 

3 1/8 

34 , 000,000 






1 st mtge. 

for. 1,*47 

fov. 1,'77 

3 1/2 

10,000,000 






Total 




44 , 000,000 

PENNSYLVANIA 










Ahington Electric Company 

(Hopublic Serriao Corp.) 

. 

Soonnon 

Mon-par 

20,000 

200,000 

None 






a. Company acquired Upion Power in July 
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CAPITAL STOCK 

BONDS 


COMPANY 

CLASS AND SERIES 

PAR VALUE 

otrrsTANDrNG 

CLASS AND SERIES 

NOMINAL DATE 

date of 

INT 

RATE 

OUTSTANDING 


OF STOCK 

PER SHARE 

SHARES 

AMOUNT 

OF OBLIGATION 

or ISSUE 

MATURITY 

rc 


PENNSYLVANIA (coMTD) 










Chester County Light end Power 
Company 

Common 

4 

100.00 

5,650 

4 

585,000 

Mone 




4 

CPhiladalphia Eleotrio Co ) 










Duquesne Light Company 

Commozi 

Hon-par 

2,152,828 

56,813,120 

1st mtge. 

Aug. i ,'47 

Aug. 1 '77 

2 3 A 

75,000,000 

(Standard Power 4 Light Corp.) 

Preferred let Cum 

100.00 

275,000 

27,500,000 






Edison Ligjit and PoTrer Craipany 

(General Public Ubilities ( 3 orp.) 

Conmon 

100.00 

13,010 

1,301,000 

Glen Roolc El Lt. 4 Pwr Cc 
1st mtge. 

Feb. l,' 4 l 

Feb. 1,'66 

1/2 

310,000 

Eershay Eleotrio Company 

Gcnnnoa 

50.00 

584 

29,200 

Mone 





Home Electric Company ^ 

CoiEunoQ. 

100.00 

500 

50,000 

Mone 





Luzerae County Gas and Electric 
Corporation 

{■CTnitad Gas leiprovanent Co.) 

CcmiMii 

Pfd. 1 ) 1 / 1 )^ Cum. 

Mon-par 

100.00 

176,694 

25,000 

4,417,350 

2,500,000 

1st mtge. 

Ian. 

Jan. 1,'66 

5 lA 

6,549,000 

Metropolitan Edison. Company 

(General Putlio 'fftilltlaa Corp.l 

Ckcnnioa 

■>rsf erred 3*9052 Cum 
Preferred i|. 35 ^ Cum. 

Mon-par 

100.00 
100 00 

360,780 

125.000 

40.000 

12,323,400 

12, 500,000 
4,000,000 

1 st mtge, 

1 st mtge. 

Ist mtge. 

fork Haven vrater 4 Pwr. 
Co. 

let mtge. gold 

Dow. 1,'44 
3 ept.l ,'47 

3 ept.l, '48 

June 1,'01 

Dow. 1,'74 
5 ept.l ,’77 
Sept 1,'73 

June 1,'51 

2 7/8 

7 

24.500.000 . 
4,50o,occ 

3.500.000 

1.247,500 


Total Preferred 


165,000 

16,500,000 

Total 




53.747,500 

Hatrona Light 4 Power Cconpai^ 

^ominon 

100.00 

6 , 6 go 

669,000 

Mone 





Uorthern PennsylTania Power 

CJompany 

Ccunmoii 

Mon-par 

22,150 

2,215,000 

1 st mtgr>. 

Jan 

Jan. 1.'75 

? 3 A 

4,600,000 

(General Public CtilitisB Corp.) 










Pennsylyania Eleotrio Company 

(General Puhlio Ctilitles Corp.) 

Gomicoii 

Pfd. Cua.Ser. B 

?fd 3 7 ^ Cm Ser. C 

ao.oo 

100.00 

100.00 

1,560,000 

69,000 

101,000 

31,200,000 

6,900,000 

10 , 100,000 

1 st mtge. 

1 st mtge. 
let mtge. 

Srio Coimty El Co 

Cons mtge. gold 
Funding mtge gold 

Jan. 1,'42 

3 ept. 1 , '43 
June 1 , '46 

Jan 1,'09 
Jan. 1,’20 

Jan. 1,'72 
3 apt 1,'73 
June 1,’76 

Jan. 1,'59 
Jan. 1 , '80 

5 5/8 

5 1/8 

5 5/4 

3 

32. 500.000 

4, 000,000 

23.500.000 

946,000 

74,000 


Total Preferred 


170,000 

17,000,000 

Total 




61.020,000 

Pennsylvania Power Company 

(Commonwealth 4 Southern Cdrp.)i 

Joamnoii 

^referred 4 * 2 ^ Cum. 

30.00 

100.00 

200,000 

41,049 

6 , 000,000 

4,104,900 

let mtge, 

1 st mtge. 

Total 

Jot. 1, '45 
(ay 1, '4B 

Tow. 1, '75 
(ay 1,’78 

} 7/8 

9 , 793,000 

1,000,000 

10 , 793,000 

PenttsylTania Power 4 Light Company 

Common 

Preferred 4 1 / 2 ^ Cum. 
Preferred 4 . 6 CjS Cum. 

Mon-par 

100.00 

100.00 

2,911,885 

1)40,000 

63,000 

31,975,291 

44 , 000,000 

6,300,000 

Lst mtge, 

Ist mtge. 

1 st mtge. 

Oebentures s f. 

Jot. 1, '45 
July 1,'47 
3 eo. l,' 4 fl 
lot. l.'iis 

Jot. 1,'75 
July 1,'77 
Oeo. 1 ,' 7 S 
Cot. l ,'63 

2 3 A 

3 lA 

5 

93.000. 000 

20.000. 000 

10.000. 000 

27.000. 000 


Total Preferred 


503,000 

50,300.000 

Total 




150,000,000 


a. Initial report) properties formerly operated under lease tir Altoona 4 
Logan Valley Electric Hailway Co. 
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CAPITAL STOCK 

BONDS 

company 

CLASS AND SERIES 

PAR VALUE 

OUTSTANDING 

CLASS AND SERIES 

NOMINAL DATE 

DATE OF 

INT 

RATE 

c 

OUTSTANDING 


OF STOCK 

PER SHARE 

SHARES 

AMOUNT 

OF O 0 UGATION 

OF ISSUE 

MATURITY 

PENNSYLVANIA (coNTD) 










PennsvlTania Tfater 4 Power Company 

Camraon 

Preferred S 5 Cum 

K on-par 

Non-par 

Itsg.flLB 

21.L93 

* 

10,868,312 

2,130,895 

Bef.mtge & call trust 
Eef.mtge 4 ooll trust 

Total 

Deo 15, '39 
Jan 15, '4c 

Dec. IF, '64 
Jan. 15, '70 

1 

3 lA 
3 V4 

9.868,000 

10.042.000 

19.904.000 

Philadelphia Electric Company 

Comnon 

Common *1 Dindend 
Preference Cum 

Total Common 

Non-par 

Non-par 

9,726,214.0 

802,^ 

p, 529, 230 

137,816,005 

Ist 4 reR mtge 

Ist 4 ref mtge 

Ist 4 ref mtge 

Ist 4 ref mtge. 

1st 4 ref mtge. 

Nov. 1, '44 
Deo 1, *41 
Not, 1, '44 
Deo, 1, '46 
Jan 1, '1+8 

Nov 1, '67 
Dec 1, '71 
Nov. 1,'74 
Dec. 1, '81 
Jan 1, '78 

2 3A 
2 3A 
2 3A 
2 3A 
2 7/8 

65,000,000 

20,030,000 

65.000. 000 

30.000. 000 
25,000,000 






Total 




!05.O00,000 


Preferred Cum 
Preferred 5 Cum. 
Preferred k 3°^ Gum 

100 00 
100 00 
100 00 

27L.720 

300.000 

150.000 

27,1+72,000 

30.000. 000 

15.000. 000 







Total Preferred 


72lt.720 

72,1+72.000 






Philadelphia Elaotrio Power 

Coinpany 

Common 

25.00 

36U.OOO 

9,100,000 

1st mtge 

July 1, '46 

July 1, '75 

2 5 /fi 

30,000,000 

(Philadelphia Elaotrio Co.) 










Safe Harbor TTater Power 

Corporation 

CoTtsnon Class A 

Common Class B 

Non-par 

Non-par 

100,000 

200,000 

3,000,000 

6,000,000 

1st lutge 

Mov. 1, *1+6 

Nov. 1,'Sl 

3 

14,000,000 


Total Cioiinnon 


300,000 

9,000,000 





1 

The Soranton Elaotrio Ccanpany 

Common 

Preferred 3 35"? Cum 

5 00 

100 00 

1,21L,000 

53,2146 

6,070,000 

5,3214,800 

1st mtge 

1st mtge 

Total 

Hotr, 1, *1+6 

Anr 1, *1+8 

Nov. 1,'76 
Apr 1,'78 

2 7/3 

3 1/8 

8,000,000 

3.000,000 

11,000,000 

South Penn Power Company 

Common 

Non-par 

327,000 

1,635,000 

None 





(West Perm Electrio Co.) 










Southern Pennaylvania Pcwer 

Company 

Canmon 

Non-par 

11,168 

545,263 

Tione 





(Philadelphia Bleotrio Co ) 










ffest Penn Power Company 

(West Penn Slsotric Co.) 

Common 

Freferrad U l/2^ Cum 
Preferred L Cum. 

Series B 

Kpn-par 

100 00 

100 00 

3,035,000 

297,077 

50,000 

24 , 250,000 

29 , 707,700 

5,000,000 

Ist mtge. Series I 

1st nrfcge Series J 

1st mtge Series K 

Ist mtge Series L 

1st mtge. Series U 

Jan 1, '36 
Aug. 1, '38 
Mar 1, '4Q 
May 1, '44 

Mar 1, '48 

Jan. 1, '66 
Aug. 1,’68 
Mar. 1,'70 
May 1,'74 
Mar 1, '78 

3 1/2 
3 lA 
3 

3 

3 

27.000. 000 

17.000. 000 
3,500,000 
12,500,000 

12.000. 000 


Total Preferred 


3 L 7.077 

34,707,700 

Total 




72,000,000 

RHODE ISLAND 










Blaokstone Valley Gae and Eleotrio 
Company 

(Bastem Utilities Associates) 

Common 

Preferred 6% (Junie 

50.00 

100.00 

173,23U 

12,9l|2 

8 , 661,700 

1,294,200 

lat mtge. 4 eoll trust 

Kot 1. '43 

Nov 1,'73 

3 

10,799,000 

The Narragansett Eleotrio Company 

(Uaw England Eleotrio System) 

Common 

Preferred L l/S^ Cum. 

50 00 

50.00 

522,1487 

160,000 

26,124.350 

9,000,000 

Ist mtge. Series A 

Ist mtge. Series B 

Total 

Sept- 1, *2+1+ 
May I, >l 4 B 

Sapt.l, '74 
May 1, '78 

3 

3 

30.292.000 
10,000,000 

40.292.000 
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1 

ChPITAL stock 

BONDS 


" . , 

1 

j COMPANY 

CLASS AND SERIES 

1 

PAR VALUE j 

OUTSTANDING 

CLASS AMD SERIES 

NOMINAL DATE 

DATE OF 

I NT 
rate 

OUTSTAMDING 

! 

OF STOCK 

FER SHARE | 

SHARES 1 

AMOUNT 

or OBLFGATION 

OF IS5UE 

MATURITY 













RHODE ISLAND (coNTD) 



\ 







Kewport Electric Corporation 

Conmon 

Preferred 3 Cum 

20 00 

100 00 

59.5501 

7.732 

* 

1,191,000 

773,200 

Newnort i Fall Elver 
Street Railway Co* 

1 st mtge gold 

Juiv i,'o4 

July 1,'54 

4 1/2 

f 

1 , 000,000 

Bhode Island Power Transmission 
Company 

Comnon 

100 00 

5,000 

500,000 

Nona 





(JIgw England Electric Si/stemJ 










SOUTH CAROLINA 










Lockhart Power Gompany ^ 

Comrsoii 

100.00 

3,000 

300 ,000 

1 st mtgs 

Nov 1, '40 

ITov l,*33 

3 

595,000 

South Carolina Electric t Gas 
Company 

Conmon 

Praferrad ^ Cum 
pfd 5 Cum Conv. 

L 50 

50 00 
■=0 00 

1 , 222,253 

125,231 

79.519 

5 , 500,139 

6,2bl,700 

3 . 973,950 

1st mtge 

July 1, '43 

July 1.'73 

3 5/8 

19 , 300,000 


Total Preferred 


204,753 

10 , 257,650 






South Carolina Power Compattir 

(South Carolina Electric i Gas Co. 

Oommon 

Non— par 

800,000 

6,657,841 

1st 4 ref. mtge, 
lat (fe ref. mtge. 
Charleston Cons, Rail- 
way Gas 4 El Co. 

Cons mtge. gold 

Jan. 1,'43 
May 1, '47 

Mar. 1,1899 

Jan 1. >75 
May 1,'77 

Mar. i;i999 

3 

3 

5 

8,000,000 

4,000,000 

1.557,000 






Total 




13 , 557,000 

SOUTH DAKOTA 










Black Hills Power and Light 

Company 

Common 

Preferred i| 2^ Cum 
Preferred 5 Cum 

1.00 

100.00 

100.00 

168,700 

13,500 

5,000 

163,700 

1,350,000 

500,000 

Ist mtge Series A 

Ist mtge. Series B 
let mtge. Series C 

Sapt. 1, '4l 
Julyl5,»45 
Jan.l5,'4B 

Sept. 1. '71 
Julyl5,'75 
Julyl5,'75 

3 3/8 

3 , 

3 3/e 

1,960.000 

2,064,000 

1,100,000 


Total Preferred 


18,500 

1 , 850,000 

Total 




5 , 164,000 

Central Electric St Gas Ccanpany 

Coucnon 

Preferred L 3Ai^ Cum. 
Preferred js.SO Cum. 

3 50 

50.00 

Non-par 

992,126 

65.000 

30.000 

3,472,Ij41 

3 . 250.000 

1 . 500.000 

1st mtge B.f. Series A 
1st mtge, a. f. Series B 
1st mtre.s f Series C 
Debentures s.f. 

June 1, '44 
Noir, 1,'44 
June 1,'40 
Aug. 1,'47 

June 1,'74 

MOV. 1,'69 
June 1, '74 
Aug. 1 , '62 

3 1/4 
5 lA 

5 lA 

3 

1.732,000 

1.799.000 
582,000 

2.375.000 


Total Preferred 


95,000 

4 , 750,000 

Total 




6,488,000 

Noi^/hweatem Public Sanrioe 

Company 

Conunan 

Preferred 1). ]/2% Cum 
Preferred 5 1/W Cum 

3.00 

100.00 

100,00 

492,000 

26,000 

6,000 

1 . 476.000 

2 . 600.000 
600,000 

1st mtge 

1st mt"e. 

1st mtge. 

Debentures s f. 

Cot. l,'46 
June 1,'48 
Sept. 1, '48 
Sept.l, '48 

Oot. 1,'73 
June 1, '78 
Sept. 1, '78 
Sept.l, '38 

3 3/8 

3 1/2 
^ 1/2 

6 . 275.000 
600,000 
700,000 

1 . 300.000 


Total Preferred 


32,000 

3,200,000 

Total 




8,875,000 

TENNESSEE 










Kingsport Utilities, Incorporated 

Common 

Non-par 

135,000 

1 , 025,000 

1st mtge, gold 

Dot 1,'28 

Kay 1, ' 56 

5 

1 , 044,000 

(imerloan Gas i Bleotrio Co.) 

Preferred J6 Cum. 

ffon-par 

5,000 

500,000 






Knoxville Power Company 

Ccmmon 

STon-par 

1,500 

150,000 

lone 





Cemphia Generating Company 

Jonimon 

100.00 

39,000 

5 , 900,000 

Tone 





fNational Power A Light Co.) 











a. Heporb for year ended Nov. 30, 
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CAPITAL STOCK 


1 COMPANY 

! CLASS AND SERIES 

PAR VrtLUE 

’ OUTSTANDING 

1 


i OF STOCK 

PER SHARE 

1 

j SHARES 

1 AMOUNT 

1 

; TEXAS 

i 

1 

j 

1 

1 Common 

1 

$ 

i 

1 

1 

i 

1 

$ 

j Central Po-wer and Light Coinnaiy 


10 00 

|l,l+I+7,300 

14,473.000 

(Central and South ’^est Corp*) 

j Preferred Lfl Cuir 

lOD OO 

i 

, 100,000 

1 

10,000,000 

Coinmimity Public Service Company 

Coimon 

1 

i 

25 00 

1 

1 228,636 

1 

5.715,900 

Dallas Fairer & Light Gomcaro^ 

1 

j 

1 

j Common. 

j Non-par 

31+1,21+9 

9, <974,940 

(American Power * Light Co ) 

j Preferred L l/2ji Cum 

lOO OO 

1 

j 74.1+30 

7,443,000 

Bl Paso Electric Company 

Common 

Preferred ^ 50 Cum. 

If on-par 

Non-oar 

j 381. 994 
15.000 

3,848,691 

1,500.000 

1 

Gulf States Utilities Company 

Common 

Preferred $I+.iiO Cm. 
Preferred jlij.^ Cum. 

Total Preferred 

Non-par 

100, 00 
100.00 

2,182,820 

120,000 

50,000 

170,000 

34.511.775 

12,000,000 

5,000,000 

17,000,000 

Houston Lighting & Power Company 

1 

j 

Common 

Preferred ^1+ Cum, 

Non-par | 
Non-par | 

H, 228,837 

97,397 

18.311,402 

9,739.700 

Southwestern Electric Service 
Company “ 

Gammon 

Preferred 4«40?^ Cum. 

1 00 

100,00 

182,355 

10,150 

182,555 

1,015,000 

Southwestern Qaa and Electric 
Company 

(Central & South fYest Carp.) 

Common 

Preferred 5% Cum. 

10.00 j 

100.00 

1,216,600 

75,000 

12,168 ,000 

7,500,000 

Southwestern Fublio Service 

Company 

Common 

Preferred 4.15^ Cum, 
Preferred 3 70?S Cura. 
Preferred 3 9 ^ Cum. 
Preforrad 5 OojS Cum, 

Total Preferred 

1 00 

100.00 
100 OO 
100.00 
loo.no 

1.237.546 

42,890 

22,410 

20.000 

10.000 

95,000 

1,237,546 

4.259.000 
2,21+1,000 
2,000,000 
1,000,000 

9.500.000 

Texas Electric Service Company 

Coznmon 

Non-nar 

1,705,000 

11,025,000 

(Amarioan Power i Light Co.) 

Preferred J6 Cum. 

Non-uar 

65,000 

6,500,000 

Texas Hydro Bleotrio Corporation 

Commoii 

Preferred $3*50 Cum. 

Non-par 

Non-par 

35,000 

14,500 

35,000 

630,750 

Texas Power Corporation 

Cctmiioii 

Preferred $7 Cum. 

Non-par 

Non-par 

9.988 

5U9 

99.880 

48.312 


CLASS AfJD SERIES 
OF OBLIGATION 


Ist mtira Series A 
1st mtga Series B 

Total 


1st mtpe. Series A 
Debentures s f. 

Total 


lat mtge. 
Debentures s.f. 

Total 


1st mtge 
1st mtge 

Total 


1st mtge, 
1st mtge. 


Total 


Irb mtge. 
1st mtge. 

Total 


Ist mtge 
let mtge. 

Total 


Ist mt e Series A 
let mtge. Series B 

Total 


Ist mtge, 
Ist mtge, 
1st mtre. 


Total 


Ist mtge. 

Ist mtge. 
let mtge. 
Debenturee s.f. 

Total 


lat mtge. s,l 


Ist mti'e. s f. 


NOniNALDATE 
OF ISSUE 


DATE OF 
MATURITY 


I NT 
RATE 


ffoT. 1,'L3 

Oot. i.'L? 


lloir. 

Jan. 1, 'I4S 


feb Z,'3T 
Apr. 1, 'LS 


pot. i,'I).6 
peb. 1,'L8 


Kay 1,'L6 
Apr. 1, ’LQ 


Tov, 

Apr. 1,'iiS 


kav 1, '1+7 
Apr. l.'LS 


Teb. l,'l+0 

Tan l.'l+S 


Hov i,'73 b i/a 


Oot. 1,'77 


fffov. 1,'69 
Jan 1,'68 


OUTSTANDING 


[3 lA 


3 1/2 


jFab. 1/67 15 

kpr. 1/73 b 


Oot 1/76 ^ 3A 
Feb. 1/76 i3 lA 


Bay 1/76 

Apr. 1, '78 


Bov. l,'7l|- 
Apr 1,'78 


Kay 

Apr. 


jAug. l,'i+6 
Iran. 1/1+7 
Nov. 1/1+7 


^ar. 1/1+5 
bot. 1/1+7 
Apr. 1/1+8 
jipr. 1, *1+8 


July 1/1+8 


1/2 

1/8 


F 5/8 


1,'77 

1/78 


Feb 1/70 
Jan 1/78 


Aug- 1/71 

Jan. 1/72 
Kov. 1/77 


War. 1/75 
Pot 1/77 
Apr. 1/78 
Apr. 1,'73 


July l/i+6 truly 1/61 5 lA 


bruly 1/73 


F 7/8 


^ 5/8 


lA 

i/a 


1 7/8 

2 7/6 


3A 

7/a 

I lA 


P 3A 


25.000. 000 
6,000,000 

31.000. 000 


6.592.000 
2,000,000 

8.592.000 


10, 000,000 

i+,ooo,ooo 

20 , 000,000 


6,000,000 

1 , 000,000 

7 , 000,000 


27.000. 000 

12 . 000 . 000 


39,000,000 I 


30.000. 000 

15.000. 000 

l+,5, 000,000 


2.250.000 
600,000 

2.850.000 


15.520.000 

7,000,000 

22.520.000 


19.600.000 
3,1+30,000 

9.603.000 


32,653,000 


18,000,000 
7 , 000,000 
5, 000,000 
5,000,000 

35,000,000 


1 , 058,000 


1,750,000 


a. Eeport for year ended Aug, 31, igl+B 
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CAPITAL STOCK 

BONDS 



COMPANr 

CLASS AND SERIES 

PAR VALUE 

OUTSTANDING 

CUSS AND SERIES 

NOMINAL DATE 

DATE OF 

INT 

RATE 

OUTSTANDING 


OF STOCK 

PER SHARE 

shares 

AMOUNT 

OF OBLIGATION 

OF ISSUE 

MATURITY 

c 

c 


TEXAS (contdJ 










Texas Power 4 : Light Comnany 

Comnioii- 

9 

}Ion-par 

2 , 600,000 

t 

16 , 000,000 

Isi; mtpe 

Ist mtge. 

May l,'l +5 
Oot. l,'l +7 

May 1,'75 
Oot 1,'77 

2 3A 

3 

9 

31,500,000 

8,000,000 

(American Power t Light Co.) 

Preferred 7 ^ Cum 
Preferred $0 Cucii 

100.00 
Non -par 

65,000 

68,786 

6,500,000 

6.91+3,976 

1 st mt"© 

Debentures s f* 

Apr* 

Apr 1 ,'lis 

Anr 1,'78 
Anr 1,'75 

3 

3 lA 

2,000,000 

7,000,000 

1 

Total Praferred 


153,766 

13,1+1+3,976 

Total 




1|B, 500,000 

TTeet Texas Uti litres Ccoapany 

Common 

Hon-par 

260,000 

13,000,000 

1 st mtge Senes A 

1 st mtge Series B 

Aug l,'l +3 
Uar 1 , ' IjS 

Aug. 1,'73 
Mar 1,'78 

3 i/a 

3 

18 , 000,000 

5,000,000 

( Central t South West Corp.) 

Preferred S6 Cum. 

flon-nar 

73.013 

7,301,300 

Total 




23,000,000 

UTAH 










I Southern Utah Power Comnany 

Common 

[Ton-par 

62,910 

805.352 

let mtge 

May l,'i|.5 

May 1,'70 

1+ 

1,039,000 

(Washin^on Gas & Electrlo Co ) 

Preferred 1 + l/ 2/5 Cura 

100.00 


11+5.1+00 






Telluride Power Company 

Ccmmon 

1 00 

273,811 

273,611 

let mtge. 

Sept. 1 , * 1+7 

Sept. 1 ,' 72 

3 3/8 

1 , 250,000 


Preferred 7% Cum SerA 

lOO 00 

26L 

26 , 1+00 







Preferred id 6^ Cum 

1 oo 

760,525 

760,525 







Total Preferred 


760.789 

766,925 






trtah Power 4 Light Company 

Common 

Non-par 

1 , 185 , 21+1 

23,70!+, 820 

1st mtge. 

Hay l,'i+6 

May 1,'76 

2 5 A 

52,000,000 




1st mtge 

Apr. l,'l+8 

Apr. 1,'78 

3 lA 

3,000,000 






Debentures 

Apr. 1 , ' 1+8 

Apr. 1,'73 

3 1/2 

5.000,000 






Total 




38,000,000 

VERMONT 










1 Sallows Palls Hydro-Eleotrio 

Common 

100.00 

1+1.125 

i+. 112, 500 

Ist mtge gold 

Oot. 1,'28 

Oot ij * 5 ® 

5 

8, 150,000 

Corporation ®' 










(Hew England Eleotrio System) 

1 










Central Termcnt Publio Sarrice 

Common 

Kon-par 

653.1+00 

6 , 1 + 72 , 61+5 

let mtge. Series 0 

Deo. l,'i +3 

Deo- lj '73 

1 

1+89,000 

Corporation 




1 st mtge Series D 

Peb. l,'l+5 

Feb 1,'75 


6,867,000 

Preferred U 15 ^ Cum. 

100.00 

37,856 

5,785,600 

let rntge* Senee B 

Julyl 5 , 'E6 

Julyl 5,'78 

3 1/8 

1,900,000 

(rfew England Publio Senrioe Co.) 





Total 




9,256,000 

Green younbain Power Corporation 

Oomiron 

Jfon-par 

12,000 

1 , 123.951 

2st & ref mtge. 
Burlington Gas Lt, Co 

Deo 1, '36 

Deo lj’63 

3 3 A 

7.750.000 

1.250.000 

(Hew England Bleotrio System) 

Preferred |6 Cum. 

If on-par 

if 6,275 

1 +. 31 + 0,750 

Ist mtge. 

Jan 1,'05 

Jan. 1,'55 

5 






Total 




9,000,000 

Publio Eleotrio Light Company 

CoiiuTion 

If on-par 

8,000 

618,292 

1 st mtge. Series D 

Apr. 1,'39 

Apr l,>6l 

3 3A 

2,21+2,000 




1 st mtge. Series E 

Anr. 1 , ' 1+7 

Apr 1,'72 

3 3A 

892,000 


Preferred 6jS Cum. 

100.00 

11,030 

1, 105 ,000 

Total 




3,131+, 000 

VIRGINIA 










Braddock Light & Power Company, 

Common 

Non-par 

69,250 

692,500 

Nona 





Inoorpomtod 










(Potomac Eleotrio Power Co.) 











a, Company acquired by Neiif England Power Co. on July 28 , 19 llfl' 
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1 

j CAPITAL STOCK 

BONDS j 

j COMPATJY 

CLASS AND SERIES 

PAR VALUE 

OUTSTANDING 

CLASS AND SERIES 


NOMINAL DATE 

DATE OF 

INT 

f?ATE 

OUTSTANDING j 


OF STOCK 

PER SHARE 

SHARES 

j AMOUNT 

OF OBLIGATION 


OF ISSUE 

MATURITV 

VIRGINIA (coNTDj 




1 







Easi: Cosst Slec’fcric Cconpany 

Comron 

i 

10.00 

1 105,000 

1,050,000 

Ist mtpe Senes A 
1 st mtge* Senes B 


Jar. 1 ,'U 7 
Jan 1,'48 

Jan. 1,'77 
Jan 1, '78 

3 1/8 
3 1/8 

j» 

1,300,000 

500,000 






Total 





1,800,000 1 

Eastern Shore Public Service 
Company of Virginia 

Common 

100 00 

11.750 

1.175,000 

Rone 





1 

(D9lawa>-e Power i Light Co ) 










1 

Northern Virginia Power Company 

Coinmon 

100.00 

i 

95.000 

9,500,000 

Rone 






(West Penn Electric Co.) 

Preferred TjS Cum 

100.00 

1.500 

150,000 







1 Old Dominion Power Company 

Common 

25 00 

60,193 

1.504,825 

None 






(jfiddle West Corp.) 











Virginia Electric and Power 

Company 

Common 

Preferred ^5 Cum. 

10 00 

100.00 

3,669,977 

289 ,U 71 

36,699,770 

28 , 947,100 

let 4 ref mtge Ser 
1 st 4 ref mtge. Ser 
Conv. debentures 

B 

P 

Mar. 1 , 'I 4.5 
ter. 1,'48 
ipr. 1 ,' 4 S 

War 1 , ' 75 
('ar 1,'78 

ipr. 1,'63 

2 3 A 

5 

3 1/8 

59 . 000 . 000 

10.000. 000 
11,1450,700 






Total 





60 ,L 50,700 

WASHINGTON 










1 

pacific Power 4 Light Company 

Commott 

Non-par 

500,000 

6,000,000 

1st mtge. 


July 1 ,'L 7 

July 1,'77 

5 1/4. 

29,000,000 ' 

(ijnerioan Power 4 Light Co.) 

Preferred Cum 

100 00 

90,036 

9 , 003,600 







Puget Sound Power 4 Light Company 

Common 

10.00 

2 . 177.879 

21,778,790 

1st mtge. 


3 eo. 1,'42 : 

)BC 1, '72 

1 lA 

51,1475,000 


Preferred f 5 Cum. 
prior preference 

Non- par 

157.500 

13.750,000 







The Nashing;tou iwator Powi^r Company 

Common 

Non-par 

2 . 54 . 1,800 

25,U18,000 

1st mtge# 


June 1,'39 

rune l,'6Li. 


19,080,000 

(American Power 4 Light Co.) 

Preferred 16 Cum. 

Non-par 

55,000 

3.496.850 







WEST VIRGINIA 











Appalachian. Electric Povrsr Company* 

(American Gas & Electrio Co ) 

Common 

Pfd. 1 / 2 ?^ Cum- 

Pfd. Cum s.f. 

Non-par ' 

100.00 

100.00 

5,000,000 

300.000 

75.000 

30 , 207.188 

30,000,000 

7,500,000 

Ist mtge* 

Ist mtpe. 

Actjalachian Pwtp Co 
Debentures gold 
Roanoke Railway* El 
1st cona. gold 

Co 

eo. 1,'Lo 1 
ec. 1,’47 j 

uly 1,'2L , 

feb. 1,'05 ; 

eo. 1,'70 ■ 

eo. i ,'77 : 

uly 1,6 03 L| 

eb. 1,'53 i 

lA 

1/8 

6 

70.000. 000 

28 . 000 . 000 

539,900 

5,000 


Total Preferred 


375,000 

37,500,000 

Total 





98 , 544,900 

Beeoh Bottom Power Company, Ino. 

Comon 

100.00 

6,700 

670,000 

None 






Kanawha Vall^ Power Company 

Common 

Son-par 

500 

5,000 

Rone 






(Araarioau Oas 4 Bleotno Co.) 











Monongahela Power Ccaapany 

(West Penn Electric Co.) 

Coamon 

Preferred I4. J+OJS Cum. 
Preferred Cum. 

6.50 

100.00 

100,00 

.000,000 

90,000 

4.0,000 

6,500,000 

9,000,000 

L.ooo.ooo 

1 st mtge, 

1st mtge. 

J 

ug. 1, '45 J 

eprt 1, ' 47 1 

ug. l ,'75 ; 
apt. 1, '77 ; 


22, 000,000 
7,000,000 


Total Preferred 


130,000 

13,000,000 

Total 





29,000,000 


a.t Compajiy acquired Holston River Power Co on June 30» 1948 
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— — - 

CAPITAL STOCK 


EOMDS 

n 

COUPANV 

CLASS AND SERIES 

PAR UALUE 

OUTSTANDING 

cuss AND SERIES 

NOMINAL DATE 

DATE OF 

IM 

RATE 

OLTSTANDIMG 

1 

1 

OF STOCK 

PER spar: 

SHARES 

AWOUM 

OF OBLIGfliTiON 

OF ISSUE 


c-^ 

i 

WEST VIRGINIA(contd) 




, 





* 


Potomac Light and Power Company j CoEnnon 
(Vreat Penn Elect no Coo) I 


100 00 I 36,000 I 3,600,000 j ?Ione 


West Virginia Pa7/er and 
Transmission Company 

(West Penn ElectTic Go ) 


lOO 00 30,000 3,000,000 rone 


Wheeling Electric Company 

(American Gas i Electric Co ) 


Kon-par 150,000 2,i4.2S,li60 None 


WISCONSIN 


Consolidated Water Power Companj' Comnon 


Interstate Light and Pow r Common 

Company 

(N'orthem States Power Co (Del )) 


100 00 10,000 1,000,000 1st Jiitre. 

100.00 SjSOO 5f0,000 1st mtge. 


Uay 1, 'L2 May 1,'62 ? l/k 2,1+00,000 
Jot. 1,'46 Oot, I, '75 + 336,000 


Interstate Power Comtany of Cemmon 

Wi aeons in 

(Interstate Power Co.) 


Lake Superior District Power 
I Company 


100,00 13,274 I 1,327,400 Hone 


20,00 155,64? 2,672,940 1st mitga. Series A pot, 1,’45 pot 1,’75 


Preferred 5^ Cum 100.00 30,000 3,000,000 

Preferred 5^^ Cum. ConyJ 20.00 52,653 1,053,060 


Total Preferred 


Ifodiaon Gas and Blaotrio Company CamitiDn. 
(United Liglit & Railways Co ) 


S2.655 4,053,060 

16.00 276,805 4,423,880 1st irtfre 


5,572,000 


Jan 1,'46 ban 1,'76 2 l/P 4,500,000 


Menominee and Marinette Light Comcion 

and Traction Company 

! (Standard Power i Light Corp.) 


100 00 11,500 1,15^,000 let mtge. Series A '23 - *28 Demand 


1,324,000 


Northern States Power Company Common 

(Northern States Power Co (Minn } Preferred 5^ Cum. 


100.00 j 240,000 24,000,000 lat mtpe. 

100.00 I 5,528 552,800 


Lpr 1,'47 Apr 1,'77 f 5/8 18,810,000 


St. Croix Falls Tfisoonsin 
Improyement Company 

(Northern States Power Co. (Del,) 


100 00 I 81,526 2, 152,600 None 


Superior lYater, Light and Power Common 
Company 

(American Power i Light Co.) 


100.00 11,000 1,100,000 1st mtga. 

S f. dehentures 


Jar. 1, '43 War. 1,'75 i 3/8 2.500,000 
Jar. 1,'43 Ifar. 1, '53 1 162,000 

2,662,000 
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Capital Stock and Bonds 



CART**! STOCK 

BONDS 

COMPPriY 

clhSS and series I 

P«P ^.ALUE 

OUTSTANDING 

CLASS AND SERIES 

NOMINAL DATE 

DATE OF 

INT 

RATE 

OUTSTANDING 

i 

OF STOCK j 

PER SHARE ‘ 

1 

SHARES 

amount 

OF OBLIGATION 

OF ISSUE 

MATURITY 

C 

1 WISCONSIN(contd) 

1 

1 


1 

■ 




1 


Wiscor sin Eleetrio Power Company 

Coranon 

i 

10 00 

2.660,92a 

t 

26,609,280 

1 st mtga 

June 1 , ' 1*6 

June 1, '76 

2 5 /s 

i 

50,000,000 


Preferred 6 ^ Cum. 
Preferred 3 Cuin 

100 00 
100 00 

1*5.000 
260 .000 

1*, 500.000 
26,000,000 







Total Preferred 


305,000 

30,500,000 






Wisconsizi Gas 4 Electric Companv 

(Wisconsin Electric Power Co ) 

Conrrrrnn 

Preferred Cum 

20 00 

100 00 

300,000 

33.U25 

6 , 000,000 

3,31*2,800 

lat mtga. 

Waukesha Gas & Bl Co. 
Ist ntgo 

Apr- 1,'36 

Jan 1 ,' 09 

Apr* 1,^66 

Jan* 1 ,*^ 

3 1/2 

5 

10,500,000 

500,000 






Total 




11,000,000 

Wisconsin Hydro Electric Coint)any 

Ccmmioii 

12 00 

152,800 

1,593,600 

lat iTTtge 

1st rrtg© 

Mar. 1 ,'I *7 
Mar. Ij'LS 

Mar. 1/72 
Mar. 1,'72 ; 

3 l/S 

3 1/2 

1,750,000 

250,000 



1 



Total 


t 

1 

2,000,000 

IfiBoonsin Uiohigan Power Company 

CocLnon 

20 00 

1 * 00,000 

8,000,000 

1st iitge. 

Aor. 1 ,'LS 

Aur. 1 ,' 7 B ' 

3 

li*,000,000 

(■Wiscansin Elaotrlo Power Co.) 

Preferred E l/' 2 % Cum 

100,00 

1 * 0,000 

1*, 000 ,000 






Wisoonain Power and Light Company 

Common 

Preferred E l/ 2 ^ Cum 

10.00 

lOO.OO 

1 , 601 , 157 ’ 

100,000 

16.011,570 

10 , 000,000 

lat mtge. Series A 
lat mtge. Series B 

1 st nrtge. Series C 

Aug. l,'i*l 
Jan. 1 , ' 1*9 
Sept. 1 , ' 1*8 

Aug. 1,'71 
Jan, 1,'73 
Sept 1,'78 

3 1 A 

3 1/8 

3 i/e 

30,000,000 

5 , 000,000 

5 , 000,000 






Total 




38,ooo,oco 

Wisooaain Putlio Senrioe 
Corporation, 

(Standard Power 4 : Light Corp ) | 

Common 

Preferred U l/SS Cum. 
Preferred It. 8^ Cum. 

1 

lo.no 

100.00 
100 oo 

1,375,000 

152,000 

30,000 

13.750.000 

13.200.000 
3,000, oco 

Ist mtge. 

Ist mtge. 

1st mtge. 

Jan. 1 ,'I *1 
Nov. 1 ,'L 7 
Aug. 1 ,’I *8 

Jan. 1,'71 
Nov. 1,'77 
Aug, 1, '78 

3 lA 
3 . 

3 1/2 

25,000,000 

3.960.000 

5 . 250.000 


Total Preferred 


162,000 

16,200,000 

Total 




3i*, 210 ,000 

WYOMING 

, 



1 







Cheyenne Light, Fuel and Power 

Company 1 

Common 

Non-par 

! 

60,000 

1 

1,500,000 

1st rntpe* 

] 

Mar. l,'i*8 

W. i ,'78 

3 lA 

1,550,000 

(Public Servioe Co. of Colorado) 



! 




i 



Southern looming Utilities Company 

Common 

100.00 1 

3,500 

350,000 

None 





The Western Public Service Company 

• 

Common 

1 

10.00 

15,300 

153,500 

1st mtge. a f. 

Jan, l,'i*6 

Jan. 1,'71 

3 1/2 

78l*,000 


842507 0 - 49 - 15 




SECTION IV 

ELECTRIC OPERATING REVENUES 
CUSTOMERS AND SALES 




STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Revenues 

. _ Alabama I Arizona 



SALES OF ELECTRIC ENERGY 

Nutober of customeis 
Residential or domestic 
Rural 

Commercial and industrial 
Public street and highway lighting 
Other public authorities 
Railroads and railways 
Inter departroentaJ 
Otbcn 

Total ultimate consumers 


176,678 

79,644 

31,934 

176 


288,632 

42 



Kilowatt hour sales {thouiands) 

Rcsidentul or domestic 

Rural 

Commercul and industrial 

Public street and highway lighting 

Other public authorities 

Railroads and railways 

Interdepartmental 

Others 

374,459 
112, 520 
2,196,998 
11,027 

57,795 

25,837 

^53,037 

1,786 

129,904 

445,834 

5,434 

11,050 

46,506 

Total sales to ultimate consumers 

Other electric utilities 

2,695,004 

1.656.389 

338,455 

188.886 

638,728 

Total Kilowatt Hour Sales 



638.730 


Revenues 

Residential or domestic 
Rutal 

Commeraoi and industnal 
Public street and highway lighting 
Other public authontiea 
Railroidi and railways 
Interdepartmental 
Others 

Total revenues from ultimate consumers 
Other electric utilities 


8, 038,246 
3,111,583 
21,802,102 
303,609 


33,255, 540 


1, 123,859 
674,528 
2,570,337 
11,998 


3,303,482 

5,784,336 

166,723 

207,777 


211,340 


9,673,658 | 746,327 
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\ uiHi Electric Operating Retenues 

ClhfcmiA 




,-bkansas-Vis 5 y’l PaJ: = 
COMPANY 

mpkah-as Power 4. Light 
COMPANY 

>.‘?KANSA= Ut 

Comp 

(B 

L I 7 [ E5 

VNT 

Apklahomh CnPf 
The 
(C) 

G p A T I '■ rj , 

1 


fiWc:..‘AT 

u:;FEA$£ Ck'R 
FSEwlCUS YEAP 

f 

AMCL'NT 

irCRtrtS£0/ER 
PREJICUS /EAR 

AMOUNT 

INCREaaSE Ok/EH 
FRE\iIOUS /EAR 

AMOUNT 


1 

4 

6 

5 

9 

IC 

11 

1 

'■1 

15 

It 

r 

IS 

19 

■>0 

21 

.4 

25 

i.6 

27 

’a 

.9 

30 

51 

52 

33 

34 

31 

t-gH'ia;™.. — — ^ '■■■ " T 

b OF EUCTEIC ENEPG^ 

NuTiberc^ cus oners 

Rcsidcn il c: donestu 

Raral 

Gimcr ul ind ic.ii_5*riflJ 

PlIjJii. srrte and hi^nvay jj^arnj 
jjuhLr jiuthorties 

Riil'Dadsrui raiVivs 

Others 

Total ul iniate corsumers 

19,251 

4,GS7 

6,CS6 

53 

1C3 

1,SC7 

314 

513 

1 

17 

1C6,614 

60,391 

25,614 

1S6 

149 

1 

a, 329 
15,582 
1,757 
7 d 
37d 





I 

5 

4 

1 

b 

8 

9 

10 

n 

12 

13 

14 

n 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

Jl 

32 

33 
54 
35 

■ 29,5^5 

9 

57157 

1937^55“ 

55 

23,624 

7 





OhcT cipitri,. util.rjiM 

^ 25.564 

57152" 

153. 5i0 

£5.63r 





Residential or ijcwnesth. 

Raral 

Conmerijal ard inojstriai 

Pufcb s. ertaad highway lighting 

Oi'-r pruhJir: lulhoutin 

RaiIt^iaIs and railftaj-a 
luterdeparcrxniai 

Othe ) 

Total sa!« to ultiniare cofisoniefs 

28,340 

3,717 

129,362 

1,517 

1,743 

5,697 

330 

69,066 

430 

122 

123,902 
59,633 
729, 128 
4,352 
23,973 
5.392 

15,358 

14,335 

121,430 

7810 

1,402d 

650d 





164,634 
47 .405 

76, 197 
10.360 

946,380 

442.982 






u ^ 

21? .091 

87.060 

—w limn 






Eoenucs 

Rmdential or dornestic 

Rural 

Commeraal and mduatrcal 

Public st-^ and highway lighting 

Other public auihontics 

Railroads and railways 

IntefdepirtrnenUi 

Othm 

Total ce'cTuids froro ulburute dofisumefs 

S 

964,502 

207,420 

2,177,597 

9,312 

30,791 

4 ( ?q? 66.n ) 

154,227 

44,ai4 

709,993 

2,ao9 

2,249 

147. lfl?n 

i 

4,505,739 

2,773,837 

11,403,555 

123,218 

276,533 

58,614 

490,145 

681,750 

1,541,483 

639 

27,7560 

9,744d 

f 


t 


3,096,362 

474.132 


19,146,501 

2.466.055 

2,676,717 

910.228 







377.400 

21.612.559 

3.586.947 







6.762 

77.427 

.- 5.97A 





Total Electric Operating lir.-ENtE^ 

3.604.878 

884.162 

21.689.987 

3.592.924 






A UNtLASS ir JED PROVISION FQR REFUND 

B Nut am electsic operating company, electric plant ano property leased 
T o Arkansas Power 4 Light Co 


Not an Electric operating company, plant and property operated under 

JOINT LEASE BY ARKANSAS PoWER &. LIGHT CO , OKLAHOMA GaS &. ELECTRIC 
Co , AND Southwestern Gas &. Electric Co 


L 

i 

N 

E 

N 

0 

ITEM 

CiTi JEN3 Elects ic 
COHPANT 
(A) 

California Elects ic 

Power Company 

Cal iroSN lA-pAc ir ic 
Utilities Company 

Coast Count ie; 
Elects ic Co 

Gas and 

MPANY 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

WCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

increase over 

PREVIOUS YEAR 


SALES OF ELECTRIC ENERGY 

Number of outomers 

Residential or dotoestic 

Rufal 

Commemal and mdustrul 

Publu. street aod highway lighting 

Other public authontiea 

Ritlroada and railways 

Interdepajtmenul 

Others 

Total ultumfc consume« 



39,709 

1,503 

7,194 

38 

18 

3,017 

168 

514 

2 

2d 

14,881 

2,062 

3,919 

30 

20 

1,029 

295 

3d 

29,941 

2,117 

5,377 

41 

2,277 

158 

246 

4 




37^ 

Bsm 

Sh 

37,476 

2,685 



HHIHHHi 


3.699 


wmmassm 

37.476 

2.685 

Kibwatt hour sales (tiamj/iilf) 

Residential or dofneshc 

Rural 

Commercul and industrial 

Public street and highway lighting 

Other public authorities 

Railroads and railways 
laterdepartmental 

Others 

Total sales to ultimate consumers 



63,688 
77,878 
323, 198 
627 
6,922 

8,151 

15,020 

50,122 

56d 

467 

37,508 

7,338 

53,238 

904 

1,083 

5,076 

4,099 

6,395 

28 

191 

46,084 
32, 249 
82,410 
1,446 

6,038 

3,264 

4,997 

40o 




73,704 

141 


15,789 

. . . 6_ 

162, 189 

14,259 





73.847_ 


15.797_ 

162.190 

14^60 

Revenues 

Residential or domestic 

Rural 

Commercial and industrial 

Public street and highway lighting 

Other public xuthontjes 

Railroads and railways 

Interdepartmental 

Others 

Total rcvcnuea from ultimate consumers 

1 


$ 

2,060,249 

955,439 

4,147,625 

25,058 

84,142 

291,411 

201,656 

650,723 

324 

250o 

t 

902,024 

156,023 

1,169,344 

32,385 

21,358 

61, 690 
83,217 
140,438 
969 
3,067 

t 

1,201,572 

547,788 

1,332,958 

54,665 

120,919 

48,992 

67,133 

1,333 



7,272,513 

656,098 

1,143,664 

...27,291 

2,281,134 
403 

289,381 
12S. 

3,136,983 

238,377 





1.171, 156_ 

— ■ 1 1 ■ M ■ 


1— SKBaCEM 

238.378' 




IM— iryil TiTM 

1,267d 

30.484 

3.5aij 

iHMHHIBEIIsmEB 

4.46?_ 




WKBBkftiSiF^ts 

1JL69.889_ 

imi w 1 1 im 

Will 




A Not an electric operating company, electric plant and property 
LEASED TO Arkansas Power 4 Light Co 


































303 


STATISTICS OF ELECTRIC LTILITIES IM THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Revenues 



NurrJxr of cuscooicrs 
Resides wJ or doirestic 
Ru.ll 

Gstr-TefLil and indLiriil 
Public street and hgh^ay bghting 

Ovher public auJiOTties 
Railroids and riil^ajs 
In cfdcpartmentil 
Others 

Total ultunale consumers 


Kilowatt hour ulcs ({bousanas) 
Residentiil or domesti'* 

Rural 

Commeraal and mdustnal 
Public street and highway lighting 
Other public authorities 
Railroads and railways 
Interdepartmental 
Others 

Total sales to ultimate consumers 
Other electric utilities _ . 


Revenues 

Residential or domestic 
Rural 

Coramercul and industrial 
Public street and highway lighting 
Other public authorities 
Railroads and railways 
Interdepartmental 
Others 

Total revenues from ultimate coosumefs 




930,068 

2,873,109 

3,932,032 

48,444 

48,562 

48,845 

16,837 

43,978 

480,493 

56,015o 

3,289 

1,396d 

10, 122 D 

1,527d 

7,947,897 

1.099.424 

463,700 

93.040 

9.047.324 


^ 24,869,219 

41,054,998 
55,632,860 
1,580,118 
646,302 
519,391 
230,347 

1,207,225 

5,635,572 

967,362 

81,942 

14,205 

119,7180 

a,041o 




129,185 

148,243 

451,353 

10,4C5 

12,763 

10,999 


14,773 

76 

17,582 

351d 

1,148 

36 

6,997 

1,349d 

40,500 

1,5830 







Colorado Central Power 
Company 


increase over 
PREVIOUS YEAR 


Frontier Power Company Home Gas and Electric Puslic Service Company 

Company, The of Colorado 


INCREASE over INCREASE OVER 

AMOUNT PREVIOUS YEAR AMOUNT PREVIOUS TEAR AMOUNT 


SALES OF ELECTRIC ENERGY 

Number of customers 
Residential or domestic 
Rural 

Commeraal and mdustnal 
Public street and highway lighting 
Other public authonties 
Railroads and railways 
Interdepartmental 
Others 

Total ultimate consumers 
Other electnc atilides 


Kilowatt hour soles [thoaiamis) 
Residential or domestic 
Rural 

Comxnerciai and mdustnal 
Public street and highway lighting 
Other public authonbes 
Railroads and railways 
Interdepartmental 
Others 

Total sales to ultimite consumecs 
Other electnc utilities 




Revenues 

Residential or dotnestK 
Rural 

CommeruaJ and mdustnal 
Public street and highway lightmg 
Other public authonbes 
Railroads and railways 
Interdepartmental 
Others 

Total revenues from ultimate consumers 
Other electric utilities 



310 

156 

38 

Id 

5,964 

3,450 

1,933 

9 

242 

200 

125 

503 

11,356 

567 



44,634 
4.331 

6,509 

781 


7.^2 

$ 

428,968 

298,997 

520,039 

10,868 

107,813 

37,039 
60,690 
67,601 
129 D 
13,306 


12,097 

2,135 

17,860 

5,688 

15,581 

2,340 

628 

120 


2,836 

540 

46,166 

10,283 

828,768 
162’ 74 6 


46.168 

10.284 

991.518 

25,579 

* 328,783 

41,689 

* 5,472,816 

8,358 

422,097 

91,016 

706,765 

34,977 

364,811 

44,957 

9,970,285 

1,631d 

907o 

24, 875 D 

27,710 

3,186 

390,725 

612,837 















































































Colorado 

CbruMctxut 


STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Elecinc Operating Ret tnues 


oTido i CoonecTicut 



OJTHCRH COLCRADG PcwtR WCSTCfiH CCLORaDO PgwER 

COHPANT COMPAHT, ThE 


5AL£5 Ot ELECTRIC ENERGY 


Number of oiTtomcri 
Rcsideatiai ox dofoeslic 
Kuril 

CofTUTtf'^ia] md jndustrul 
Public tircet ard highway Ijghtang 
Other public authorities 
Rulroadsiod railways 
InterdepartnefltaJ 
Other] 

Total ultimate consumers 


K.ilDwatt hour ules {tbaMimds) 
KesideiUuI or domestn. 

Rural 

Ccmnwctal aod tudostfiai 
Putin, wrcet and highway lightuig 
Other public autbontxn 
Rail-oad] and caJvap 
InterdepartmentiJ 
Otbm 

Total tales to uinmate consumers 
Other tiectnc utilities 


Revenues 

Rntdectial or domestic 
Euni 

Cooinxrcul and industrial 
Poblif street and highway lighting 
Other pubUc autbonties 
Railroads and railways 
Interdepartraeotal 
Others 

Total revenues from ultimate consumers 
Ofher electric utiltt 




33,246 

1,817 

32,302 

470 

131 

119,704 

202, 132 
6,350 
1,080 

14,427 

17,603 

905 

392 

67,966 

329, 266 

33, 327 




11 w ii'ri 

396.779 


839,470 

t 

3,917,344 

399, 584 

66,385 

1,517,028 

5, 591,322 

768,932 

33,095 

328, 508 

27,925 

22,109 

28,295 

10, 104 

2,478,087 

492.921 

2.971.011 

g.484 

2.973.495 




Report reflects acquisition of The Torrington Electric Light Co , 
ACQUIRED Apr 30, 1947 


Ccmuecticut 


L 

N 

E 

N 

O 

ITEM 

Danbury and Bethel Gas and 
Electric Light Company, The 

Derby Gas and 
Company, 

ElECTR I c 

THE 

Hartford Electr i c Light 
Company, The 

Myst I c Power 
The 

Company, 

1 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

increase over 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 


sales OF ELECnUC ENERGY 









1 











1 


Residential or dooesbe 

12,395 

514 

11,412 

293 

73,364 

1,696 

5, 143 

139 

D 


Rural 







82 

1 

B 

i 

Conuneroal and udustxial 

1 803 

118 

1.825 

29 

11,561 

405 

658 

35 

D 

4 

Pubbe street and iughway lighting 

3 


3 


10 


23 



5 

Other pubbe aathanti<4 



50 

Id 






6 

Railroads and railways 










7 

Imerdepartmental 









H 











El 

9 

Total ultimate comamers 



13,290 

321 

84,935 

2,101 

5,906 

175 








3 









13.290 

321 


g.lOl 

5.906_ 

125. 



iCiIowatt hour sales {tbousandi) 












17,639 

1,733 

12,010 

1,013 

136,450 

12,000 

5,913 

580 










466 

41 

13 

14 


29,287 

2,894 

72,939 

477 

373,673 

16,804 

12,499 

1400 

14 

15 

Public street and highway lighting 

678 

14 

660 

23 

10, 128 

3140 

222 

1 

15 

16 

Other public autborrtiei 



278 

20 





16 

17 

Railroads and railways 










IS 

Interdepartmental 






















Total sales to uitinute consumers 

47,604 

4,641 

85,887 

i7^ 

520,251 

28,490 


482 

20 







501.854 

16.454 



21 



47.606 

4,642 

85.888 

1.534 

1.022.106 

44.945 


482 



Revenues 

* 6lX,9ia 

46,849 

i 

458,351 

29,569 

t 

3,905,543 

310,353 

* 250, 174 

18,875 

1 

A 








13,030 

759 

24 

'5 


867, 171 

101,924 

1,404,467 

144,007 

7,821,820 

743,103 

300,894 

24,973 

25 


Public Srttf md highway lighting 

33,813 

349 

34,583 

662 

405,357 

11,094 

15,360 

84 

26 

7 

Other public authenties 



11,858 

47d 






>8 

Railroads and railwap 










9 

loterdepirt mental 












A 3.311 

210d 








.1 

Total revenues from uUumte consumen 

1,516,213 

148,912 

1,909, 259 

174, 191 

12,132,720 

1,064,550 

579,458 

44,691 

31 

12 


9- 

9 



4.206.798 




32 




148.921 

1.909.261 

174 . 192 

■■mil mil 



44.692 

33 

A 


bBhhIIkicsfb 

1.586. 

9.002 

1.257. 

16.996 

gfiZ 


560 

34 

5 

iHEEB91!SEaSH!!I3a^^ 



1.918.263 

11711 1 ri 

■■I.J! i.mii 


WIItgSkamMirm 

44 1^?'^ 

33 


A Aojustmekt or accrued electric revenues 
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STATISTICS “OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

EUctric Operating Revenues 


Number of castomers 
RgutlgntLil ot domestic 
Run! 

Commercul and mdustnal 
Public street and highway lighting 
Other public authorities 
Railioads and culwap 
Interdepartmental 
Others 

Total oltunate consumers 


Kilowatt hour sales (thoMSandf) 
Residential or dooiestic 
Rural 

Conuneraal and industrial 
Public street and highway lighting 
Other publir ssthoribes 
Railroads and railwap 
Jaterdepartmcntal 
Others 

Total sales to ultimate consumers 
Other electnc uliiihes 


Revenues 

Residential ordomestic 
Rural 

Cemmercnl and mdustrial 
Public street and highway lig;hUng 
Other public authonties 
Railroads and caflwap 
Interdepartmental 
Others 

Total revenues from ultimate consumers 
Other efcctnc utili 


■ 9 LI 3i*l :I4! 1^1.4 


Other electnc revenues 


Dutnet nf Columbia 


Delauare Power S. Lisht Potomac Electric Power 

Company Company 



35,379 

9,551 

393,852 

j 

33,581 

3, 131 

656 



361,468 

38,032 

1,181,243 

94,210 

3,875 

244 

32,115 

2,039 

920 

164 



15,053 

28 

129,572 

15,650d 

1,627 

254 D 


471,453 

48,421 

1,736,782 

114,180 

35.533 

7.133 

270.706 

61.510 


5ja34„638 382,758 

12,575,988 1,439,979 

539,360 33,586 



t 

3,297,884 

106,077 

5,778,857 

198,821 

21,470 

168,273 

29,629 

308,275 
20, 632 
795,300 
7,266 
3,776 
9,940 
1,188d 

i 

9,027,247 

17,316,952 

1,053,331 

1,324,422 

9,601,011 

1,144,001 

28,721,952 

ISUcIIJ 1-1 m 







F LOR IDA Power 

CoROPQRAT ION 




4 


5,204,893 

1,170,403 

7,886,357 

2,897,430 

69,367 

981d 

401,774 

68,428 

13,562,391 

3! 456! 596 
17.018.990 

71,599 

17 non son 

4,135,280 

'756! 925 
4.892.206 
9.387 

4 9ni 505 


Florida 



ITEM 


SALES OF ELECTRIC ENERGY 

Number of customers 
Residential or domestic 
Rural 

Commercul and mdostnal 
Pubhc,street and highway lighting 
Other public authorities 
Railroads and railways 
Interdepartmental 
■Others 

Total ulhmate consumers 

Other electric utilities 

Total Customers 


I Kilowatt hour sales {tbousaatis) 

Residential or domestic 
Rural 

Commercial and industrial 
Public street and highway lighting 
« public cothoities 
Railroads and railways 
Interdepartmental 
Others 

Total sales to ultimate consumen 
Other electnc utilities 

Total Kilcwatt Hquk Sales 

’^RereoBes 

Residential oe dbrpestic 
Knral 

Commeraal and industrial 
Public street and hr^way lighting 
Other public audionbes 
Railroads and railways 
Interdepartmental 
1 Others 

Total revenues from ultimate consumers 
Other elertfic utilities 
Total Revekoes From Sales of ENEaev 
Other electnc revenges 

Total Electric Opekatinc Revenues 



A Includes $3,981 herc hand i s ins and jobbing revenues 


























































































STATISTICS OF ELECTRIC LTILITIES IK THE LMTED STATES FOR YEAR EKDED DECEMBER 31 1943 

Electric Operating Revenues 


GEOPSIA PoWE" C3HPAH'' I GEJEvIA POWER ANO LiSHT SAVANNAH EIeECTPIC AND 

1 Odmpany Pqwep Company 


1 ICREASE O ER 
PPEJ OJS YEAH 


INCREASE OVER 
PREVIOUS ('E«R 



INCREASE 0,ER O 
PREVIOUS YEAR 




320,673 

4,200 


655,536 

182.138 


5,853,922 

4,341,703 

168,032 



505,697 

13,986 


10,363,657 I 1,354,661 




Central Ildnois Central Illinojs Light Central Illinois Public 

Clectric and Gas Co Company Service Company 


Commonwealth Edison 
Company 


INCREASE OVER 
PREVIOUS YEAR 


INCREASE OVER 
PREVIOUS YEAR 


INCREASE OVER 
PREVIOUS YEAR 


INCREASE OVER 
PREVIOUS YEAR 


SALES OF ELECTRIC ENERGY 

Number of custofflers 
Refideutiat or domestic 
Rurat 

Commcrcul and industrul 
Public street and hi^hwaj lighting 
Other public autbontm 
Railroads and railtvays 
Interdepartfiientai 
Others 

Total uJhnule co o su m m 
Other electnc utilities 






154,894 

13,738 

34,338 

380 

169 



145,677 

2 

1,283 

3 



KJowatt hour safes (thoutandi) 
Residential or domestic 
Rural 

Coofunercial and industrial 
Public street and highway lighting 
Other public authonoes 
Railroads and railways 
Interdepartmeolal 
Others 

Total sales to ultimate coosnmen 
Other electnc utilities 


69,623 

13,972 

200,359 

4,235 

11,324 



124,161 

25,320 

548,436 

5,828 

1,651 

203 


705,599 


25d 


65,858 


IBl, 148 
30,350 
631,731 
11,700 
21, 156 


25,172 

5,741 

111,137 

98 

1,010 


1,119,718 

4,756,638 

4,398 

296,347 

874,412 


7,051,513 


376,949 

517 

15,038 

44,614d 


417,186 


Revenues 

Residential or domestit: 

Runi 

Conunercjal and ladustnol 
Public street and highway lighting 
Other public authorities 
Railrods and railways 
IntetdepattmenCal 
Other? 

Total revenues from ultimate consumcn 
utilities 


2,129,901 

485,740 

3,961,176 

98,053 

171,692 


6,846,562 


196,787 

84,959 

560,286 

1,869 

16,919 


3,158,063 

530,965 

7,443,969 

177,795 

32,226 


244,271 

61,326 

896,570 

4,363 

812 




7, 102,980 
1,120,065 
13,160,669 
291,777 
275,570 



697,679 

161,141 

1,963,443 

1,073 

11,789 



35,101,044 1,475,810 

84,617,740 6,516,843 


133,742 
3, 407, 577 
8, 046, 322 


3,681 

255,306 

430,810 


131,306,425 I 8,682,450 
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ST\TISTlCi OF ELECTPJC LTILITIE I\ THE UNTIED STATES FOR ^EAR ENDED DECEMBER 31, 1948 

Electric Opeiating Retenues 


iLLttOlS 

Ut t L I I £5 Com PAN 


Illinois Powcr CoMPAwr 


Ihtepstate Light fi. PowcR 
Co 


Kevanee PUE3LIC Service 

CgH PANf 


INCPcnSE 0 ER 
PflEJICUS TEAR 


5\les of electric energy 

Number of cu-tomers 
Rcsidecriil or domestic 
RoxaI 

Commerjal and mdiutriai 
Public street lad bghwav lighting 
Otnef public authonti-s 
Rulfoads and rai’^a^s 
Interdepartmental 
Others 

Total ultimate consumers 


Kilosvatt hour sales {tkousands) 
Residential or domestic 
Rural 

Commercu! and mdustrul 
PubliL street and highway lighting 
Other public authorities 
Railroads and railways 
Interdepartmental 
Others 

Total sales to ultimate consumers 
Other electric utilities 


44,697 
13,937 
a, 420 
£7 
1,307 

1,570 

1,232 

256 

4 

116 

200, COQ 
27,717 
35,380 
239 
172 

3 

4 

73,498 

4 

3,228 

264,565 

27 



264.592 

76,633 

63,063 

328,323 

5,864 

13,472 

11,510 

12,615 

13,284 

397 

1,330 

299,558 

65,275 

368,585 

4,539 

^7,707 

41,031 

3,022 

492,415 

44,136 

1,309,717 


1 JCREA5E OVER 
PREVIOUS /EAR 


Revenues 

Residential or domestic 

Rural 

Commercial and mdustnaJ 

Public street and highway lightmg 

Other public authorities 

Roalioads and railways 

InterdepartmerUal 

Others 

1 

2,287,596 

1,967,966 

4,399,503 

119,085 

228,862 

226,914 
250, 087 
441,238 
7,543 
2,931 

Total revenues from ultimate consumers 

Other electnc utilities 

9,003,012 

370.777 

928,713 
68: 175 



996.891 

Other elearic revenues 

Total ELsmic OptHATtNC Rbvsnues 


15.212 

1,015.103 


1,750 

95 

111 

le 

329 

21 

1 


1 


2,192 

4 

134 


9,550,227 

2,349,041 

15,861,263 

176,977 

289,305 

446,580 

18,135 





Produce Term inal 

CORPORATIOH 


Public Sirvice Company or 
Northern Illinois 



Number of customers 
Residential or domestic 
Rural 

Commercial and industrial 
Pvbhcjstrect and highway lighting 
Other public authorities 
Railroads and railways 
Interdepartmental 
Others 

Total ultimate consumers 
Other electnc utilities 




Kilowatt hour sales [thousands'^ 
Residential or domestic 
Rural 

Commercial and mdustrul 
Public street and highway lighting 
Other public authorities 
Railroads and rulways 
Interdepartmental 
Otben 

Total sales to ulttoute coosumen 
Other elcctnc utihUes 


Revenues 

Residenbai or domestic 
Rural 

Commeroal and indostruJ 
Public street and hr^rwiy lighting 
Other public authorities 
Railroads and railways 
Interdepartmeotal 
Others 

Total revenues from ulbmate consumers 


_ £_r__!L 

l( - ^ a ( '■'m* 



4,171 

769 



564,236 

64,944 

1,231 

205 



67,888 

11,753 

6,212 

66 

113,565 

6,379 

1,772,823 

198,064 

281 

33 



29,556 

1,446 

518 

65 

1,663 

146 D 

240,788 

78,298 

12,876 

20,580d 



2,319 

900 




99 





146,988 

48,772 

172,433 

12,653 

10,948 


14,625 

t 


* 18,100,661 

6,178 



2,230,317 

11,125 

1,705,969 

179,948 

26,476,387 

1,692 

457,415 

1,803 

24,482 

4,796n 

2,586,605 

1,335,097 


17,397 

6,753 


3.764 

10 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Revenues 


Shepsapc, Pever System S-uth BEtaiT Water, Gas 
(a) and CtEETHtc Company 


Un (ON Electric Pover 
Company 


j increase CfXR 

AWOoNT PREvlODSYEAR AMOUNT 


INCREASE O’^R 
PRE/IOUS YEAR 


SALES OF ELECTTiC ENEilGY 

Norabcf of cintcmcT 
R«jdntiil or duncxrrc 
Ru j1 

Coccmercai mi uiiiustnil 
PJdLi. S'ett md highway Iighficg 
Other pjhbc lathontie* 
md railways 
Inte Jepartmaiti! 

Other? 

Total ullwnaic consumers 


Mtowtft hour saks {tkemtendi) 
Residential or dof’wstic 
Runi 

Commer ui and lodustruJ 
Public street and highway lighting 
Other public auibor.tie5 
Railroads and railways 
Intcriepamaental 
Otheri 

Tritai sales to ultumte ccosum^ 
Other eiectrr ufilifie? 


Revenues 

RciidealuJ or domestu: 

Rural 

Osmmercul and tndusiful 
Public streer and highway lighting 
Other pidilic authorities 
Railroads and railways 
Interdepartmental 
Others 

Total reseauea from ulrunate consumers 
Other clcrtnc utilities 


Total Electhc OpgiAnwc REvgNUEs 


AMOUNT 

increase over 

PREVIOUS YEAR 

' ' 1 



Western United Gas ak 5 
Electric Company 


INCREASE OVER 

previous year 



A Report reflects operations for period Jan 21_, 1948 to Dec 31, 1943 



A Report reflects acquisition of Indiana Service Corp , acquired 
Aug 31, 1948 


B Company Acquired by Indiana <5t Michigan Electric Co-^ on Aug 31, 
1948 
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STATISTICS OF ELECTRIC LTILITIES IM THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Retenues 



MA3ISDN Light and Power 

Northern Indiana Public 

Public Service Company 

Company 

Serv ice Company 

OF Indiana, Inc 


fNCR£AaOVER INCREASE OVER 

AMOUNT f PREVIOUS /EAR I AMOUNT ] PREVIOUS YEAR 


SALES OF ELECTRIC ENERGY 

Number of Gistorntn 
Residennai or domestic 
Kuril 

Commercui lod mdustnil 
Public street lod highway ligbtmg 
Other public authorities 
Railroatis and railways 
Imerdepiftmcntil 
Ochen 

Total ultimate axuumers 
Utlll 


133,148 

4,910 

5,350 

524 

21,121 

1,065 

950 

24 

14 

1 

4 


2 


94 



mm 

6,398 

548 


INCREASE OVER INCREASE OVER 

PREVIOUS YEAR AMOUrfT PREVIOUS YEAR 



Kilowatt hour sales {thouionds') 
Residential or domestic 
Rural 

Commercial and industrial 
Public street and highway lighting 
Other public authorities 
Railroads and railways 
Interdepartmental 
Others 

Total sales to ultimate consumers 
Other electnc utilities 


226,073 

27,204 

6,298 

1,478 

179,493 

19,604 





45,471 

8,503 

846,036 

74,850 

6,813 

680 

1,129,580 

120, 129 

17,923 

1,260 

423 

47 

13,278 

2,199 

3,722 

198 

1,816 

180 

37, 123 

2,271 





31,418 

1,968d 

1,093,754 

103,512 

15,355 

2,385 

1,436,363 

150,738 




40, 

,064 

25, 

.291 


220 

5, 

,587 

71, 

,162 


} 

6,633,128 
1,538,739 
14,679,639 
417, 191 
812,057 
461,044 

575,623 

240,837 

1,815,563 

33,592 

40,573 

12,764 

24,541,798 

2,718,952 


8,954,539 

2,701,767 

18,972,267 

578,177 

1,401,010 

357,212 


978,431 

467,529 

2,922,367 

70,941 

155,202 

37,237d 


4,557,233 




Kilowatt*hour sales {thomand:) 
Residential or domestic 
Rural 

Commercial and industrial 
Public street and highway lighting 
Other public authorities 
Railroads and railways 
Interdepartmental 
Others 

Total sales to ultimate consumers 
Other electnc utilities 


Revenues 

Resideotiil or domestic 
Rural 

Commergal ud indostnal 
Public street and highway lighting 
Other public authonties 
Railroads and railways 
Interdepartmental 
Others 

Total revenues from ultimate consumers 
Other eledric utilities 


4,707 

1,012 

72,051 

10,581 

14,260 

2,207 

82,872 

12,903 

5,233 

669 


8,940 

1,610 

24,947 

5,365 

10, 238 

974 D 

271,461 

30,790 

29,755 

2,379 

161,599 

15,647 

173 

55 

4,068 

85 

1,604 

138 

6,088 

425 







9,478 

919 



64 

34o 







367 

65 






552- 

906 

I7B7D- 

34ir,urr 

21,677 

369,691 

41, AS'? 
15,540 
57,025' 

547559" 

1,605 

56,166 

6,334 

361 



254795?" 

99,735 

354,722 

35,259 

19,250 

52.511 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED ST-^TES FOR 'iEAR ENDED DECEMBER 31. 1948 

Electric Operating Revenues 


1 

N 

E 

N 

c 

ITEM 

IcuA E!lEct»ic Company 

lauA Ele'-tric Light and 
Pdweb Cchpany 

Iowa-Ill i no is Gas and 
Electric Company 

Iowa Power a 
Com PA 

‘to L|G4T 
“tY 

I 

u 

E 

H 

a 

AWC..NT 

NCREASE OVtP 
fP;<'CLS YEAR 

flycLN’ 

INCREASE 0/£R 
PUB isis rEAff 

AMOUNT 

[NCREASt OVER 
PREVIOUS YEAR 

AMOUhjT 

INCREASE OVER 
PREVIOUS YEAR 

1=1 

1 

4 

5 

6 

8 

J 

IQ 

n 

13 

14 

n 

16 

P 

18 

19 

D 

21 

*3 

24 

:5 

26 

27 

28 

29 

30 

31 

32 

33 

34 
33 

i \LES OF ELECTRIC EN-EUGY 

Number cf a M-tne*5 

ReiLdcrJiil 0 aririfsiu. 

RufiJ 

Coramei *' 2nd iruust i>I 

Public trttt and wgHay lightirg 

Otter punlwc luthtmucs 

Railr-iada *ri railways 

Otters 

Total ultirute cona^mers 

19,323 

A,^20 

4,^38 

94 

s-o 

153 

S7 

Id 

49,493 

3 313 
11,554 
96 

1,639 

564 

339 

1 

60,467 

8,959 

12,703 

32 

26 

19 

1,796 

830 

470 

2d 

2 

78,875 
13, 196 
15,092 
97 
363 

2,686 

1,933 

1,390 

1 

678d 

i 

A 

3 

6 

7 

a 

0 

10 

1 1 

12 

13 

M 

13 

16 

17 

IS 

19 

20 

21 

22 

25 

24 

25 

26 

27 

28 

29 

JO 

Jl 

52 

53 

54 
35 

2a, 

iTTi:^- 

69,4di 

21 

2o 

" 8^,211 

9 

3,096 

2 


Id 


23. e ^3 

— TTW 

69.432 

2.541 

^ 82.220 

3 .o9B 



Ki crwilt hour aalej tticy aWr) 

Residential Of doflmtit: 

R^aJ 

Commercial and mdusLial 

Pubiit sr «T wd highway lighting 

Other public authorities 

Railmads lad raU^ayi 

IntritpartmenUl 

Otiicrj 

Total sales to ultirrute consumers 

21,571 

10,402 

30,819 

1,970 

3,2C4 

1,651 

1,329 

47 

73,454 

23,743 

194,756 

4,052 

a, 185 
4,528 
2,299 
170 

32,727 
18, 785 
312,276 
6,025 
11,708 

6,04B 

3,270 

48,074 

287 

3,245 

20 

114,598 
50,587 
290,681 
a, 977 
12,857 

11,394 

7,746 

38,944 

483 

10, 701 D 

64,762 

7.3S2 

6,731 

733 


15,182 

22.469 



431,744 

73.295 

60,944 

26.597 

457,700 

113.673 

47,866 

23,641 

T \ krimri^ Hn''"L 

72 14=5 

7.470 

416.519 

37.654 

505.044 

R7.545 


71 , 508 

Revenaea 

R^sidcfitu] Of dcmeiftc 

Ruiil 

CommeruiJ and rndLutriil 

Public street and highway lighting 

Other (nibltc luthonties 

Raiiroads wid rulwayj 

In terdepaitmenCaJ 

Otters 

Total revenues from uUinute consumers 

* 342, 390 

481,090 
895,241 
41,333 

54,279 

43,735 

46,922 

2,118 

* 2,337,902 

672,709 
3,903,705 
142,054 

192,829 

89,314 

320,515 

7,042 

4 

2,523,336 

610.332 

5,457,302 

179,861 

194,111 

5.051 

150,071 

87,359 

738,003 

9,653 

59,395 

290 

3,642,674 

1,205,552 

5,230,851 

218,494 

210,608 

290,214 

259,325 

656,200 

6,465 

219,348d 

2,260,104 

1*^1 

152,054 

1 1 , 566 

7,106,370 

1.345.078 

609,700 

265,992 

8,969,993 

655,685 

1,044,771 

ic)9.45r> 

10,508,179 

1 121 4RR 

992,856 

211,188 


2.391.734 

163.622 

8.451.450 

875.693 

9.625.678 

1.244.221 

11. 629.669 

1.204.047 





1.977 

116,864 

10.288 

234.985 

72 . 226 

Total Electiuc OpEfcAHNc Ri^enues 



S. 456 665 

■ 877,671 

■“ 9.742.542“ 

1.254 .509 

11. 864.654 

1 . 276 , 274 



ITEM 

Iowa Publ ic Service 
Company 

Iowa Southern Utilities 
Company of Delaware 

Northwestern Light and 
Power Company 

Sioux City 
Electr 1 c 

aAS AND 
^OM PANY 

L 

I 

N 

E 

N 

0 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

ftMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

SALES OF ELECTRIC ENERGY 

Number 0 / cutomen 

Resideflttai or docnestie 

Rural 

Gommercul and indiutnil 

Public street and highway lighting 

Other public authontief 

Railro^ and railways 

Interdepartmental 

Others 

Total ultimate consumen 

55,390 
9,469 
lA, 521 
150 
120 

2 

1,970 

iIoisd 

505 

2 

3 

47,796 
7 ’ 932 

6 I 2 I 444 
108 
146 

8 

62 

897 

765 

537 

1 

7 

2 

5,648 

1,206 

i!333 

30 

616 
141 
182 D 

20,951 

3,584 

1 

1 

1 

236 

212 

1 

2 

3 

4 

3 

6 

7 

8 

9 

10 

11 

12 

13 

14 
13 
16 
17 
la 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

0 


1,465 

2 

68,488 

18 

2,209 

1 


575 

2o 

24,538 

6 

448 



1.467 

68.506 

2.213. 



5Z3 

24,544 . 

MR 

Kilowatt hour sales [thoufantJs) 

Residenml or doromtic 

Rural 

CommefCial and mdiutmi 

Public street and highway lighting 

Other public authonbes 

Rnilfoads and rarlways 
loterdepartTDcntil 

Othm 

Total ial« to ultimate consumefS 

77,728 

24,215 

132,942 

5,089 

7,910 

8,093 

11,901 

3,811 

7,280 

101 

775 

83d 

58,565 

15,164 

B 105,541 
5,832 
6,443 

B 

304 

5,797 

3,070 

10,315 

190 

1,680d 

75 D 

6, 844 
2,784 
6,650 
587 

1,257 

553 

484 

134 

25,219 

85,861 

2,192 

8,021 

1,619 

1,382 

1,605 

45 

2d 

3,640d 

255,977 

51.612 

23,78^ 

10,373 

189,849 

33.593 

17, 617 
7.260 

16,865 

3.972 

2,428 

1.180D 

122,912 

124.600 

610 D 

31,753 


307,592 

34.160 

223.444 

24.879 

20.839 

1.246 

247^.515 

31^142, 

Revenues 

Residential or domestic 

Rural 

Commercui and mdu^tnai 

Public street and highway lighting 

Other public authonhes 

Railrodsand railways 

InterdepAitfoentai 

Others 

Total revenues from ultimate consumers 

* 2,812,412 

970, 146 
3,528,915 

160.229 

154.229 
94,686 

412,003 

110,097 

428,048 

4,838 

18,874 

10,200 

t 

2,419,769 

645,644 

B 2,739,151 
125,656 
126,083 

B 

6,087 

A fl3.605l 

259,586 
95, 676 
285, 194 
1,067 
16, 525 D 

1,516d 

248 

t 

276,600 
112,036 
260, 167 
13,409 

45,550 

19,809 

25,261 

255 

i 

949,339 

1,702,277 

64,354 

93,685 

20,033 

42,702 

96,834 

1,287 

6,118 

38,6640 

7,720,617 

696.888 

984,0^ 

6,048,785 
427.803 

623,730 
Wr 85§ 

662i212 

- JQ, 237 

90,875 

„5;477d 

2,829,688 

971,910 

108,277 

236,125. 


8.417.5c58 



730! 7B6 

7l5!45i 

^.399 

3.801.600 

344.414 



57275^ 

39.438 

6.097 

185 

175 


1 



1,158.970 

6.516.026 

736.B83~ 

710.633 

85.574 




A UNCLASSiriED REFUNDS AND ALLOWANCES 


B Sales to railroads ano railways included with commercial and 
industrial sales 
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STATISTICS OF ELECTRIC LTILIHES IN' THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Revenues 


Central Kansas Power ! E^astepn Kansas Utilities, 
CoMPANi', The I Inc 


Kansas Electric Power Kansas Gas and Electric 

Company, The Company 


SALES OF ELECTRIC ENERGY 

Nurnber cf CLstacicn 
Residential or domcSic 
Ru-il 

CoiTjne ill and industrial 
PubiiL street and highway lighting 
Other public authcr ties 
Rulrcads and ruiwajs 
IntcrdepartfTientai 

Others 

Total ultunate consumers 


Kilowatt hour ules {ihouiAtuij) 
Reaidential or domestic 
RuaI 

Commercial and mdustrul 
public street and high^my lighting 
Other public authorities 
Railroads and raiiwa^i 
Interdepartmental 
Others 

Total sales to ulnmate consumers 
Other eicctnc utilities 


Revenues 

Kesideatial or domestic 
Riual 

Commercial and industrial 
Public street and highway lighting 
Other public authorities 
Railraads and railways 
Interdepa rtmental 
Others 

Total revenues from ulturute consumers 
Other electric utiliti 


Total Elbctiic Opej 



INCREASE 0-EP 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS VEAR 

i 

132 

28,269 

326 

74,608 

2,685 

374 

4,273 

619 

9,714 

1,678 

62 

5,533 

455 

11,350 

444 


90 

5 

55 

1 


222 

1 

245 

18 


2 






7,807 

6B4 

33,296 

2,173 

541 

8,059 

35,514 

865 

90,182 

605 

12 

2,675 

858 

33 0 

36,870 



121 

46,957 

2,069 

171,203 


1,347,978 
341,553 
1, 810,560 
76,348 
447,140 

1,212 


135,075 I 4,024,791 





A Residential and commercial heating and cooking sales 


Kumi I Kentucky 



Kansas Power and Light Western Light &. Telephone 
Company, The Company, Inc 


INCREASE OVER 
PREVIOUS YEAR 


Kentucky Utilities 
Company 


Kentucky and West Virginia 
Power Company, Incorporated 


SaLES of electric energy 

Number of customers 
Residential or domestic 
Rural 

Commercul and industnai 
Public street and highway lighting 
Other public authorities 
Railroads and railways 
Interdepar tmental 

Others 

Total ultimate consumers 
Other dectnc utilities 


Kilowatt hour sales (tboi/sanJs) 
Residential or dom^ic 
Rural 

Commercul and mdustiul 
Public street and highway Iighb^R 
Other public authonties 
Railraads and ndwiys 
Interdepa rtmenUl 
Others 

Total sales to uibnuto consumers 
Other electric utilities 


Reveflues 

Residential or domestic 
Rural 

Commercial and mdustnal 
Public street and highway hating 
Other public authonties 
Railroads and railways 
Interdepartmental 
Others 

Total revenues from ultimate consumers 
Othc' rl*c*ri^ H’ Ses 


3,373,474 

719,958 

5,326,095 

178,010 

384,688 


INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

5,336 

3,585 

56,287 

8,725 

1,029 

8,676 

1,374 

26 

27 


40 

605 

87 



395,166 

1,705 

6,793 


465,137 

9.022 


2,167,723 

5,211,228 
56,201 
131, 509 



660,000 

1,748 

16,185 








































































STATISTICS OF ELECTRIC UTIIITIES IN THE UNITED STATES FOR TEAR ENDED DECEMBER 31, 1948 

Electric Operating Retenues 


LQUI SV I _L E G^s ano 

^LCCTR £C COMPAN’f 


Louisv^llc Transmission 
CORPORA! . OM 


Union Light, Heat and 
Power Company, The 


: Central Louisiana Electric 
I Company, Inc 


INCREASE OVER 
PREVIOUS VtAR 


SALES OF ELECTRIC ENERGY 

N limber of oatomcrs 
Reiidentiii or domesic 
Rari) 

Commexcul lad laduairwl 
Public 3i;ert and highway 1 ghticg 
OtSer public authontim 
RxiLroids aod nilwaya 
tnteidepanmeaUl 
Others 

Total ullinute consumcT 


Kilowarf hour lales (choujdxat) 
Residcotul or 
Rural 

Commercul and uadurtruJ 
Public street and highway Iiuhling 
Other publK autborrties 
Railroads lad railways 
Intcrdcpar^ncrtal 
Others 

Total ules to ultirUvC consumcrj 
Other clcc^fic utilities 


Reveftiies 

Reudentiai or domestic 
Run! 

Conunercul and mdustna] 

Public street and highway lighting 
Other public authonties 
Rotlraads and railways 
Inter dqurtmental 
Others 

Total revenues from ultinwte consumers 



* 4,097,445 

11,617,071 
270,4 95 
1,039,736 
159, 468 

340, 032 

1,860,367 

8,978 

146,908 

58,8410 

t 


2,297,444 
574.709 
2. .87.2^ 153. 








52, 

956 

25, 

874 

400, 

331 


173 d 

11, 

833 

23, 

126d 


39d 
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STATISTICS OF ELECTRIC LTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Revenues 



Central Maine Power i Maine Public Service Rumeord Falls Power Ruheord Light Compahv 

Company 1 Company Company 


llCfiEASEOVER INCREASE OLER INCREASE OVER INCREASE OVER 

AMQU IT PREVIOUS YEAH AMOU IT PREVIOUS YEAR AMOU IT PREVIOUS YEAR AMOUNT PREVIOUS YEAR 


S ALES OF ELECTRIC ENERGY 

Number of cujfomers 
Rejujentui or domesric 
Rur»i 

Coounercial and indiutfial 
Public street and highway lighting 
Other public luthonties 
Railroads and railwavi 
Interdepartmental 
Others 

Total ultimate consumers 


Kilowatt boor sales {tboasands) 
ResidentuI or domestic 
Rural 

Commercial and industrial 
Public street and highway lighting 
Other public authonties 
Rulroids and railways 
Interdepartmental 
Others 

Total sales to oltunate consumers 
Other elicmc utilities 


Revenues 

Residential or domestic 
Rural 

Commercial and lodastrial 
Public street and highway lighting 
Other pubic aothonties 
Railroads and railways 
InCCTdepartmeatal 
Others 

Total revenues from ultimate coosufoers 
Utlllt 


Other eJectnc revenues 


Total Electuc Opuatinc Fevekues 



5,917,309 
1,807,590 
10,415,069 
503,495 
531, 133 
640 
9,426 
A 109,000 


730,224 

324,481 

1,657,948 

31,987 

1,095 

448 

650 

88.125 



2 


16,279 

9 

861 


861 


1 

451,817 

209,339 

506,482 

22,904 

17,000 

62,380 

44,556 

41,663 

422d 

15,119d 

1,207,542 

323.480 

133, 058 
103.275 



A Aojustmcnt of accrucd electric revenues. 


B Includes $389,351 revenues from sale of steam 



CoNowtNGO Rover Company Consolidated Gas Electric 
Light and Power Company 
of Baltimore 


INCREASE OVER 
PREVIOUS YEAR 


Eastern Shore Publ ic 
Serv I CE Company of 
Maryland, The 


Potomac Edison Company, 
The 


SALES OF ELECTRIC ENERGY 

Number of customen 
Residential or domestic 
Roial 

Cmnoiercial and lodustnal 
Public street and highway limiting 
Other public authonties 
Railroads and railways 
Interdepartmental 
Others 

Total ultimate consumers 
Other eleeme utilities 


Total Customeks 


Kilowatt hoar sales {thousands) 
ResidentuI or domestic 
i Rural 

Commcrcul and industnal 
Public street and highway lighting 
Other public authorities 
Railroads and railways 
Interdepartmental 
Others 

Total sales to ultimate consunoets 
Other electric utilities 


■ 1^.1 IB J > Pal '/■% W ; W II 


Revenues 

Resideutul or domestic 
Ruial 

CotnmerciAl and mdustml 
Public strccF and highway lighting 
Other public aulhonbes 
Railroads and railways 
Interdepartmental 
Others 

Total revenues frooi ultimate consumers 
Other electric ubiities 


Total RevaNuEs From Sales oT Energy 




12,844,424 858,864 


31,629,019 

1,205,133 

951 

3,536,200 

219,533 


4,244,289 
113,028 
152, 6830 
87, 1400 
43,834 


5,020, 192 


1,399,255 

67,660 

1,642,907 

77,248 

41,499 

1,265 


3,229,834 


232, 964 
22,564 
258,011 
6,129 
545 

30, 2880 


489,925 


1,184,270 

2,246,256 

3,809,454 

73,756 


7,313,736 


102, 126 
317,642 
460,001 
5,320 
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STATISTICS OF ELECTRIC LTILITIES IN' THE UNITED STATES FOR YEAR ENDED DECEMBER 31 19'48 

Electric Operating Retenues 


\Ur\land i MasatchuK ts 


SJSQUEf’ANNA EtrCTBIC 

CjMfAN'l', ■'he 


•(■•HrfD: C.E» 
FRE lOUSYE-R 


SusaUEHAHHA PoWEP 
CnkPAN’'. Thl 

(Aj 


HCR£/*5EOiER 
PREViCliS VEAR 


Susquehanna Transmission 
Company of Maryland 


INCREASE OVER 
PREVIOUS YEAR 


Amesbury Clectpic 
L IGHT Company 



S\L£iOF EUCTRir ENERGY 


N-jt±»c Cj^ ^5t[ir>«rs 
Re idenhil cr dor'csfK 
Riifil 

Cominci 111 arJ icdust^ul 

Pjbli «r«t ind hghwiy lighring 

Oh«f pub 1 C. a^onties 

Ratlroiiii ind ml^iys 

I'Ucrdcpirtnsfiital 

Oibtrs 

Total alt JTiare consLuner? 


Ki’switt hour salts f b^msaitdi) 
ResiJcniut or doncar 
Rural 

Ccnnr^ul atnd mdusirial 

Publii. str«« ard highwaj? lighroig 

Other pubi c authorities 

Railroads and fairway, 

fntff jepjrtmfntii 

Others 

T<3tal sales to ultimate roniurnen 
Ofhc electric ■util 


Reswues 

ResidentuJ or domestic 
Rural 

Commercial and tndustnal 
Public street and highway lighting 
Other public authorities 
Railroads and railways 
Interdepartmeftlaj 

Othen 

Total rexcmies from ultimate consumers 
Other electric utdit 


IJS1 



INCREASE OVER 

AMOUrn" 

PREVIOUS YEAR 

4,369 

28 

5 

2 

568 

9 

7 



HfcfeiegBi 




3,562 

89 

9,353 

397 

300 

3d 

910d 

81 

13,401 

1.636 

15.040 

5320 

189 

3430 

* 192,413 

10,637 

1,899 

51 0 

287,283 

10,437 

26,376 

215 

507,971 

21,238 




Eul 


A NOI AN OPERATING COMPANY, PLANT AND PBOPERTV LEASED 

TO The Susouehanna Electric Co 


Athol Gas and ElEctrtc 
Company 



Sjales of electric energy 

Number of customers 
Residential or domestic 
Rural 

Commercul lad mdiutml 
Public street and highway lighting 
Other public auibonties 
Railroads and railways 
Interdepartmental 
Others 

Total ultumtecoosumers 
Other electric utilities 


Kilowatt hour talcs {tboKyandi) 
ResidenDal or domestic 
Rural 

Cocnmertial and mdustnol 
Public street and highway lighting 
Other public authorities 
Railroads andnilways 
InterdepartmenUi 
Others 

Total sain to ultiraale coosiimers 
Other electric utilities 


Attleboro Steam and 
Electric Company 
(a) 


Beverly Gas and Electric 
Company 


Boston Consolidated 
Gas Company 



Revenues 

Residential or domestic 
Rural 

Conunercial and mdustnol 
Public street and highway lighting 
Other public authonbes 
Railroads and railp-^ys 
Interdepartmental 
Others 

TotAl revenues from ultimate consumer} 
Other electric utilities 


Total Revenues &om Sales of Energy 



859 

64 

696 

183 

82 

3,994 

29,518 

1,039 

6,298 

221 

2,120 

7 

750 

r;B53r 

228 

STTrs" 

TO7535“ 

40, '851 

JJWE 

2,386d 

713" 

30,024 

* 206,561 

14,618 

2,106 

30,228 

587,385 

61,404 

2,906 

34,124 

1,577 

2,499 

115,128 

9,176 




A Report reflects acquisition or Norton Power i Electric Co , 
ACQUIRED June 30, 1948 




















































STATISTICS Oh ELECTRIC UTILITIES LS' THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Electric Operating Revenues 


S\L£5 0f ELECnilC ENERGY 

NuttJjc. of cu3tcm«s 
Rrtideatul or dcrratK. 

Kuril 

CoiTJie cul and induiinil 
PubliL street and highway lighting 
Other public luthontica 
RulTMcb and rajUays 
Interdepartniental 
Others 

Total ultmate consume'^ 


Kilowatt hour sales {thousands) 
Residential or domestiL 
Rural 

Gwnmercial and industrial 
Public street and highway lighting 
Other public authorities 
Railroads and railways 
Interdepartmental 
Others 

Total sales to ultimate consumers 
Other elearic utilities 


Revenues 

Residential or domestic 
Rural 

Commercul and industrial 
Public street and highway lighting 
Other public anthonties 
Railroads and railways 
Interdepartmental 
Others 

Total revenues from ultimate consumers 
Other electric utilities 


315 

Mi4ia.diuictu 



SpocrTDN Edison Company 


Cambridge Electric Light Cape 4 Vineyaito Electric 
Company Company 


369,043 

5,247 

74,031 

580 

121 

3 

1 

Id 


19,006^632 1,476/312 

28,171,075 2,924,374 

1,833,305 115,154 


73,322 


49,084,334 



415,554 

27,945 

57,034 

5,505 



4,800 

243 

1,058,360 

83,490 

78,574 

4,241 

37,415 

1,468 

3,326 

98 



3,678 

414 

6,223 

2,140d 



1,517,552 

110,763 

147,412 

10, 501 





A Company acquired by New Enqland Power Co on Jam 1, 1949 
842507 0 - 48-16 
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STATISTICS OF ELECTRIC LiTILITIES IN THE LNTTED STATES FOR TEAR ENDED DECEMBER 31 1948 

Electric Operating Revenues 



SUEbOF EUCTRir ENERGi 

, Somber of customers 

' il Of dorresla 

' PoraJ 

! Ccmmeaiil and irdus rul 

• Publ 1 street and hig'hway 

[ Other pubiit luihonlie* 

I RailrWi aril railways 

I IrlsrileparncftAl 

! Others 

\ Total u! iiTiitc cDfiJumcn 


GaRdneh Electric LismT Gl 3 Uce 5 TEf Elecir !c Cdhpa-ny Kaverh i lu Electric Company HoLyone^Watei- Power 

CcMPANY I 


i AWOO.T AVO.. I AA,0U^ 




SALES OF ELECTRIC ENERGY 

Number of customtrj 
Residential or domesttc 
Rural 

Cotnmeioal and industnal 
PubliL street and highway 
Other public authonoes 
Railroads aad railways 
Interdepartmental 
Others 

Total ultimate consumers 
Other dectnc utilities 


Revenues 

Residential or domestic 
Runl 

Commercul and industrial 
Public street and highway lighting 
Other public authorities 
Railroads and railways 
Interdepirtincntii 
Others 

Total revenues from ultimate consumers 
Other electric utilities 


Lawrence Gas and 

Lowell Electr ic Light 

Lynn Gas and Electric 

Malden -Eleethtt: ’’Company 

ELECTRfC Company 

Corporation, The 

Com PANY 

1 



Kilowatt hour sales [thonsattJs) 
Residential or domestic 

Rural 

Commercial and industrial 

Public street and highway lighting 
Other public authonties 

Railroads and railwa]rs 
Interdepartmental 

Others 

Total sales to ultinuleronsumcrs 
Other clcCtfic utilities 


Total Kilowatt Hour Sales 



1,350,035 
26,769 
1,993,224 
178, 598 
4,371 


INCREASE OVER 
PREVIOUS YEAR 




70,089 
74 q 
180,727 
9,791 
2,822 


mcsiEAsmvEH 

PHEVIOUS YEAR 




1,455,770 

45,220 

2,221,045 

160,143 

35,130 






104,504 
13,983 
255,472 
2,376 
254 D 


1,486,444 

2,419,589 

273,428 



140,972 

14,371 






53,929 

146,228 

4,239 

3,581 

18,928 . 
69 


22,578 

537 

23,116 

* 2,290,460 

118,679 

2,942,947 

449,432 

252,159 

5,263 

5,485,566 

56.455 

573,374 

34.492 

S. 542.023 

607.868 

73.609 

185d 
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STATISTICS OF ELECTRIC LTILITIES LV THE UNITED STATES FOR ^ EAR ENDED DECEMBER 31. 1948 

Elecinc Operating Revenues 



SMES OF ELECTRIC ENERG'k 

Numbc of oistomen 
Rcsjdenrul or donwtic 

CornmcrcuJ and industfu! 

Publii. slrwt and hjghwaj iighimg 
Other public nizhonties 
Railroads and railways 
In crdcpartmcntal 
Others 

Total ultimate conwmers 


Kilowatt hour sales (tboMSjnJj) 
Rcsidi-ntial or dooiotn. 

Rural 

Commercuil and industrul 
Publk street and highway lighting 
Other public authorities 
Railroads and rldways 
Interdepartmental 
Others 

Total saJes to ultimate consumers 
Other electric utilities 


Total KiLOtPAir Hour S 


New England Power 
Company 
(A) 




Revenues 

Residential or domestic 
Rural 

Commerciai and industrul 
Public street and highway lighting 
Other public authorities 
Railroads and railways 
Interdepartmental 
Others 

Total revenues from ultimate consumers 
Other efectnc utilines 


Other eleanc revenues 


Total Electric Operating Rfvenues 


INCREASE 0 /Eft 
PREVIOUS YEAR 



6.919.0S6 1.56Q.645 


1,459,775 

4,560,297 

140,362 

101,665 



749 


151 

34 

7 


907 

37 


30 


INCREASE OVER 
PREVIOUS YEAR 



Northampton Electr i c 

L I GH T 1 NQ COMPAM Y 


INCREASE OVER 
AMOUNT I PREVIOUS YEAR 



506,646 

2,686 

9,086 


622,018 

290,390 


4,640,061 493,832 


4,766,219 520,414 

22,985.988 4.150.549 


602,925 

38,305 




35,382 

3,027 



7,741 

710 

276,941 

3,255 

4,283 

9,937 

43 

416 

307,880 

8,219 

2,928d 

2,261 

24,749 

682 

2,454 

159 

319, 861 
98.334 

13,423 

20.352 

316,099 

1.933.231 

667d 

213.401 

33,172 

3,323 



89,348 

4d 


Report reflects acquisition of properties of the Bellows Falls 

HYORO-ELECTR f C CORPQRATIOH OH JULY 28, 1948 BUT MOT THE ACQUISITION 

OF Eastern Massachusetts Electric Co acquired at the close of 

BUSINESS ON Dec* 31, 1948 


Northern Berksh ire Gas 
Company 



Plymouth County Electric 
Company 


increase OVER 

PREVIOUS YEAR 


Qu iNCY Electr I c Light 
AND Power Company 


INCREASE OVER 
PREVIOUS YEAR 


Salem Electr i c Light i mg 
Company 


SALES OF ELECTRIC ENERGY 

Number of niatomers 
Residential or domestic 
Rural 

Commercu] and industrial 
Public street and highway lighting 
Other public authorities 
Railroads and railways 
InterdepartmeiUal 
Others 

Total ultimate consumers 
Other electnc utilities 


Total Customws 


Kilowatt hour sales {ibousatjds) 
Residential or domestic 
Rural 

CoauDercia! and mdustnal 
public street and highway lighting 
Other public authorities 
Railroads and railways 
Interdepartmental 
Others 

Total utes to ultimate consumers 
Other electnc utilities 


■a«je.aw..'iit«^CTraiBTTri3!twiCI 


Revenues 

Residential or domestic 
Riinl 

Commercial and mdustnal 
Public street and highway lighting 
Other public authonbes 
Railroads and railways 
Interdepartmental 
Others 

Total revenues from ultimate consumen 
Other electnc utilities 


12,334 

192 

51 

8 

1,765 

111 

35 

1 

1 


14,186 

312 

14,186 
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MuiachtiMtti 

Michitac 


STATISTICS OF ELECTRIC UTILITIES IN' THE UNITED STATES FOR YEAR ENDED DECEMBER 31 1948 

Electric Operating Revenues 



Kevenucs 

Kcsid«ntial or domestic 
Rural 

Commercul and industrial 
Public street and highway lighting 
Other public authorities 
Railroads and railways 
Interdepartmental 

Othen 

Total revenues ftooi ultinute consumers 
Other electric utilities 


NUEs From Sales of Enek 




51,035 

2,899,810 

1S5, 008 

1,710, 

444 

138,504 

* 204,634 

28,532 23 

1,268 

36,381 

3,597 

110, 

135 

11,314 

61,781 

7,580 24 

27' 061 

4,821,248 

640,999 

1,796 

137 

236,^1 

332,000 

43,361 25 

2,ai4 

321,820 

5,282 

174, 

283 

11,001 

1,939 

1,939 2S 

2,021d 

11,318 

2,857 

43, 

571 

10,974 

18, 730 

ljl09 27 
2g 

29 

50 
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STATISTICS OF ELECTRIC UTILITIES IM THE UxMTED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Revenues 


“5 Power &. Light 
Company. The 


SKlEs OF ELECTRIC ENERGY 

NuirJjer of oistonicrs 
Rnidontiil or dwrcstic 
Rjral 

Comr'fr ul and irdustrial 
Public strert and highway lighting 
Other public authonties 
Railroads and railways 
Interdepartmenral 
Others 

Total ultinu^e ccnsun'crs 


Kilowatt hour sales {ibomandt) 
RcsidentuI or domestic 
Rural 

Commercial and industrial 
Public street and highway Iighring 
Other public authorities 
Railroads and railways 
InterdcpartmcntaJ 
Others 

Total sales to ultimate coasumers 
Other electric utilities 



Detroit Edison Company 
AND Subs i d i ar i eS, The 


Ed j son Sault Electr i c 
Company 


Roenues 

s 


Residential or domestic 

31, 928 

3,693 

Rural 

13,133 

1,381 

Commercial and mdustnal 

1, 189,882 

62,031 

Public street and highway lighting 

2,741 

157 

Other public authorities 

Railroads and railways 

Interdepartmental 

Others 

7,479 

3,567 

Total revenues from ultimate consumcn 

1, 245, 163 

70,829 

Other electric utilities 

240.663 

1.229 


26,353^232 2,567,499 


38,689,642 
904, 549 

94,452 

162,989 


4,552,089 

41,381 


Other elearic revenues 


Total Electjuc Operating Revenues 




INCREASE OVER 


AMOUNT 

PREVIOUS YEAR 

AMOUNT 

787,032 

29,129 

5,369 

1,906 

95,029 

3,327 

1,097 

222 

6 

4 

270 

1 

101 

3 



882,556 

5 

32,463 

mmBm 



2£*4£2. 

8.481 

1,374,519 

130,755 

10, 283 



3,329 

4,353,148 

388,985 

23,765 

26,239 

151 

600 

54,929 

4,134 

5,714 

43,227 

4, 666o 


5, 852,062 

519,359 

48,691 

284.285 


■■■■■KlEItail 

■■ElfSSftls&i 

451:991 

577103^ 

* 38,571,725 

3,762,632 

^ 272,946 

112, 116 

70,449,983 

8,328,330 

460,757 

995, 259 

12,017 

22,576 

680, 442 

46,080 

67,370 

514,900 

1,432 


A 409.778 

317.419 


111,622,087 

12,467,910 

935,765 

2.780.389 

235.250D 

106.429 





Adjustment or accrued electric revenucs and customers* accounts 



A- Incorporated Feb 26, 1947, acquired Copper District Power Co , 

Houghton County Electric Light Co , and Iron Range Light &. Power Co. 

nu Itiuc m IQA'7 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR ^EAR ENDED DECEMBER 31 1948 

Electric Operating Reunues 


Minnawu I Miuiasi 


Pow£fl i Light MissiSbtPPi i/alley Public 
Cghpaht Service Company 


INCREASE OVER 
PREVIOUS YEAR 





Northern States Power 
Company 


Mississippi Power 
Company 


16,156 

2,344 

1,404 

292 

37,087 

1,440 

679 

15 

2,070 

2010 

57,396 

3,890 

7.387 

168 


393,412 
15,555 
65, 100 
302 
301 
1 


666,567 
39,673 
1,186,216 
40, 178 
82,432 
122 


2,015,188 
397. 105 


18,150,069 

1,471,181 

25,554,578 

1,059,326 

1,156,607 

1,228 





INCREASE OVER 

AMOUNT 

PREVIOUS YEAR 

56,787 

3,946 

11,836 

438 

47 

2 

872 

62 

69,542 

12_ 

69,559. 

4,448 

3 

4,451 

72,625 

8,013 

251,968 

37,108 

4,504 

835 

36,918 

341 


1,727,657 

236,420 

2,754,549 

58,712 

166,451 

5660 




1 

i 


2,460,807 

157,086 

4,063,314 

281,941 

133,801 

11, 466 

565,502 

6,040d 

7 , 223,4 24 

444, 453 



Mississippi Power i Light Citizens EuectRic Empire District Electric Gasconade Power Company 

Company Corporation Company, The 

(A) (B) 

INCREASE OVER INCREASE OVER INCREASE OVER INCREASE OVER 

AMOUNT PREVIOUS YEAR AMOUNT PREVIOUS YEAR AMOUNT PREVIOUS YEAR AMOUNT PREVIOUS YEAR 


SALES OF ELECTRIC ENERGY 

Number oi Customers 
Resideiitiai oc domestic 
Rural 

Commerciii and 

Public street and highway lighting 
Other public aurbonties 
RjiimcU and railways 
InterdepartrocQUl 
Others 

Total ultimate consumers 
Other efectne utilities 




Kdowat hour sales {tbouimdi) 
Residcntul or domestic 
Rural 

Commercial and industrial 
Publu. street and highwaj' lighting 
Other public authorities 
Railroads and railways 
Inteidepartmental 
Others 

Total sain to ultimate consumers 
Other clearic utilities 





74,451 

43,768 

365,720 

4,399 

22,541 






266,915 

386,608 

1,095,530 

8,037d 

22,564 


148,921 

71,940 

385,749 

2,156 

6,836 





Company formed Nov 5, 1947, acouired Genevieve Electric Cooperative, 
Inc as or Mat 12, 1948 Report reflects full year operation of 
acquired company 


B Company acquired by Missouri Power &. Light Co on Dec 31, l946. 






































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Revenues 



A. Report reflects acquisition of Gasconade Rover Co } acquired Dec 31, 
1948 



A. Report reflects acquisitiom of United Utilities Cobp and Maryville 
ElectRsAO. ILigh-t St. Power Caj*cQuiB;ED Feb- 5. 1947 and Oct. 1, 1947, 
respectively. 
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STATISTICS OF ELECTRIC LTILITIES IN THE LNITED STATES FOR TEAR ENDED DECEMBER 31 1948 

Electric Operating Reienues 


Un!C» ELECTPI: CSMPANI' 

cr M I ssaui- ! 


MrH’AJA PorfE® CnuPAMV, Sitf-PA PACinc Powep 

The CDMPANr 


SoUTHEPh fJE^ALA 
^ Q M PAM f 


INCREiSECTR 

PREVIOUS ^EAR I AVOU 


PREVIOUSVEAR 1 AMOUNT t PRE'. 10U5 YEAR 


S ALES OF ELECTRIC ENB-GV 

Nuinbe 0*^ rj>t me s 
R<3iJ«naj or dumeit l 
R u 4l 

Ci.nmei iil ird rtiusrrLa' 
R-bi; $: ter and lii^hTna J 
Q^e frublic 4-d‘0r!tJ« 

Rj lad f*jl»avs 

I'terdepirtnnEntil 

OIbe^ 

Tefal uLurateccTiLM s 


3TLi,e77 I J,9C3 

22,635 3, M3 


353,613 I 5 ,S 27 


nojr siles f/o"* attJ:) 
ResiiierJial or domesiR 
RltiI 

Cocaowr ul aiid ladastriAl 
RAIil slrcc* ind highwiv iightuig 
OibcT public a*itbaJiTi« 

Riilroadj ard railwtyi 
Icre dcpartneiitil 
Oihera 

Total soles ro iil ima,e coruumers 
Other eleifrrc jtihne^ _ 


Revenues 

Rcjidcntiij Of dorawtie 
RunI 

Comme/cial ard u^dustrul 
Public slinrt jndhigbwiy lighting 
Other pubiic rutbonlicj 
Riliroadi and faiiwijs 
I nfer departmental 
Others 

Total retenues from ultimate consumers 
leerrte utilit 



515,356 
47,875 
1, tD32 ,454 
32,053 
19,516 
113,661 


44,2C5 

10,097 

55,376 

72 

1,G16 

14,790b 


1,575,153 

10,603 

5,126 

129,936 


2,361,693 

433.905 

136, 47b 
161.80.2 

1,375.149 
432 . 231 

— n 1 1 ■ 1 1 ■ 

— 1 J II 1 n 

■ MiW 1 !■ 

13,243,278 

1,370,156 

25,220,475 

435,399 

263,744 

944,077 

560,691 

239,213 

2,521,180 

20,012 

17,328 

141,397d 

* 4,403,931 

10,380,363 

247,962 

34,663 

306,049 



57,179 

14,264 

83,281 

16,950 

) la 024 

664 


i 


322,344 

29,649 

33,798 

5,257 

311,251 

42,248 

29,504 

aoi 

2,077 

845 

698,974 

78,800 




























































ST\TISiiCS OF ELECTRIC LTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Retenues 


Ha M? H I R r Gas a kd 

lECTR I c Companv 


PuBLir SSPVICE Cgmpanv 
OF fJEli/ MaMPSH ire 


New Hainpjhire I New Icf« 


New Hampihire 
New Jersey 


White Mounta i h Power 
Company 


Atlant I c City £l ec tr i c 
Company 


IPJCREAEEOVt^^ 
PREVIOUS iZ^P 


INCREASE CwER 
PREVIOUS YEAR 


SHEb OF ELECTFIC ENERGY 


Njnbcr Ql custDtren 


Residential Cf domestic 

15, 155 

Ru aJ 


Ccnrretcal and mduitrial 1 

1,914 

public srieet and highway lighung 

23 

Other pobli authonties 

212 

Railroads and laiLwavs | 


loterdepartnearal ! 


Others 

S 

Total u! imitc conwurrers ^ 

17.355 



kilowitt hour sales (irousjrJj) 
HoiderUul or diimesbc 
Rmii 

Commercul and industrial 
Public street and highway lighting 
Other public authorities 
Railmads and railways 
IrterdeparttBcnoI 
Others 

Total sales to ultimate consumers 
Other electric utilities 


Residential or domestic 
Rural 

Commercial and industrial 
Public street and highway Ughtmg 
Other public authorities 
Railroads and railways 
Interdepartmeatil 
Others 

Total revenues from ultimate consumers 
Other electric utiliti 


Iff 


Total Electiic Operating Revenues 


k Adjustment of accrued electric revenues 



SALES OF ELECTRIC ENERGY 

Number of enstoroers 
Residential or domestic 
Rural 

CotrunercuJ and industrial 
Public stmt and highway lighting 
Other public authorities 
Railroads and railways 
Interdepartmental 
Others 

Total ultimate consumers 
Other clcctnc utilities 


Kilowatt hour sales {thfivurndj) 
Residential or domestic 
Rural 

ConuDcrciil and industrial 
Pubhc street and highway lighting 
Other public lutborities 
RaiLroods and railways 
Interdepartmental 
Others 

Total Slid to ultimate consumers 
Other electric utilities 




Reveaucs 

Residential or domestic 
Rural 

Commeraal and industrial 
Public street and highway lifting 
Ocher public authonbes 
Railroads and railways 
Interdepartmentil 
Others 

Total revenues from ultimate consumers 
~ iher electric uulities 




Deepwater Light and Power 

COHPANV 


INCREASE OVER 
PREVIOUS YEAR 


Jersey Central Power & 
Light Company 


INCREASE OVER 
PREVIOUS YEAR 



Millville Electric Light 
Company 


INCREASE OVER 

AMOUNT 

PREVIOUS YEAR 

4,766 

267 

554 

25 

2 


5,322 

292 


292 

6,025 

1,108 

28,997 

304 

589 

6 

35,611 

1, 418 



1.419 

t 


245, 120 

33,892 

461,517 

44,495 

31,803 

1,369 

738, 440 

79,756 

738.441 

5t435r 

743,8^ 

79.757 

758 

80,515 


New Jersey Power 1 Light 
Company 



3,272,021 

3,736,324 
221,287 
16,308 
147, 577 


7,393,517 


442,798 

7,220 

1,735 

22,116 
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Nnr J«iey 
New Mciico N Y 


STATISTICS OF tLECTIUC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEisSBER 31, 1948 

Electric Operating Revenues 

New 



Public Service Electpil 

AN3 Gas Company 

PoCKLAND ELECTR 


AMOUNT 

SMCREASE OVER 
PREVIOUS YEAR 

AMOUNT 


INCREASt OJin 
PREVIOUS YEAR 


SALESOFELECTRIC ENERGY 


Number cf customeT 

i 

RcsideniuJ at oomeSic 

921,922 

Rural 

Gstnme'ctai and irdustnil 

154,725 

PjtliL strett ind bi^hwjy lisbuPi j 

1 230 

O^her pibhc aulbontra | 

1 

Railioadi and railways 

1 

loterdepar^njertU 

1 

Others 

Total ultmate cecsiniien 

l,Q76,HoO 







81,046 

249,042 





2,166 

7,319 

1,136 

4.183 

997 

8,332 

1,388 

203 

63 

1,020 

12,435 

1,608 

13,212 

2,655 


790 

29 

100 

12 

8 

1,279 

25 

1,346 

321 


508 

7d 




38,242,009 I 1,324,164 


77,897,356 

4.055.741 


9,078,054 

135,724 

32,243o 

17,755 

43,662 


365,648 

47,619 

6,910 



BiwAifcaai 






43,813 

72,873 

87,195 

489 

2,8S9 

416d 


257, 141 
3,786 
410, 912 
1,537 
.20,830 





Public Service Company Bufealo Niagara Electric 
OF New Mexico Corporation 


INCREAS OVER 
PREVIOUS YEAR 


INCREASE OVER 
PREVIOUS YEAR 


Central New York Power 
Cor PoRATi ON 
(A) 


SALES OF ELECTRIC ENERGY 

Number of ciutomers 
Residefibil or domestic 
Run] 

Ccnunercul and lodustmi 
Public street and highway lighting 
Other ptdilic authontiex 
lUilfoads and railways 
Interdepartmental 
Othen 

Total uitinute consumers 
Other elect nc utilities 





Kilowatt hour sales {tbousands) 
Residential or domestic 
Rural 

CommertiaJ and industrial 
Pub lie street and highway lightin g 
Other public authorities 
Roiiroids and railways 
IfttCrdepurtsi en ta! 

Othen 

Total sales to ultimate consumers 
Other electric utilities 



461 

163,552 



611,498 

2,582,991 

41,278 

139,633 

25,666 




142,171 

1,445 

5,087 

5,893 


Revenues 

Residential or domestK: 

Rural 

Commercial and industrial 
Puhln street and highway lighting 
Other public authorities 
Railroads and railways 
Interdepartmental 
Olheri 

Total revenues from ultimate consumera 
electric utilities 


1,455,493 

143,774 

2,230,362 

37,110 

133,455 

4,161 


4,004,355 









9,605,440 



246,716 

60,187 

1,388,028 

24,124 

45,227 


1,764,282 


28,402 

8,297 

58,953 

587 

4.182 J 


t 

8,107,206 ' 
1,581,527 ' 
17,248,841 

1, 018,923 
819,025 

678,001 • 
161,587 
1,253,484 
18,540 
79,714 


2,192,126 

151.299-- 


3.867.4731 


A Report reflects acquisition of Northern Development Corp , acquired 
July 31, 1948 






















































STATISTICS OF ELECTRIC LTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Revenues 


Consolidated Cdisoh Company Eastern New York Power 
c' New York, Inc Corporation 


INCREASE OVER INCREASE OVER 

AMOUNT I PREVIOUS YEAR | AMOUNT | PREVIOUS YEAR 


SALES OF ELECTRIC ENERGY 

Number ot castonrers 
R«idennil or docscstic 
Rural 

Commercui and mdustrui 
Public street and highway bgbtmg 
Other public authoritECS 
Kailrcudi and railways 
InterdepirtmwiAl 
Others 

Total ullimaiie consuniers 


Kilowatt hour saks {tboasands) 
Residential or domestic 
Rural 

CoanoKfCiai and induStrul 
Public street and highway lighting 
Other pubhc authorities 
Railroads and railways 
Interdepartmes tal 
Others 

Total sales to ultimate consumers 
Other elecinc utiliti 


Revenues 

Residential or domestic 
Rural 

Commerual and industrial 
Public street and highway lighting 
Other public autbonnes 
Railroads and railways 
InterdepartnKntai 
Others 

Total revenues from ultimate coosumers 
Other electfic utih 




Other ewCTfic revenues 


Total Electric Opeaatinc Revenues 


Lons I slano L ight ing 

COKPA NV 

New York Power and Lisht 
Corpora T ion 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 



gtlMPSf I 


1,822,728 

93,795 



4,915,670 

340,427 

70,339 

5,998 

191,223 

10,584 


1,050,674 

30,6180 



813,649 

59,7040 



126 





87,061,397 5,625,407 

152,667,573 15, 234,280 

3,657,690 341,903 

13,031,663 753,069 

8,309,223 522,726 


312,76? 

54,408 

1,012,666 

26,929 

73,856 



9,352,690 

1,319,771 

14,061,679 

1,219,953 

1,141,494 


27,595,587 I 2,680,570 




New York State Electric &. 
Gas Corporation 


Niagara Falls Power 
Company, The 


Oranqe and Rockland 
Electr I c Company, The 


Patchogue Electric Light 
Company, The 


SALES OF ELECTRIC ENERGY 

Number of customers 
Residential or doasestic 
Rural 

Commercial and indostrul 
Public street and highway lighting 
Other public authorities 
Railroads and railways 
IfiterdepartmentaJ 
Others 

Total ultimate consumers 
Other electric utilities 


Kilowatt hour sales {thousands) 
Residential or domestic 
Rural 

Commercial and lodustrul 
Public street and highway ligbtmg 
Other public authorities 
Railroads and railways 
lotcrdcpartmcntil 
Others 

Total sales to uibmate consumers 
Other electric utilities 


Revenues 

Residential or domestic 

Rural 

Commeraal and industrial 
Public street and highway lighting 
Other public authonbes 
Railro^ and railways 
Interdepartmental 
Others 

Total revenues from ultimate consumers 
Other electric utihties 



increase OVER 


AMOUNT 

PREVIOUS YEAR 

AMOUNT 

297,904 

11,070 


36,445 

1,716 

26 

589 

3 


3,977 

56 

1 



1 


INCREASE OVER 
PREVIOUS YEAR 




n\m\ f—THTTil 


^ 


i 

15,610,799 

1,396,528 

$ 

1 

14,694,947 

1,395,544 

1,447,761 

1,421,799 

54,286 

128,852 

12,979,691 

34,360 
31, 151 

589, 149 

2340 

7550 

33, 149,051 

3,001,465 

13,045, 202 

588,160 






Total Electric Operating Revenues 


t 


669,775 

54,966 

400,973 

48,306 

46,240 

3,027a 

63, 174 

385d 



1,185,436 

99,735 
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STATISTICS OF ELECTRIC UTILITIES IV THE UVITED STATES FOR YEAR ENDED DECEMBER 31, 1943 

Electric Operating Revenues 


k L ^ E'TB.. L.sht I Queens BoRouGt- Gas AND Pcche.tep Gas and Ele.tp i c Rclkland L i ght and “cues 

aNO Pai.RSAO E.ECTPIC CONPANf CORPORATION COMPANY 


CCMPA jy 


NuR£A£EO/tR 
AMOUNT PREVIOUS YEAR 



inCREASE OJER 


AMOUNT 

PREVIOUS YEAR 

AMOUNT 



St LAWRtNcE River Power 
Company, The 



SALES OF ELECTRIC ENERGY 

Number ol outoiMra 
Residctuul ar domestic 
Riiril 

CcbuTKfCMl and mdu5tml 
PubJic street and highway Iightm^ 
Other public autbonties 
Raiifokis lAd railways 
ImerdepaAmental 
Others 

Total ultimate coosumers 
Other electnc utilities 


Kilowatt hour sales {thousanas) 
Residetuial or domestic 
Rural 

Commercul and industrul 
Public street and highway lighting 
Other public autbcnties 
Railroads and xadwayj 
Ifttefdepaftmental 
Oth«i 

Total sales to ultimate consumers 
Other electric uCiliDef 


TotAL Kilowatt Hou» Sales 


Rertoues 

Residential or domestic 
Rural 

Commercial and industnil 
Public street and highway lighting 
Other public authonhes 
Railroads and railways 
IfUerdepartmental 
Others 

Total revenues from ultinute coflsunwra 
tt elcctnc utiUba _ 



Statcn Island Edison 
CORPORAT I ON 


INCREASE OVER 
AMOUNT I PREVIOUS YEAR 


Westchester Lighting 
Company 



61,709 

4,522 

110,342 

14,040 

10,390 

1,139 

7,858 

1, 155 

18,408 

2 , 043 d 


t 


2 , 150, 493 

150,883 

2 , 219,264 

269,048 

417,803 

31, 811 

165,062 

20,281 

290,432 

16,9910 




A Weters 

B iNCLUDEO WITH PUBLIC STREET AND HIGHWAY LIGHTING 
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ST\TbTIQ5 O- ELECTrJC LTILITIEi I\ THE LMTED STATES FOR \EAR EVDED DECEMBER 31, 1948 

Electric Operating Reienues 


North Carolina 
N Dak. Ohio 


, ' mLJM 

NuM 

LAr^ 1 PCWIP L 1 f H’ 1 

‘ Duhc Pcoep Conpanv 

Nantahala 

Power and 

CCMPAH» 


Comp AN » 1 


Lion’ 

CchPA NY 


fNCREASEOvER 
PREVIOUS /EAR 


; Al Ps OF ELECTRIC ENERG^ 


! 

j 



M-Tibe ol Cll CiTxrs 

Resident al c denest.^. 

596 

20 i 

112,729 j 

9,983 

395,0<31 


forrmcrcul ard ircustrial 
PobliL srrtcr and highway lij^hting 
Other public autho 1 1 « 

Raiiroids and mlwajs 
I- -rdepartrinul 
Others 

Total ultimate consumers 


K-iIowitt hour sales ( housAJi^s) 
Residential or domestic 
Rural 

Conmercui and industrial 
Public street and highway lighting 
Other public authorities 
Railmads and railways 
Interdepartmental 
Others 

Total sales to ultimate consuirers 
Other electric utilities 


Lesenues 

Reaideotul or domestic 
Rural 

Commeraal and mdustrul 
Puolic street and highway lighting 
Other public authorities 
Railroads and railways 
Interdepictmentil 
Others 

Total revenues from ultimate coosumers 
Other electnc utilities 




Other electnc revenues 


Total Electiuc Opeiuting Revenues 



SALBS OF ELECTRIC ENERGY 

Number of customers 
Residcntisl or domestic 
Rural 

Commercial and lodostrul 
Public street and highway lighting 
Other public authorities 
Railroads and railways 
Interdepartmental 
Others 

Total uJtunate coosumen 
Other electnc utilities 


Kilowatt hour sales (Jhousandi') 
Residential or domestic 
Rural 

Commercial and industnal 
Public street and hi^way lighting 
Other public authorities 
Railroads and railways 
loterdepartmcntal 
Othen 

Total rales to ultimate coosumen 
Other electiK utilities 




Revenues 

Residential or domestic 
Rural 

Commeicia! and mdustnal 
Public street and highway lighting 
Other public u^iOfTties 
Railroads and railways 
Interdepartmental 
Others 

Total revenues from ultimate tonsomers 
iitilitjes 


56,963 

1,696 

90 


4,069 

554 

5,389 

945 

123 

10 

5 


2 

1 

1 


1 



690,880 



173,554 

3,560,688 

16,680 

386,136 

1,877 

16,990 

21,926 

1,093d 

2,059 

4,327,164 

458.141 

562,533 

76.596 


■641.129 

$ 

16,972,253 

3,240,692 

36,794,742 

526,064 

4,760,093 

44,747 

191, 599 
253,700 

7,333d 

25,962 

54,738,358 

8,064,161 





99,877 

13,718 

130,579 

36,062 

256, 105 

27,702 

8,698 

648 

45 

45 





T IDE Water Power 
Company 

Montana-Dakota 

Co 

(A) 

Utilities 

Otter Tail Power Company 

Buckeye Lioht &. Power 
Company, The 

Cb) 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

amount 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS VEAR 

AMOUNT 

INCREASE OVER C 
PREVIOUS YEAR 



4,879 

60,433 

3,024 

1,977 

199 

3,181 

190 

2,461 

997 

18,652 

507 

337 

6 

412 

2 

6 

4 

164 

16 

11 

1 





99,275 
8,390 
101,939 
5,010 
5, 295 

17,616 

1,671 

6,927 

360 

366 

219, 909 

28,940 

iH 'vm 

22,246 

51,188 


t 

3,213,654 
326,639 
3,628,809 
254,697 
141, 400 

489,145 

43,597 

389,877 

4,185 

8,261 

7,765, 199 

935,065 


353.996 

1,289.063 

2P.019 

1.317.062 


A. Report reflects AcauisirtON of Sheridan County Electric Co , acouireo 
July 14, 1947 


393,435 

22,322 

462,297 

3,898 

4,437 

405o 


865,925 


All of company's properties acquired by Dayton Pover & Libht 
Co ON Sept 30, 1948 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electnc Operating Revenues 


OHir i Cincinnati Gas ^ Ececipic Cleveland Electaic Columbus and Southern Ohio Fj 

Power C<-MPANT Cohpamv, The Illuminating Company, The Electric Company L 


I 


SALES OF £L£CTRIC ENERGY 

Number c( custoroers 
RfiSidectuI Or doflicfla: 

Ruril 

Commefciil *nd uidusrriil 
Public srrcrt *nd highway lighl/ng 
Obe/ pubJrt iutbonnes 
R^ilmads and taiivays 
InlerdepartiMntal 
Otben 

Total ultimile consumers 


Kilowaxt boui Hies (thamanJt) 
Rfsideptul Of dorocUic 
Rued 

ComEoefcul and mciuslnai 
Public street and hi^h**jr lighting 
Other public autbccities 
Ritlniiis and nilva/s 
Imerdepirtmenial 
Others 

Total sales to ultimate coosumers 
Other ciectnc utilities 
Total Kh-Ow^tt Houi S^les 


increase over 

AMOilNT I PREVIOUS rEAR 


INCREASE OJIR 
PREVIOUS yE<^R 


INCREASE OVER INCREASE OVER 

AMOUNT f PREVIOUS YEAR | AMOUNT | PREVIOUS YEAR 


110,422 

ai.G24 

191.448 



M HtTiWWiM — wawm 


Scvcruia 

Reudenlul or domestic 
Rural 

Commerua! and lodustrul 
Public street and bghway lighting 
Other public authorities 
Railroads and railways 
Interdepartmental 
Others 

Total rexenues from ultmute consumers 
Oher electnc ntibt 


748, 820 
255,062 
1,446,342 
36,325 
78, 147 


82,285 

26,486 

133,769 

3,123 

6,766 


7,625,998 

2,270,851 

13,648,639 

749,534 

951,119 

809,560 

4.524 


31,060,225 

3.374,380 


910,599 

328,204 

5,639,626 

48,914 

175,027 

45,764 


15,881,046 2,169,666 


37,216,574 

935,755 

2,372,223 

1,611,668 


5,368,870 
67,152 
369,974 
14. 054 D 


7,054,604 

1,337,178 

9,043,975 

106,497 

643,594 


527,322 

304,628 

744,185 

3,161 

48,553 



Dayton Power and Light 
Company, The 

ui 

INCREASE OVER 
AMOUNT PREVIOUS YEAR 


Greenville Electric Light 
AND Power Company, The 
(B) 


sales OF ELECTRIC ENERGS 


Number of customers 


Residenctol or domestic 

155,393 

Rural 


Gamirercul and industrial 

20,881 

Publu street ind hi^Jiwsjr lighting 

115 

Other public authorities 

1,805 

Railroads and railways 

6 

Interdepartmental 



30 

Total ultimate consumers 

178,230 


ia_ 





K.ilowatthour saJes {^ihausands) 
Residential or domestic 
Rural 

Gxnmercul and industrial 
Public Street and highway lighting 
Other public authonbea 
Railroads and railways 
Interdepartmental 
Others 

Total sales to ultimate consumers 
Other electric utilities 


Revenues 

Residential or domestic 
Rural 

Commercul and induatnal 
Public street and highway lighting 
Other public authorities 
Railroads and railways 
InrerdepartmeniiJ 
Others 

Total revenues from ultimate consumers 
Other electric utibtiea 


Total RsvenubsF 


721,691 

7,263 

131,062 

26,068 



Report reflects acquisition of all properties or Bradford & Gettysburg 
Electric Light &. Power Co , Brookville &. Lewissurg Electric Lighting 
C o j Buckeye Light 4 Power Co , Eaton Lighting Co , Greenville Electric 


462,068 

1,347,286 

18,391 

31,122 

2,431 

39,343 

82,765 

939 

1,059d 

418 

1,861,298 

122,406 

liWif T m 



t 

11,783,170 

765,866 

20,577,621 

1,843,875 

632,825 

14,823 

430,917 

3,320 

37,028 

4,743 

33,461,561 

2.357.879 

35.819.443 

647.150 

IM'rWijrS 

36.466.593 


BY Dayton Powef 

&. Light Co 


ON Sept 30, 1948 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR \EAR ENDED DECEMBER 31, 1948 

Electric Operating Keienues 


Ohm Olcli. 
Orcfon 



A. Report reflect? acouisition of Uniok Power Co , acquiheo in July 1948 



Oklahoma Gas and Electric 
Company 

Public Service Company 

OF Oklahoma 
(A) 

California Oregon Power 
Company, The 

AMOUNT 

INCREASE OVER 
PREVIOUS year 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 


Mountain States Power 
COHPANY 



SALES OF ELECnUC ENERGY 

Number of customers 
Residentui -oc domestjc 
Rural' 

Commercuf and mdustml 
Pubbc street and fairway U^iciq£ 
Other p^Uicaatboatier 
Riiiroads and railways 
Interdepartmental 
Others 

Total ultimate consumers 
Other electnc utilities 


iObvatt-l>ourrale&,(x^BK/4nds) ( 
ResidefituL Or domestic 
Rural 

Commerual and industrul 
Public street and hi^way li^bung 
Other public authorities 
Railroads and railways 
Interdepartmental 
Others 

Total sales to ultimate consumers 
Other clcctnc utilities 


Revenues 

Residential oc domestic 
Rural 

Commercial and industrial 
Public street and highway lighting 
Other pubbc authorities 
Railroads and railways 
Interdepartmental 
Others 

Total revenues from ultimate consumers 
Other electric utilfties 


Report reflect? acquisition of Okuahona Power i W*tter Co,; acquired 
Dec 29, 1947/ 
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STATISTICS OF ELECTRIC LTILITIES IN THE UNITED STATES FOR \EAR ENDED DECEMBER 31, 19-13 

Electric Operating Revenues 


0 egcti I Pe^^^ivl a~ a 


:ptland General lu~-TP c mB'N'jTzn LLr^-'Fic GoMPAwr I ^hestet ooUnt^' Ligh 
-.H a.tiL. 1 PjWEP Company 


'^HESTEP Count*' Light Af^o Du3UE3NC Litht Co'^p-'ni 


,T I =»£ 'z7s Y£A= 1 AMDU j PREJ’OLS YEAR j AMOU 


bALES Oh ELECTRIC LSERG\ 

Ncrixrcf i^^cnrr 
Rc5t(''er lal tr lIuccs ic 
P uraL 

CoTjr arj rtlu tr il 
PjbI Mr-c irJ 1 'ifihting 

Othe: Du,l a-thcriUe 
Rill oaJs ani ra 'wavs 
Inte depi*trTcnta! 

Others 

TmiI ulhmalc Lor5ur"ers 


Ki’owiit Lou sales f 
Resji-errjil at danesti, 

Eu il 

CciUTier ul *nd iniu trjl 
Publ *. st set and hi^hs^av 1 
Other pwbl« Authc? Nca 
RuIiQids and ra l»av3 
Ic erd'partmrrtal 
Others 

Total sales to ultimle torsunie s 
O her e'ecrrir utilities . 


161,554 5,534 

i3,9Cl 1,35^ 

154 1 

66 


103.333 

1,190 

4,6540 

5,C40d 


PREVIOUS /ear! AfiGUHT PPEJIQUS /EhP 


119 343,621 



221,683 

9,959 



29,974 

i 

16,382,484 

30,606 

35,079,367 

1,771 

1,396,195 

35 

2,327,915 



SALES OF ELECTJIC ENERGY 

Number of customers 
Rciidential or domestic 
HpWil 

Conuncrciil and icdustrul 
PubliL street and hi^hwa) lighting 
Other public authorities 
Railroads and railways 
Interdepartmental 
Others 

Total ultimate consimcrs 
Other electric utilities 


Kilowatt hour files {thousands) 
Residential or domestii. 

Rural 

CommerctU and industrul 
Public street and highway lighting 
Other public authorities 
Railroads and railways 
Interdepartmental 
Others 

Total sales to ultimate conmmers 
Other elertnc utilities 


Revenow 

Residential or domestic 
Rural 

Commercial and industrial 
Public street and highway lighting 
Other public authorities 
Railroads and railways 
Interdepartmental 
Othen 

Total revenues from ultimate consumers 
Other electnc utilities 


Co ISOfN L IGHT AKC POVER 

Company 


increase over 

AMOUNT 1 PREVIOUS year 


Hebshey Electric 
Company 


INCREASE OVER 
AMOUNT I PREVIOUS YEAR 


Home Electric Company Luzerne County Gas and 

(B) Electr ic Corpor at ion 


INCREASE OVER 

AMOUNT PREVIOUS YEAR | AMOUNT 



HHKnSVinSI^^^^ElESEI 

■ii 

439, 166 


78, 533 

2,087.361 

209,657 

64.802 

1,126 

4,169,590 

728,482 


1,554,187 

123,901 

2,171,992 

119,297 

1,976 

67,640 

15,229 


131^972 

15,376 

117,713 

3,746 

696 

7,907o 

4,296 


265,892 

2.337 


A UNCLASSiriED ALLOWANCES. 


B Initial report, properties formerly operatep under lease by 
Altoona & Logan Valley Electric Railway Co 













































STATISTICS OF ELECT? iC LTILiTIES IM THE UNITED STATES FOR \EAR ENDED DECEMBER 31, 1948 

Electric Operating Revenues 



SALES OF ELECTRIC ENERGY 

Nurrber cf cu tCEirers 
Ritsid^nriil or dones^ic 
RurAl 

CcnirTcrLfai li'd indu^irial 
Publi*. ^r«t and hghfing 

Othc publtc aiithontics 
Railroads and railways 
Ifitcrdrpaftmcntal 
Others 

Total uhiiiute consumers 
' • utihti 


Kilowat* hour sales [tbo/estuids) 
Residertul or domestu. 

Rural 

Commercial and mdustrial 
PubliL street and highway lighting 
Other public authonties 
Railroads and railways 
Interdepartmental 
Others 

Total sales to ultimate consumers 
Other ele\.tnc utilities 


Rcyenues 

Residential or domestu; 

Rural 

Commercial and mdust lal 
Public street and highway lighting 
Other public authorities 
Railroads and railways 
Interdepartmental 
Othen 

Total rcscnucs from ultimate consumers 
utiliti 


Northern Pennsylvania 

Power Come 

N 1 


1 

UiCREASE QJER 

AVOJNT 

PREVIOUS fEAR 


99,348 

1,724 

3,354 

29,967 

2,745 

17,092 

1 274 

£50 

147 


1 

cii^y 

30 

16 

2 


2 



3 

147,455 

4,773 

3,626 

1Q_ 


1 

mst^m 

i 4.773 

TTSFT 


149,067 

96,751 

872,173 

7,916 

14,181 

2,627 


1, 142,715 

140,069 

247.257 

13.971 

1.389.974 

■BBSIlESl 

S 

4,703,039 

419,527 

2,400,068 

451,704 

12,977,750 

1,973,346 

322,558 

13,345 

289, 472 

21,532 

43, 492 

28,6860 

20,741,379 

2,850,768 



t 

163,697 


153,358 

14,492 

5,309 

595 


208 

337,659 

43T!92 



Pennsy L v*N 1 4 Electric 
Company 



8,046 

16, 538 
865 
548 
7d 

49 

1,072,978 

1,034,854 

1,113,309 

55,199 

48,956 

26, 039 

3,325,296 




10,697 


wwr 

345,372 

6,106 

1,319,995 

14,781 

42 

7,842 

51,278 

853 

117,920 

796 

7 

965d 

1,694,138 

217,027 

169,889 

42,248 

MW II mi ri ■ 

■1 mrn 

I 

12,777,644 

238,979 

21,755,330 

565,336 

1,514 

86,541 

1,305,006 

24,521 

1,983,679 

23,134 

256 

12,326d 




842507 0 - 49 - 17 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 19-48 

EUcinc Operating Revenues 



SALES OF EI.ECTWC ENERGY 

Noobcr oF outoraen 
]lc»dcflCixl K 
bJUl 

CocDaemal Md uuWstnil 

PubU arett and bi|bw3]r ligktc| 

Other pwblK 

larifO^ tfid otiMrajs 

[ntecdepartAenal 

Dthen 

Tcui ulrunate comuiaen 


Kibwaa kour sals 
fiadottul or rfag nti c 

Kiml 

Coounercul and OKkutml 
Public street and htg^if nghtiflg 
Other pubUc uitbotitiex 
Ritlroads and wivtji 
Inter dcpaitsDcotal 
Other* 

Toui ules m ulbmate amumeg 
Other electnc 


ReveAtKs 

Kesadeotnl or domettic 
Roeat 

G>anefcnl aod ndustrul 
Pobtic jtfcet oad bi^twzj b^iag 
Ocher public anthondea 
Riilreid* and ndwajrs 
Interdepartmcnbi 
Othm 

Total revenue* Fnxn ulhmare tsasuoiers 


Philadelphia Electric 
Power Company 

(A) 


S*FC 8 oil Water Power Scranton Electric Company 

Corporation The 


HjCreaSEOVER increase OrtR INCilEASE OVER 

AMOUNT PRrViOUS YEAH i AMOUNT PREVIOUS YEAR AMOUNT I PREVIOUS YEAR 



maagcsaiw i 



* 2,872,586 

4,920, 967 
206,668 
113,117 
84,762 

230,955 

370,347 

3,334 

11,724 

5470 

* 176,263 

599,797 
470,047 
12,331 

16,532 

96,603 

54,743 

1,306 

8, 198 , 100 

615,813 

1,258,438 

169, 184 


A. Not an opcratins company, plant ano property leased to Philadelphia 
Electr I c Co 


Pcniurlvuua I Rhode IsIaiiiI 


SALES OF ELECnUC ENERGY 

Number of customers 
Resideniul oc domestic 
Rural 

Cponoeicui and mdustrul 
Pubhe stnet aod hi jhvaf /ijhtuig 
Other public authorities 
Ruiraads and railways 
Interdepartmental 
Othe« 

Total uitmutc comuaen 
Other electne utilities 




Kilowatt bourse {iboMsands) 
Residential or ddmestic 
Rural 

Commercial and mdustnal 
Public street and highway Jightiag 
Other public luthortties 
Railroad) and railways 
Jnterdepirtnieetal 
Others 

Total sales to oltimate consumers 
Other electric utilises 


Revenue) 

ResidcctiaJ or domestic 
Rural 

Comancfctaf and industriaJ 
PuWic street and highway lighting 
Otba public auUionties 
Railroad) and railways 
Interdepartmental 
Othen 

Total revenues from ultimate consumers 
Odierelcctnc ubiities 


Total Elbctric Ophuting Revenues 


A Weters. 


Southern Pennsylvania 
Power Company 


increase OVER 
amount I PREVIOUS year 


WEST PENN Power 
Company 


Blackstohe Valley Gas and 
Electric Company 


INCREASE OVER 
PREVIOUS YEAR 


Narragansett Electric 
Company, The 



AMOUNT 

INCA£AS£ OVER 
PREVIOUS YEAR 

146, 104 
451 
19,732 
.^29 

3 

1 

3,678 

28 

475 

5 

6o 


4^180 

mSSSS^^^M 

A- 180 

143, 919 
2,987 
437,248 
11,640 
1,144 
35,524 

13,833 
223 
9,533 
319 
2;558d 
2, 9390 

652,462 

18,411 


6,402,727 

80,326 

10,727,739 

620,565 

50,318 

597,948 


18,479,625 














































































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1?48 

Electric Operating Revenues 

Rhode Uiind | South Carolmi 


SALES OF ELECTRIC ENERGY 

Nfumber (rf cuitomers 
Rcsideatiil or docMStiC 
Runl 

Commemil 2nd mdusruJ 
Public street and highway bghlm^ 
Other public authorities 
R^lroa^ and tailways 
laterdcpartmental 
Others 

Total ultimate coosumen 


Kilowatt hour sales {iboufarnii) 
Rcsidcnnal or doAcshc 
Rural 

Commercul and lodustfial 
Public street and hi^way lighting 
Ocher public aisthonties 
Rxilro^ and railways 
Interdepartmental 

Othen 

Total sales to ulrunate coosomen 
Other electric utilities 


Total KaowATT H 


Revenues 

Residentui or domestic 
Rural 

Commeretil and mdustnii 
Public street and highway lighting 
Other public authorities 
Rijlroads and railways 
Interdepartmental 
Others 

Total revenues from ultimate consumen 
cicutil 


fLI S Car 
South £>»hota 


Newport Electric 

CQRPQR AT I OH 



tNOREASE OVER 
PREVIOUS YEAR 


Rhode island Power 

TRansmi ss ion 

Company 


INCREASE OVER 

AMOUNT 

previous year 


Lockhart Power 

Company 

(Aj 

South Carolina Electric 

1l Gas Company 

AMOUNT 

INCREASE OVER 
, PREVIOUS YtAR 

' AMOUNT 

IHCREASe OVER 
PREVIOUS ^EAR 



2,286 

880 

63,852 

14,043 

1,029 j 

124 


81,564 

5,398 

246,474 

16, 946 

85 

13d 

2,468 

225 

99 

26 



85,063 

6,415 

312,794 

31,214 


A. Report for year ended Nov 50, 1948, 


South C&rolmi I South Dikou 



SALES OF ELECTKIC ENERGY 

Number of customers 
Residefltiai or domestic 
Rural 

Commercul and mdustrul 
Public street and highway lighting 
Other public authorities 
Railroads and railways 
Interdepartmental 
Otfaen 

Total ultimate mnsumefs 
Other dectnc ucilides 


Total Custokem 


Kilowatt hour sales (tltCMSanJs) 
Residential or domestic 
Rural 

Commercul and mdustrul 
Public street and bi^way limiting 
Other public authonties 
Railroads and railways 
tncerdepartmental 
Others 

Total sales to uUmute consumers 
Other electnc utlbbes 


Revenues 

Re&dtfltul or domestic 
Rural 

Commercul and mdustnal 
Pubbe street and highway lighting 
Other pubhc autboabes 
Railroads and railways 
Interdepartmental 
Others 

Total revenues from ultimate consumers 
deCtne utilities 


South Caroljna Power 
Company 


(HCREASC OVER 
PREVIOUS YEAR 


Black Hills Power and 
Light Company 


INCREASE OVER 
PREVIOUS YEAR 



3,575^622 

114,336 


375^122 

384,061 

18,204 


746,936 

55,098 

1,282,603 

42,047 

30,069 


141,575 

13,461 

243,470 

2,793 

9,147 



Central Electric 4. 
Gas Company 



increase over 

AMOUNT 

previous YEAR 

5,882 

260 

118 

20 

2, 550 

77 

35 

18d 

22 

210 

8,607 

318 


318 

8,211 

1,694 

235 

105 

10,133 

2,294 

440 

2850 

2, 117 

545 

21,136 

4,353 

21.138 

4.354 

* 329,944 

57,983 

14, 039 

4,774 

406,118 

77,341 

27,069 

10,5940 

45, 171 

14,541 

822, 341 

144,045 


Northwesterr Publ i c 
Service Conpamy 



1,479,158 

125,464 

1,789,101 

138,159 

110,773 


3,642,655 


288,316 
34, 911 
309,999 
3,732 
17, 474 


Total Eticnuc Oferaijno Revbnuei 
































































































STATISTICS OF ELECTRIC UTIUTIES IN THE LNITED STATES FOR 'lEAR ENDED DECEMBER 31, 1948 

Electric Operating Retenues 


K IMSSPORf IjT I Li ' i ESj 
IMCORPOPATEO 


hNQicuiLLC Power 

CCHPANY 


'Te^naKC I Tcmi 

Memphis Generatins Cemtbal Power and Light 

Company Company 


I l',:EEASECrfEH I | INCREASE OVER | INCASE UVtH 

ftMC'JNT PREV 1 CU 5 YEAR AMOUNT PRE^OUSfEAR | AMOUNT | PREVIOUS YEAR | 


; SAU5 OF ELFCTWC ENEAGV 

Number of custocien 
Rejideot iocnrttiC 
Rural 

CftiBTier ol And io»iusffuiI 
PiibU 5ffc« icd highway lighting 
Other pubiii autfaontiei 
liuko^} uid riilwjyi 
Imcfiepirtincorai 
Others 

Total ultimate cofliutnen 


Total Eleotiic Opbiutinc Rbvenuis 


12,741 

1 365 

2,336 

375 



2,745 

252 

1,321 

153 

315 

54 

2 

1 

? 


51 

7 

55 

3 



w 

2 



1 


*4,la5 i 

1,543 

5,453 

6^ 




140,774 

106.066 


25,039 

863.312 


lllSl-mtrtM 


42. 

,803 


,273 

6, 

,103 


542 

1, 

,193 

1, 

,353 




A Entire output or company solo to T V.A and Arkansas Power & Light Cq 
B Represents rcihbursehent of operating expenses 


Contract r ixed charges 


Community Public Service 
Company 



Dallas Power &. Light 
Company 


SALES OF ELECTRiC ENE8GY 

Number uf ouloinen 
Reaidentul cr donieaic 
Rural 

CocuirKrcul and industrui 
Public tKKt and highwjj ligblins 
Other public authontici 
Railroads rod rojinays 
Inierdepartinental 
Others 

Tout ultuiuteooitsujiiers 
Other cicctnc utilities 


Kilowatt hour sales (/iMWuds) 
Acsidcntitil or damestic 
Rural 

Gsmroercial and mdustrul 
Public street and highway lighting 
Other public anthonties 
Railroad, and railways 
Inierdepartinental 
Others 

Toiaf sales lo ultinuteossisumers 
Other electric utilibes 



Revenues 

Eesidenlial or doroesi ic 
Rural 

Ctunmerrial and industrial 
Public street and highway lighting 
OttKT public authonlieJ 
Railroads and railways 
Interdepadmental 
Others 

Total revenues from ultinute consumers 
^'■tre'r^r- 'tin _ , 


1,677,604 
873,544 
2, 592,560 
46,229 
117,828 


245,393 
174, 926 
467, 025 
5,466 
16,776 


5, 120,820 

7,630,621 

54,895 

291,398 

132,955 


889,903 
3,532 
31, 167 
25,815 


1,756,791 
19, 144 
2,852, 368 
61, 542 
404, 243 
12, 908 


5, 106, 996 


320, 493 
131,449d 
327,946 
6,239 
23,406 
20, 660d 
713d 


6,358,066 971,736 

12,571,115 1,512,041 

115,680 14,550 

219,596 14,946 






















































STATISTICS ELECTRIC LTLLITIES I\ THE LMTED STATES FOR TEAR ENDED DECEMBER 31, 1948 

Electric Operating Ret enues t « i»i 



ITEM 

-‘OJSTQN LiO"T I NS Jl 

Power Cghpahv 

Southwestern Elecihil 
Sep/ilE Compact 
(A] 

Southwestern Gas ano 
Electr i c Company 

Southwcsyern Public 
Service Cohpany 

L 

f 

N 

£ 

N 

0 


I*iCREA5E Ql^IR 
PREVIOUS ftftP 

AMOJir 

INCREASE OVER 
PftEjtCUS year 

AMOUNT 

IHi 


INCREASE Oli-ER 
PP?EVI0US YEAR 


S \LES OF ELECTRIC ENERGY 

Number ol customers 

Restdenlial or doncSviL 

Rural 

CorrnwrCial and industrial 

Public street ind highway lighting 

Other public authorities 

Railroads and railways 

Irtcrdcpartncnal 

Others 

Total uitimare cemsuroers 

Other tltgfic Mlilmti 

179,962 

39,772 

29,277 

264 

1,155 

i 2 ,fi=e 

6,177 

2,638 

33 

'’I 

14,032 

1,236 

3,675 

21 

110 

1,091 

89 

152 

1 

1 

106,632 

21,830 

130 

449 

1 

10,070 

1,5850 

1,682 

4 

24 

77,412 

7,416 

20,687 

166 

732 

8,280 

1,089 

1,816 

5 

97 

2 

3 

4 

3 

6 

T 

& 

9 


21,362 

1 

19,324 

4 


■ 

46 

537195' 

11 

106,413 

44 

11, 287 

12 

B 



2“ 1.863 

19 . 328 

1.334 

129. 138 

10.206 

106.457 

11.299 


1 

Kilowatt hour sales {thouiands) 










H 

Rcsidemtil or domestic 

263,402 

41,706 

13,766 

2,154 

122,259 

18,516 

90,703 

16,000 


ij 

Kuril 

92,937 

19,809 

1,160 

149 


1,7250 

51,084 

10,756 

13 

I4 

Commercial and industrial 

1,254,771 

61,477 

22,001 

4,425 

435,658 

67, 148 

613,165 

99,600 

14 

15 

Public street and highway lighting 

7,111 

1, 231 

1,159 

281 

5,236 

373 

4,625 

608 

15 

lb 

Other public authorities 

181,489 

39,045 

4,678 

620 

21,061 

3,510 

37,065 

2,909 

16 

17 

Railroads and nilways 

795 

4040 



14,260 

160 



17 

IB 

Interdepartmental 









IS 

19 

Others 










n 

Tctil ulo to ultirtutt coniumcra 

1,800,505 

162,864 

42,764 

7,629 

598,474 

87,806 

796,642 

129.873 

20 

M 

Other electric ufiiities 

90.576 

42.477 

6.450 

2.455 

81.403 





M 

Tot^l KtLfreATT Hotju Sales 

— Wl ■ !■ 

1 1ll w HI 

49.216 

10.087 

679,870 

M r Bill 



m\ 

1 

Rri enues 

i 


i 


t 


$ 



,9 

Residential oc domestic 

6,793,390 

942,723 

544,509 

59,095 

4,639,793 

639,672 

3,502,285 

541,839 

2i 

24 

Rural 

2,389,376 

465, 109 

48, 121 

4,596 


74,4840 

1,011,563 

180,168 

24 

23 

Commercial and industrial 

14,940,839 

1,401, 548 

686,405 

99, 137 

7,801,448 

1,061,572 

7,923,373 

1,260,430 

25 

26 

Public street and highway lighting 

195,505 

29,557 

16,226 

1,911 

161,420 

12,239 

94,779 

11,988 

26 

27 

Other public autboncies 

1,563,099 

288, 333 

56,731 

5, 136 

278,649 

38,244 

424,954 

33,502 

31 


Railroads and railways 

9,249 

5,2310 



150,612 

3,896 



23 


Interdepanmental 









29 

1^9 

Others 









}0 

31 

Total revenues from ultimate consumers 

25,891,458 

3,122,039 

1,351, 992 

169,875 

13,031,922 

1.681,139 

12, 956,954 

2,027,927 

}1 

32 

Othtf clKtTK Utllltl^ 

1 ■ 1 1 1 



14,580 

504,906 


1.142.922 

4R2.6S4 

51 

m 


— 1 m i ■ 1 III 


—ITTW n 

184,450 

13,536,830 


Mil 

2 , 510, 504 

3J 

34 

Other elccmc revenue! 


’336; 651 

^ 2'. 856 

l'.3Q2 

11?, 404 

17;o?5 

■ 114,' 360 

71' 524 


33 

Total ELtCTUC OeeiLATtNC RrvtTNUES 

mm wHii !■ 



■■1 mil 

13.649.235 

^.S52.77i_ 

14.214.246 


55 


A Report for tear enoeo Aug 31, 1948 



Texas Electr i c Servi ce 

COMPANT 


Texas Hydro Electric 
Corporation 


SALES OF ELECTRIC ENERGY 

Number of ootomeri 
Rejideotul ot domestic 
RutjJ 

Commercial and industrial 
Public street and higfawajf lighting 
Other public auchonctes 
Railroads aod railways 
Intefdepartmefltal 
Others 

Total uUimate consumers 
Other electnc utilities 


Total CiHTOMgRS 


Kilowatt hour saks {jbtmiimdi) 
Resideotul or domestic 
Rural 

Commerctal and lodustnal 
Public street and highway lightuig 
Other public audionhes 
Kulroids and ntfwap 

Inter departmeobd 
Others 

Total sales to ultiniate consumers 
Other elortnc utilities 




Revenues 

Residenbal or domestic 

Rural 

GMniocrCial and industrial 
Public street and highly lighting 
Other pubUc authorities 
Railroads and railv&p 
Interdepartmental 
Others 

Total reyeoDcs from ultm^te cemsumers 
Other electric utilibes 


amount 

increase over 
PREVIOUS year 

121,026 

15,947 

19,699 

213 

331 

9,317 

2,363 

1,507 

48 

24 


166,602 

27,777 

817,023 

10,364 

41,559 


1,063,325 


5,878,574 

1,131,028 

11,357,472 

137,492 

452,919 


Texas Power Corporation 


INCREASE OVER 

previous YEAR 




162,050 

44,354 

609,134 

9,884 

44,857 

15,426 

22,458 
8,777 1 
66,036 
1,101 
6,456 
5710 

1 

1 

885,705 

104,257 



20,499,664 


907,539 
377,315 
1,211,962 
18,648 
69,655 
4, 8590 














































































Tcxu Uuh 
VtnBonc 


brAliiilCb Oh ELECTRIC UTILlilES IN THE UNITED STATEE FOR YEAR ENDED DECEMBER il, 

Bhctnc Operating Revenues 


Wist Tixjis Utilities 
COHF'/H' f 


Southern Utah Poveb 
Company 


Telluride Power 
Company 


Utah Power 4. Light 
Company 



A Company AcauiREO by New England Power Co on July 28, 1948 















































































X 1 v/i\. 




Electric Operating Revenues Virpnn 

^ ° Waihmyton 


H 

N 

0 

ITEM 

Braddock Light i Power 
C oHPAHv, Incorporated 

East Coast Electric 
Company 
(A) 

Eastern Shore Publ i c 
Service Company or 
Virginia 

Northern ViRs IN lA Power 
COHPANT 

r 

N 

E 

N 

0 

AMourrr 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 


SALESOF ELECnilC ENERGY 











Nmnber of castoam 










1 

Oe^iAenliil Qf <lomC3tff 

1,910 

1 

11,033 

1,836 

5,538 

425 

6,727 

307 

1 

2 

Kuial 





303 

148 

10,345 

1,409 

2 

3 

Commerciai and induatnll 

365 

12 

2,703 

221 

1,701 

59 

1,469 

59 

3 

4 

Public jlreet lod highwiy lighting 

2 


33 

1 

12 

1 

27 

4d 

4 

5 

Other puhbc autbontts 



185 

5 

9 

1 



5 

6 

Railnmls and nilvayi 









6 

7 

lotcnkpirtiDenUi 





1 

2o 



7 

8 

Otben 



3 

1 





B 

9 

Total oltmiatt oosunKo 

5,277 

13 

13,957 

27 DS 4 

7,564 

632 

18,568 

1,771 

9 

10 

Other cIcctrK utilities 

1 


5 

1 



5 


to 

11 

Total Customeas 

2.278 

13 

13.962 

2.065 

7.564 

632 

18.573 

1.771 

11 


Kilawae^iMur Aler (/6«u«ad>) 










12 

Residential or domestic 

2,392 

107 

13,082 

2,847 

5,681 

1,146 

13, 287 

2,398 

12 

13 

Rural 





314 

177 

17,905 

4,392 

13 

l4 

ConifflCTCial and industrial 

100,392 

6,485 

8,717 

1,706 

7,953 

2,210 

53,222 

4,027 

14 

15 

Public street and higbvij b^hting 

161 

7 

404 

54 

299 

51 

817 

26 

15 

16 

Other public authorities 



745 

149 

3,432 

335 



16 

17 

Railroads- and rziiwajrs 









17 

18 

Interdqwtmettfaf 





820 

1,3420 



18 

19 

Others 



111 

86 





19 

20 

Total sales ta uidmate CDOSomea 

102,945 

6,599 

23,059 

4,842 

18,499 

2,577 

85,231 

10,843 

20 

21 

j Other electric utilities 

149.423 

51.836 

8.487 

2.271 

51 

51 

12.133 

3.206 

21 

22 

' Total Kilowatt Hoii« Sales 

252.370 

58.438 

31.548 

7.117 

18,553 

2.630 

97.366 

14,051 

22 


Rcrexiuea 

t 


4 


i 


t 



23 

Resrdentiai or domestic 

66,879 

2,017 

644,225 

122,876 

280,874 

38,380 

403,349 

51,744 

23 

24 

Rttfil 





16,862 

8,805 

640,012 

136,553 

24 

25 

Comroenlia] Ifld ifldustnll 

1,097, 921 

123, 498 

381,019 

61, 692 

307,560 

65,275 

924,826 

100,123 

25 

26 

Public street and highway lighting 

6,594 

308 

9,064 

650 

15,549 

2,627 

27,549 

1, 197 

26 

27 

Other public aulbonbes 



28,571 

3,959 

58,413 

9,763 



27 

28 

Railroads and railways 









23 

29 

Interdepartmental 





11,578 

19, 1670 



29 

30 

Others 



2.138 

1.148 





30 

31 

Total revenues from oitunare consumers 

1,171,394 

125,823 

1,065,017 

190,325 

690,836 

105,683 

1,995,736 

289,617 

31 

32 

Ocher electric utibties 

1.462^0 

599, 104 

100.843 

_ _ . 27.652 

lp029 

1 0?9 

114,494 


32 

33 


2,633.735 

724,928 

1.165,863 

217,980 

691.868 

106,714 

2,110, 231 

315,482 

33 

34 

Other eleccnc revenues 

2,533 

916d 

8,625 

1,410 

1,747 

'720 

3i;267 

i;700 

34 

3> 

» TOTALELECTIUC OUEHATlNCRliVENUES 

2.636.268 

724.011 

1.174.488 

219'. 391 

. . 693,616 

^Q2.43i_ 

2.141,492_ 

317' 1R? 

35 


A Report irtfLECTS *cQinsuioN or properties of Tidewater Electric 
Service Co ; forherly leased to responoert, acquired Apr 30, 1947 


Virtim* I WAiinngton 


L 

r 

N 

E 

h 

0 

ITEM 

Old Dominion Power 
Company 

Virginia Electric and 
Power Company 

Pacific Power &. Light 
Company 

(M 

Pug et Sound Power &. 

Light Company 

1 

N 

E 

N 

0 

amount 

INCREASE OVER 
PREVIOUS YEAR 

Amount 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS YEAR 

AMOUNT 

INCREASE OVER 
PREVIOUS year 


SALES OF ELMCnUC ENERGY 











Number of custorons 










1 

Kcsidential or domestic 

6,409 

452 

357, 598 

25,066 

91,985 

9 , 127 

238,531 

2,181 

1 

2 

KunI 

4,263 

568 



21,730 

639 

4 

9d 

2 

3 

Commeraal and mdustnal 

1,374 

105 

57,310 

3,249 

21,358 

3,408 

29,291 

3570 

3 

4 

Public street and highway lighting 

11 


262 

22 

190 

50 

186 

14 

4 

3 

Other public authorities * 

85 

9 

3,146 

294 

76 

20d 

140 

5d 

5 

6 

Railroads and railways 



2 


2 


1 


6 

7 

loterdepaftnentil 





1 




7 

3 

Olberj 

1 

1 







8 

9 

Total ultimate consumers 

12,143 

1,135 

418,318 

28,631 

135,342 

13,149 

268, 153 

1 , 824 

9 

10 

Other electnc utilities 

1 


39 

3 

5 


10 

2d 

10 

n 

Total Customeu 

12. 144 

1.135 

418.357 

28.634 

135.347 

13,149 

268,163 

1,822 

11 


Kilowatt hour sales (thausanJj) 










12 

Residential or domestic 

8,847 

2,001 

616,340 

95,837 

361,085 

67, 916 

933,167 

122,109 

12 

13 

Rural 

3,821 

1,022 



97,180 

6,644 

7,998 

9,392d 

15 

14 

Commerciil and industrial 

54,908 

2,063 

1,396,354 

123,913 

695,681 

214,238 

1,092,291 

9,356 

14 

15 

Public street and highway lighting 

415 

31 

14,833 

2,368 

6,503 

1,407 

6,497 

451 

13 

16 

Other pubbe authorities 

653 

160 

223,635 

22,303 

3,154 

4820 

72,648 

16, 8480 

16 

17 

Railroads and railways 



18,069 

20,7340 

1,275 

360 

39,627 

2,063 

17 

13 

InterdepartmentaJ 





196 

62 



IS 

19 

Others 

21 

10 







19 

20 

Total sales to ultimate consumers 

68,665 

5,287 

2,269,431 

223,687 

1,165,074 

• 289,749 

2,152,228 

105,739 

20 

21 

Other electric utilities 

5.658 

3.319 

157.. 546 

34,377 

52,317 

152, 13-Id 

98,067 

12,0.5? 

2t 

22 

Total Kilowatt Hou* Sales 

74.326 

8,609 

2.426.979 

258,064 

1.217.393 

137 ; 619 

2,25Q;297 

117,791 

22 


Revenues 

s 


$ 


t 


4 



25 

Residential or domestic 

298, 065 

50,181 

18,034,485 

1,884,749 

5,316,758 

794,164 

13, 016,613 

998,354 

23 

24 

Rural 

158,682 

35,388 



1,752,769 

20, 3790 

66, 281 

84,229d 

24 

25 

Cocnmercia] aod industnaJ 

976,957 

108,341 

24,252,357 

2,758,160 

7,179,524 

1. 933,065 

12,603,413 

311, 883 

25 

26 

Public street and highway bghtisg 

12,416 

582 

416,737 

60,219 

177,029 

36,542 

198,218 

13,173 

26 

27 

Other ‘pubfic aotbontics 

17,736 

3,555 

2,549,733 

407,870 

37,254 

7,945o 

623,115 

159, 8220 

27 

28 

Railroads and rtiTways t 



216,376 

262, 18 O 0 

18,588 

387 

402,638 

38,656 

28 

29 

Interdepartmental 





1,961 

624 



29 

30 

Others 


523 







30 

31 

Total revenues from ultimate consumers 

1.466,015 

198,570 

45,469,708 

4.848,818 

14.483.683 

2,736.458 

26,910.278 

1, lie, 015 

31 

n 

Other electric utilities 

60.238 

37 ' 126 

1^674’ 574 

352 ! 039 

356.200 

352’ 363d 

478.489 

35.514 

32 

n 


1.5261256 

235.697 

47. 144, 285 


14.840.086 

2.384.097 

27.388.770 

1.153.529 

33 

m 


■■■■■iesiqh 

1.1840 

259.054 

23.4010 

179.339 

32.966 

204.209 

15.510 

3d 

IL 


1.542.958 

234.513 

47.4O3.339 

5.177.457 

15.019.426 

2.417.063 

27.592.980 

1.169.039 

35 


A Report reflects acquisition of Northwestern Electric Co • 
May 31, 1947 ’ 


acquired 




Wtihington 

Virynii 


Electnc Operating Rgtenues 

Waihing:ton i V(c« Virjinu 


rt/ASHINGTO-N WatCP POWER 
Company, The 


INCREASE OJER 
PREVIOUS fEAR 



Appalachian Electric 
Power Company 
(A) 



4,689,742 

1,320,208 

6,128,433 

241,893 

332,900 

22,768 

598, 256 
139,520 
596,945 
37,945 

30,190 

6,8410 

^ 12,825,716 

31,350.918 

317,668 

849,808 

17,351 

2, 288, 264 

3,752,043 
21,597 
105, 2660 
17,385d 



45,361,461 
8.663.007 
?A,. 024,47? 

427,941 

54.452.414 

5, 939, 253 
1.914.700 
7.853.954 
-■ 72,460. 
7.926.415 


Report reflects acquisition or Houston River Power Co , acouireo 
June 30, 1946 

Company operates the Windsor steam electric generating station for 
THE ACCOUNT OF ITS TWO OWNERS, WEST PEHN POWER Co AND Oh 1 0 POWER CO , 
AND IS REIMBURSED BY THEM FOR ALL OPERATING EXPENSES 


Beech Bottom Power 
Company, Inc 

(si 




SALES OF ELECTRJC LWERGY 

Number of cu$tomer3 
Residential or domestic 
Rural 

Cotnmofcii! and mdustrul 
Public atfect and highway lighting 
Other pubUc authorities 
Railroad wd railways 
Interdepartmental 

Others 

Total ulfinutc consumers 
Othei; electric utilities 


Kilowait hour sales QthofiSanJ}) 
Residential or dotnesltc 
RunI 

Commercial and industrial 
Public street and highway lighting 
Other public authonties 
Railroads and railways 
Interdtpartmenfal 
Others 

Tout jales to iiRinutc consumers 

Other electnc utilities 


lXilowatt Hoiit Sal 


Revenues 

Residentui or demesne 
Kuni 

Cominercial and industrial 
Public street and highway lighting 
Other pubk authorities 
Railroads and railways 
InterdepatKWital 
Others 

Total revenues from ultimate consumers 
Other electric utilities 


WEST Virgin ia Power and 
Transmission Company 

(A) 


INCREASE OVER 
PREVIOUS YEAR 


5,013, 102 
377,040 
13,149,761 
200,001 





633,344 

42,727 

1,859,994 

16,084 

95,8470 

6,011 

480,324 

878,435 

1,534,323 

37,120 

41,943 

153,321 

109,978 

1,569 

2,462,313 

2,930,202 

306,811 




Company has no utility plant but leases and operates the Lake Lynn 
hydroelectric generati ng* stati on owned by West Penn Power Co- 




























































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31 1948 

Electric Operating Revenues 


Consol \ dlted Water 
Power Companv 


INCREASE OVER 
AMOUNT 1 PREVIOUS YEAR 


Interstate Light and Interstate Power Company Lake Superior District 

Power Company or Wisconsin Power Company 


SALES OF ELECTRIC ENERGY 

Nwfflbcf of customers 

Residendzl or domestic 
RuraJ 

Commerciai and industrial 
Public street and highway hghting 
Other public authorities 
Ratlro^ and railways 
Interdepartmeotal 
Others 

Total ultimate consumers 


Kilowatt hour sales {thousandi) 
Residential or domestic 
Rural 

Commercul and industrul 
Public street and highway lighting 
Other public authonties 
Railroads and railways 
Interdepartmental 
Others 

Total sales to ulunutc etjnsumers 
Other electric utilities 


ReNenues 

Residential or domestic 
Rural 

Commemal and mdustnal 
Public street and highway lighting 
Other publu: authonties 
Railroads and railways 
Interdepartmental 
Othen 

Total revenues from ultimate consumers 
" her electric i 



51,993 

30,1850 

34,227 

86.222 


* 19,671 

4,081 
417,499 
332 
374 

3,771 

366 

60,3230 

14 

29 

441,957 

386.507 

56,143d 

53.781 

828.466 

2.3600 


106.049 


105.688 


114,995 

66,726 

206,738 

13,089 

333 


830,278 

309,709 

2,498,098 

79,551 

46.342 



102, 245 

11 

52, 014 

24 

343,911 

25 

14,001d 

26 

21,332 

27 

28 

29 

30 

505,501 

31 



Madison Gas and Electric 
Company 


INCREASE OVER 
PREVIOUS YEAR 


SALES OF ELECTRIC ENERGY 

Number of customers 
Residenbol or domestic 
Rural 

Commercial and industrial 
Public street and highway lighting 
Other public authonties 
Railroads and railways 
Joterdepaitmenul 
Others 

Total ultimate consumers 
Other electnc utilities 


Total Customers 


Kilowatt hour sales i^thousandi) 
Reaidentu! or domestic 
Rurl 

Comix cial and industna] 

Public street and highway lighting 
Other public authonties 
Railroads and railways 
Interdepartmental 
Others 

Total sales to ultimate Consumers 
Other clcctnc utilibes 




Revenues 

Residential or domestic 
Rural 

Commercial and mdustru) 

Public street and highway lighting 
Other public authorities 
R^lroads and railways 
Interdepartmental 
Others 

Total revenues from ultuhate consumers 
Other dertnc utilities 




Total EutaAic OptRATiNC Rdvenijei 


Menominee and Marinette 
Light and Traction Company 


INCREASE OVER 
PREVIOUS YEAR 





971,858 

375,505 

1,429,150 

73,696 

141,490 






115,574 

10,4230 

125,949 

3,619 

15,205 



331,145 
84,565 
552,289 
31,005 
24 826 


1,023,630 






100,974 

22,607 

260,820 

6,492 

6,870 

16, 136 
5,033 
4,037d 
855 
61.1 

397,763 

18,598 


S 1 W1 1 


t 

2,732,t59 
083,486 
4,344,656 
237, 182 
92,198 

367,793 

148,223 

316,320 

6,487 

9,354 

8,289,681 

1.541.005 

9.836.689 

105.149 

848,177 

508.715 

1.356.895 

14.083 

9.935 .836 

1,370.978 
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Electric Operating Revenues 


SUP£RIQR WATEfi. LISHT WI SC OMS . H ELE C t R « C Pdw £« W , 5 C OR S 1 H Ga S i E L EC TR 1 C W I S C ON S I N H YOB O^E L £ C TR I C J 

AND Power Company Company Company 


IHCREASEOVER 
AMOUNT I PREVIOUS YEAR 


SALES OF ELECmiC ENERGY 

Mun^r of cwtomcn 
ResuicotuI or docncstK 
Rutil 

CommcTCuJ and indusnal 
Public tircrt and highway lighting 
OiScr public authorities 
Riiiroads and railways 
Interdepirtrocfltil 
Otbers 

Total ultonate OWUunien 



LAUwai.v.iima 


BSKEEII 


ICtlowatt hour sales {thatsanJi) 

RendentuI or domes^ 

Rarad 

Coounertal and industrul 

PubliL istfeet and highway lighting 

Other public luthoxitKS 

Railroads md railways 

Interdepartmental 

Others 

10,541 

42,292 

757 

Tctil sales to alfimite cmuucnen 

Other elcrtriL oliUties 

WtUBB 

Total KaovArr Houa Sales 


Revenues 

t 

Re&idetUui or dc^nrstjc 

401,802 



251,010 

3,T/7 

30,207 

620 

32 

4 


439,514 

20,949 

1,393,053 

36.985 

e7,943 

110.070 





amount 

INCREASE OVER 
PREVIOUS YEAR 





15,896 

51,387 

850 

i 

11,004,066 
503,7X2 
22,158,549 
722,875 
340,659 
1, 220,812 

68, 133 

35,949,673 



100,706 

61,264 

210,153 

12,852 

8 

2,522 


2,751,232 
1,714,345 
4,218, 498 
288,990 
342 
29,679 




296,582 

152,757 

477,610 

14,961 

67d 

3,351 


8,493 

1,405 

6,316 

1,323 

15,553 

203 

554 

55 

489 

2 

31,405 

2,988 

11 . 184 



802. 

t 

269,299 

28,909 


272,782 

427,847 

24,533 

13,889 





Wisconsin Michican Power 
Company 


increase over 

PREVIOUS YEAR 


WISCONSIN Power and Light 
Company 


INCREASE OVER 
PREVIOUS YEAR 


Wisconsin Public Service 
Corporation 


increase over 
previous year 


Cheyenne Light, Fuel and 

Power Company 


SALES OF ELECTRIC ENERGY 

Ntunbef of custonien 
Reiidentul or doniesbc 
Rani 

Cormocrcul ind lodLutrui 
PuMic RtHt ind hifhwijr 
Othor pidWio ^tbonria 
Rjitriuda and radwajn 
Inrerdepartmefltfll 
Olhtrs 

Total ultitiuto cotumners 
Other electric utditws 








tfdfcfcfcii 


Kilowatt hour sales (liaMianit) 
Kesideotul or domestic 
Rural 

Comitiercial and mdiistnal 
Puhlic stjeet and highway lighting 
Other public authonbes 
Railroads and railways 
Inre/depaitmefltal 
Others 

Total sales to ultimate consumers 
Other electric uliJiti 



146,036 

85,099 

277,803 

8,871 

1,307 



109, 102 
70,025 
379,310 
7,142 
13,409 



EftRlpyjll 


8,003 
87 
1, 490 

1 

3 

329 

17 

;a2 

9,584 

428 


',428 

13,293 

1,711 

295 

104 

28, 183 

1,081 

430 

31 

826 

780 

43,027 

2a 849 


. -£ae^l 


Revenues 

i 

Residentrai or domestic 

1, 570, 593 


678, 026 

Commercial and lodustnal 

3,702,658 

Public Street and highway lighting 

153,642 

Other public authorities 

767 

Rjrlroads and /ulways 


Interdepartmental 


Others 


TotaJ revenuef from ultimate cemiumert 

6. 105,686 

Other clertnc utilities 

1.147.224 


190,310 
79,558 
585, 879 
9,703 
126 


4,688,812 

3,326,100 

6,678,394 

429,500 

30,002 


513,062 

487,017 

745,841 

20,755 

4,652 


3,420,695 
2,730,287 
6,220,431 
230, 510 
189, 569 


332, 563 
319,835 
646,614 
14,553 
13,449 


T.-iP.fltsyaatLMilfi'ucraew 


■raifcte'tj i 

lEKSaj 





368,406 

8,740 

592,755 

20,021 

16,695 


1,006,617 



Includes ^117,442 revenues from sale of steam. 
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Electric Operating Revenues 


341 

Wyoming 


Southern Wyoming Utilities Western Public Service 
Company CompahYj The 


INCREASE OVER 
PREVIOUS YEAR 


SALES OF ELECTRIC ENERGY 


INCREASE OVER 
PREVIOUS YEAR 


INCREASE OVER 
PREVIOUS YEAR 


INCREASE OVER 
PREVIOUS YEAR 


Kumber of costotners 
Rfsidefitial or dome^ 

Runl 

Coomercui and mduitnil 
Public street and highway lighting 
Other public authonties 
RiiJroids and railways 
Interdepartmental 
Others 

Total ultimate consumers 


Kilowatt hour sales ((bousantij) 
Residentul or domestic 
Rural 

Commercui and induatnal 
Public street and highway lighting 
Other public authorities 
Railroads and railways 
Inteidepartmeatal 
Others 

Total sales to ultimate consumers 
Other electric utilitia 




Revenues 

Residential or domestic 
Rural 

Commercial and industrial 
Public street and highway lighting 
Other public authorities 
Railroads and railways 
Interdepartmental 
Others 

Total revenues from ultimate consumers 
Other clectnc uhliti 


5,794 

Z 

14,906 

591 

733 

1,303 

1,548 

57 

74 

4, 247 
237 
7,553 
281 
30 

26 

22,026 

2.982 

12,374 

384 

109 



57555" 

12.376 

194,624 

46, 146 

% 

180,972 

200 

39 

8,675 

388, 119 

35,055 

205,386 

16,526 

107 

14,532 

24,291 

1,939 

613 



115 


83, 286 
3.337 
66,624 
719 

410,293 

410.296 

531 

639.644 

87.343 



INCREASE OVER 


INCREASE OVER 


PREVIOUS YEAR 

AMOUNT 

PREVIOUS YEAR 

AMOUNT 


INCREASE OVER 
PREVIOUS YEAR 


SALES OF ELECTRIC ENERGY 


Number of customers 
Residential or domestic 
Rural 

Commercial and industrial 
Public street and highway lighting 
Other public authorities 
Railroads and railways 
Interdepartmental 
Others 

Total ultimate consumers 
Other electric utilities 


Kilowatt hour sales {thonwidj) 
ResidentuI or domestic 
Rural 

Commercui and mdustnal 
Public street and highway lighting 
Other public luthonties 
Railroads and railways 
Interdepartmental 
Others 

Total sales to ultimate consumers 
Other clectnc utilities 


Revenues 

Residential or domestic 
Rural 

Commercui and industrial 
Public street and highviiy lighting 
Other public authorities 
Railroads and railways 
Interdcpartmenul 
Others 

Total revenues from ultimate consumers 
Other dectnc utilities 


revenues 





































SECTION V 

ELECTRIC OPERATING EXPENSES 





STATISTICS OF ELECTRIC imUTIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electnc Operating Expenses 


Alabama 

PowEf! 

Company 


Al«bainA Amooi . _ 

Birmin5Ham Arizona Arizona 

Electric Ecisoh Power 

Company Cohmany, Inc Company, The 

(C) 


Central 
Ar I ZONA 

Light and 
Power 
Company 


C l T I ZENS 

Utilities 

Company 

(B) 


Goutitmg and datnc eqiupcictt 
ToCit maintenance 
MiscelUncouj 
Rents 

Stcufl from Other s^irfCS 

Stenji trans/erred-~Cfcdit 

Joint expecacs— Debu 
Joiot apHses— Cmfit 
TotaJ miscelUfiCOus 


Total Prodlction Expenses— Stbam Powu 


Hydfauiit power 
Opccatjoa 

SupeP'uioo and engineering 
Station libor 
Water (or poi^er 
Supplies and orpemes 
Total operation 
Mainteoance 


Saptfvuicm ind cnginttnng 

33, 149 

Structuro ind improvement! 

57,414 

Reservom. dims »nd waterwiys 

43,46] 

Ceieruiiig and eieanc equipmenc 

205, 528 

Roads, lailfoadl and bndges 

4.288 

Total iniintenAnCe 

344 . 848 

Mucdlaneous 


Rents 

201 


Joim QpenKs— Detnc 
Joint apoises— Credit 
Total iBiicdUaeous 


Total Pioouctwk ExfENSEs—HvDUuucPowu 


Intenul cooibaitioa engine power 
Operation 

SopefTisioa md engmeenag 
Station labor 
Engine fuel 
Sopphes and expenses 
ToU! operatitti 
MainteoitKe 

Supervision and edgmeenog 
Structure} and (rnprovemeots 
Fuelholden prodocers andaccessone) 
Oenenuag ind dectne ecpirptnent 
Total mainfenaDce 
KfisceUancoos 
Rents 

Joint cipcflscs— Debit 
Joint ocpcftsea— Credit 
Total miscellaneous 


Total Paod Exps — Inthinal Come, Eng. Poitbl 


Purchased power 
foterchange power 
Other apoues 
Joint expenses— Debit 
Joint expenses— Credit 
Total other production expenses and oedfl^ 


TRAMSMISSION EXPENSES 
Opentioa 

Supervision and engineering 

Load dispatching labor and expenses 

Stations 

Lines 

Total operation 
Maintenance 

Supervision and engineering 
Structures and nnprovements 
Station wjuipincnt 
Overhead system 
Underground system 
Roads and trait; 

Total nuiptetuince 
Miscellioeous 
Rents 

Joint expdwes^Dchit 
Joint expenses — Credit 
Total miscellaneous 


: TucsoM Gas, 

I Electric 
Light and 
Power 

I Company, The 



B Report reflects acquisition or Bangor Gas Co 

1948 

C 1947 DATA 


acquired Nov 29, 


A Represents reimbursement of cost of emergency generation for 
Alabama Power Co 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Expenses 

AUtimi I AraoM 



i 


DiffnaBunON expenses 

Operxbeo 

Svptffnsion aod ec^meenag 

diSpucEiog labor *ad expecws 
Distnbattto ofice ap«osa 
Seafwi^ 

Storage btttem 
T-]n« 

Services OQ cuAomen prcffluci 
Street Lghtiog and signal systeau 
Totzi opetatioa 
Maintenance 

SvpervisiQQ and engmecring 
StriKtuies ud unprovenKSts 
Statioa e^upment 
Stonge battay e ^iM ptbatt 
Overbead system 
lindergrouod system 
hne uanshmers and devices 
Services 
Metecs 

1 Icsotlations on customers premises 
Leased property on custoooen prunises 
Street lighting and aignal system. 

Total nmotenance 
Mtscellaoeous 
Rents 

Joint expenses— Pefan 
Joint expenses — Credit 
Total auscellaAcous 


Totxl DuTwaimoN Expenses 


CUSTOMEKS- ACCTING AND COLLECTING EXPS 

&^»ervisioa 

Ctftooers cooeracts and ordos 
Oedit iovestigatioas and records 
Meter reading 
Collecting 

Customers bfUing and tccounong 
MdcelUoeous expenses 
UocoUectible accouob 
Iflenb 


Total Customw Accountwand Coil. Exps. 


SALES PROMOTION EXPENSES 
Supervision 

SaJanes aad coQurmsioos 

DemoosCratioa 

Advertising 

MiscelUneous sales opeoses 
Rents 

Merchandising, fobbing, and contract woci 


Total Sales Piomotion Expenses 


ADMINISTRATIVI AND GENERAL EXPENSES 
Silanes of general olEcen and executives 
Other general oBfice salanes 
Expenses <4 general ofiuera 
Expenses of general ofBce enpJoyets 
Geaeral oEice supplies ud expenses 
Management and supervision feq and expeoies 
Special service* 
legal services 

Regulatory commusioQ expenses 
Insurance 

Injuries and damages 
£inpIo)«ei wel/irc expciua 
Pcmioos 

Miscellaneous general expenses 
Maiotenaijceof general property 
Reots^ 

Cooinmsions paid under agency sales cooUadi 
Franchise requirements 
Duplicate miscellaoeous chargesvCiedit 
Adnuoistrative and general expenses trans/erred— Credit 
Joint expenses— Debit « 

Joint expemes — Credit 


Total Administrative and Gkkerai Expenses 




A Undistributed labor expense 


Alabama 

Power 

COMPANT 


Birmingham 
Electr I c 

COHPANT 


Arizona Arizona Central 

Ed ISON Power Ar i zona 

Company, Inc Company, The Light and 
(C) Power 

Company 




20.016 

1— 1 III ll ■ 


1.389 

1.389 

16.019 

16.019 

953 

953 







B. Report reflects acouisition of Bangor Gas Co , acquired Nov 29, 
1948 

C 1947 DATA. 







































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Electric Operating Expenses 


Arkaxsas- 
Hissour 1 
Power 
Company 


Arkansas 

Power &. 

L I GHT 

Company 


Arli»tuA« I CAlifornii 

Arkansas Arklahoma Citizens California 

Utilities CorporatioNj Electric Electric 
company the Company Power 

(B) (c) (B) Company 


Cal 1 f orn i a- 
Pac IF I c 

Ut 1 L I T I ES 

Company 


Coast 
Count i e3 
Gas and 
Electr 1 c 
Company 


PRODUCnOV EXPENSES 
Stcun powR 
OpcaticiQ 

SupeTfUiOQ iod mgroccnn^ 

Suiioo Ubor 

FikI 

Waiec 

3uppJi«i ind expenici 
TotAl opention 

Maintccuffl 

SupcrvijHXJ and en^ftctfing 
Structufo And unptovejncntj 
Boikc plant ef:{uipRK&t 
Gentf attcg and electnc 
Tout mauitcnii*(c 
MotflUncoiu 
lUnts 

Steam froni other wurcfl 
Steam transferred — Credit 
Joirtf expenses— Defalt 
Joinf apcnscs— Oedit 
ToUl miscei/aneocu 


Hforaulu. power 
OpeotioQ 

Supervision and enginecruig 
Station labor 
Water for ptrwer 
Supplies and experues 
Total opcmioa 
Maioteiunce 

Supcrvisron and cngicwenng 
Structures aod improvements 
Reservoirs dims and witerwafs 
Generating and elettru; equipoeot 
Roads railroads aod brrdgei 
Total maintenance 
Miacellaoeous 

Rents 

JotiU expenses— Debt 
Joint cxptoici— Credit 

Total mtKdliocofls 


Total Pkmu-ctwn ExpewsEs— HYPsut/uc Pova 


totcmii combustion engine posver 
9peratioo 

SupervuKm and eogmeenng 
Station labor 
Engine fuel 
Supplies and expeoses 
Total opnratKKi 
Maintenance 

Supervuion and engweenog 
Stnsctures and improveroents 
Fuel holders preducen and acceswnes 
Genennng and declnc eepupment 
Total ffiaiatenacce 
Miscellaneous 
Rents 

Joint expenses — Debt 
Joiot expenses— Credit 
Total miscellaneous 


Total Prod £3cps — Ikt^ksal Comp Ewl Povm 




1, 250 

5 

1,020 

642 

15 

30 

11.702 

17.524 




15,805 

1,545 


15,132 

922 

1, 130 

57'411 

12,690 

8,176 

17,795 

5,457 

495 

2.782 

196 

987 


20.813 

1^7789 



51 

506 

342 

5,344 

47 

8,915 


117 

544 

37 

267 


240 

86 

8.473 




transmission expenses 

Operation 

Supervision and engineenng 
Load dispatching labor and expenses 
Stations 
Lnes 

Total operation 

Maintenance 

Supervision and engineering 
Structures and unpravements 
Station et^uipment 
Overhead system 
Underground system 
*Roads and trails 
Total maintenance 
Misceilaneour 
Rents 

Joint cxpetlscs— Defalt 
Jomt expenses—Oedit 
Total miscellaneous 


A, Excludes rent RErERRCo to in note (a) to item 96 

0 Not an electric operating company, electric plant and property leased 
TO Arkansas Power i Light Co 


1,118,312 50 


51 

3.901 54 


3,720 57 
7,865 38 
16,324 159 
So 
fii 


Not an electric operating company, plant and property operated 
UNDER JOINT lease BY ARKANSAS POWER & LIGHT Co , OKLAHOMA GAS 
4 Electric Co , ano Southwestern Gas 4 Electric Co 
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Electric Operating Expenses 


Arkanui 

Califomu 


Arkansii CaEi{omu 


1 

ITEM 

Arkansas- 
Missdur I 
Power 
Company 

— — — ■ 

Arkansas 
Power 4 
Light 
Company 

Arkansas 

Ut IL lY lES 
Company 
(C) 

Apklahoha 
CoRPORAT ion. 
The 
(0) 

CiT I 2EHS 

Electric 

Company 

(c) 

Cal IFORN lA 
Electric 
Power 
Company 

Cal ieorn 1 A- 
Pacif ic 

Ut ILIT lES 
CoUPANY 

Coast 

Counties 

Gas and 

Elec tr ic 
Company 

1 



S 

i 

i 

i 

s 

1 

i 

S 



DISTRIBUTION EXPENSES 











Opention 










74 

Supcrvmofl ifld enguiwnng 

35,780 

194, 880 




41.072 

10,883 

52,206 

li 

75 

Lou! di5piiclung Ubof ud expenses 

55 

40 







75 

76 

Dcsiiibution oBa expertsa 

8,844 

104,740 




29,112 

22,504 

10,293 

76 

77 

Sutioos 

31,459 

151,030 




-ill, Tie 

3,424 

18,459 

77 

78 

Storage battenes 


23 








79 

Lines 

103,435 

426,514 




58,069 

25,425 

58,942 

79 

80 

Services oo customers premises 

78,415 

362,770 




147, 100 

15,799 

59,786 


81 

SttKt Dgtidog Hid sigtul systems 

9,105 

37,878 




3,844 

807 

6,407 

81 

82 

Toul opention 

267 ,097 

172777832' 




326:742" 


206^098 

82 


MaiotenaiKe 










85 

Superrision and engtoetrmg 

17,683 

28,150 




42,116 

6,984 

3,686 

83 

84 

Structures and improvemeots 

142 

4,654 




9,122 

1,920 

4:874 

64 

85 

Station ecpiiptnent 

6,419 

110,096 




36,463 

3,448 

6,305 

83 

86 

Storage battery equipment 


50 





146 


86 

87 

Overbod system 

43,707 

280,705 




112,874 

17,832 

39,373 

87 

ii 

Underground system 


20,160 




1,050 

199 


ss 

p 

line traniformers and devices 

30,062 

213,539 




4i;i02 

6,672 

8,148 

8P 


Services 

16, 819 

89,009 




33,743 

7,619 

9,340 

90 

91 

Meters 

13,063 

63,083 




12,744 

4,534 

8,445 

91 

92 

Installations on customers premises 

184 

525 




41 

83 


92 

93 

Leased property on Customers premises 



* 



25 



93 

94 

Street lighting and ognal system 

3.040 

19.327 




1.251 

6.213 

2.790 

94 

95 

Total maintenance 

131.122 

■Miim ■ 

mmmmm 



290.540 


84.966 

95 


Miscellaneous 










9S 

Rents 

1,475 

A 26,954 




4,557 

586 

713 

96 

97 

Joint expenses — Debit 









97 

98 

joint expenses — Oedrt 









98 

99 

Total miscellaneous 







586 

713 

99 

100 

Total DisrmuTio*^ Expenses 







143.091 

291.778 

LOO 


CUSTOMERS ACCTING AND COIXECTING EXPS 










lOl 

Supervision 

19,282 

8,593 




30,248 

5,202 

11,847 

lOL 

102 

Ciutomcrs coottHti and orders 


37,298 




20,968 

3,080 

18,689 

102 

105 

Credit investigations and records 


4,120 




843 

105 


10} 

104 

Meter reading 

22,203 

193,284 




40,403 

23,129 

22,639 

104 

105 

CoIIcOiog 

19,165 

137,318 




25,456 

20,802 

27,791 

105 

106 

Cuitomsra billing and accounting 

106,153 

247,611 




72,777 

54,942 

58,825 

106 

107 

Miscellaneous expenses 

16,692 

4,805 




22,373 

3,519 

643 

107 

lOS 

Uncollectible inountr 






19,148 

6,086 

3,139 

lOB 

109 

Rents 


25,072 




11.597 

4.203 


109 

no 

Total Customers' Accounting and Coll. £xps 

183.497 

658.105 



wmmmm 

— 1 IHTTi 


143 .577 

110 


SALES PROMOTION E3CPENSES 










III 

Superruion 

7,291 

62,058 




25,293 

2, lie 

10,952 

in 

112 

Salines and commissioas 

3,605 

138,476 




78,556 

2,585 

19,140 

U2 

115 

[)einoastration 

8,413 

26,498 




12,833 

265 

2,181 

113 

114 

Advertising 

40,735 

186, 175 




29,762 

18,809 

5,112 

I Id 

115 

Miicellineous sales cipenscs 

3,716 

85,883 




50,788 

14,631 

2,720 

113 

llfi 

Rents 

825 

3,762 




1,683 

897 


116 

U7 

Merchandising jobbing, and -contrict work 






fa. 3191 


3,138 

117 

118 

Total Sales PaoMonoN Expenses 


— 1 1 H 1 1 ■ 






4S.245 

118 


ADMINISTRATIVE AND GENERAL EXPENSES 










119 

Salaries of general othcers and executives 

29,650 

238,107 




122,482 

41,636 

72,397 

U9 

120 

Other general office ulanes 

97,227 

713,842 




266,428 

67,383 

56,582 

120 

121 

Expenses of genefal officen 

8,908 

31,016 




7,098 

8,566 

2,973 

121 

122 

Expenses of genend oRice employees 

19,242 

37,660 




3,837 

2,558 

807 

122 

123 

Gtteral office supplies and expenses 

19,670 

211,203 




73,520 

10,447 

16,157 

123 

124 

Management and supervision fees and expenses 

12,510 





4,838 



124 

125 

Special services 

4,500 

491,559 




8,653 

5,053 

2,711 

123 

126 

Le^al servios 

18,628 

93,727 




10,058 

12,007 

3,776 

U6 

127 

Regulatory commission expemes 


111,955 




8,321 

93 

189 

127 

129 

Insurance 

3,346 

40,199 




22,914 

17,915 

5,617 

128 

129 

Injuries and damages 

24,764 

150,358 




15,215 

217 

6,535 

129 

130 

Employees welfare expenses 

55,796 

72,368 




31,776 

8,758 

19,001 

130 

131 

Pensions 

25,633 

303,798 




110,925 

24,216 

23,850 

131 

132 

Mucdlaneous general expenses 

53,672 

272,079 




52,689 

7,373 

6,798 

132 

m 

Maintenance of general property 

4,767 

42,068 




14,902 

9,908 

8,823 

133 

iw 

Rents 

12,681 

B 422,835 




57,753 

12,666 

3,360 

ad 

135 

Gxnnusnocu paid under agency sales contracts 









133 

13S 

Franchise requirements 


6,540 




850 


22,727 

136 

137 

Duplicate miscellaneous charges — Credit 


6,540 




850 



137 

138 

Administrative and general expenses transferred — Credit 

65,892 

468,310 




187,000 



138 

139 

JoiEt expenses— Debit 









139 

WO 

Joint expenses-^-Credit 


99.626 




26.652 



IdO 

141 

Total Adhinotiiattve and General Expenses 








— 'I I'mTii 

l4l 

U2 

TOTAL ELECTRIC OPERATING E3CPENSES 

jjrefgWEaal 


■■■■Ml 

■lliiMl 

■i— iiiil 

jjgEnjtJirai 



142 


A Excludes rent referred to in note (B) to item 134. 0 Not an electric operating company, plant and property operated under joint 

B Includes ^357,000 undistributed rent for production, distribution lease by Arkansas Power i. Light Co , Oklahoma Gas 4. Electric Co , 

and general properties leased from others and Southwestern Gas 4. Electric Co 

C. Not an electric operating company, electric plant and property leased 
TO Arkansas PoWer 4 Light Co 

842507 0 > 49 • 18 

































STATISTICS OF ELECTRIC UTIUTIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1?48 

Electrtc Operating Expenses 


Califoynu I Coloniito 


Pac ir tc 
Gas and 
ElECTR 1C 
CoHPAKt 


Sam Diego 
Gas i 
Euccir ic 
CoMPAHV 


SoUTHERM 
Cal ifoRm ia 
C o I SON 
COHPAMy 


Vallejo 

ElECTR I c 

Light and 
Power 
Company 


Colorado 

Central 

Power 

Company 


rRoNTiEH 

Power 

Company 


Home 
Gas AMO 
Electric 
Company, The 


PUSL IC 

Service 
COHPAMY OF 
Colorado 


ntoDOcnoN expenses 

Stampjwtf 

Opcntipo 

1 Superrana utd copnotuig 

2 Sunoo libix 

j Fuel 

4 Wjttt 

5 upd apeDM* 

(S Total opcTKWfl 

MiiPlniaoce 

7 Sufmvuiofl and cupoennj 

S StruOiua and uapiovefflaiu 

5 Boikf plant cf[uip(«nt 

10 CoKratinj lod eUcInt ei^poeot 

1 1 Tola) nuuNcnanca 

Mmllancoiu 

12 Repla 

1 5 Steam from other soirto 

14 Steam tianafetted—Citdit 

13 Joint appnies— Debit 

15 Joint eapeajeo—Cmlit 

17 Total aiacellioaas 

18 TtiT AL PiODUcnOM EaPtNsts— S team Pown 
HTdrauhe parver 

Operation 

19 Supeiauion and enjuxeimi 

TO SlatioQ labor 

21 Water foe power 

22 Supplies and etponea 

23 Total opciaeKxi 

Maintenance 

24 SupeiTiswn ind eoginanng 

2) Siruetura and improaonenia 

26 Sservoin, dame, and mcemji 

27 Generating and eJe(tnee<;iu{(aeat 

28 Kruth railroada, and bndjes 

29 Total maintenance 

Mucellaneoiti 

JO Eenti 

31 Joint eaepemeo— Debit 

JI Joint esrptoa— Cndit 

3J Total miiccllantoiB 

34 TtaT AL Paoouenow EatwNaB-HYWiAUtJC Powa 
Internal loabustua engine powet 

Opeialioo 

33 Superviuon and cngmeering 

35 Station libcc 

37 Engine fuel 

33 Suppliea and eipcaiea 

39 Total opeotiaa 

Matnteiiaoce 

40 SupervitiOD and engmeenng 

4t Stnictiires and impfoTanenls 

42 Fuel bolden producers, and aoemuaes 

43 Generating and decincetjutpioeiit 

44 Total maintcoaoce 

MucellanecaB 

45 Rents 

45 Joint expenses — Debit 

47 Joint expcnses^-<!redit 

43 Total misceitaneous 

49 Tot al Plod. Eib — imiatAL Coni Ewc. Pow« 

50 Puichased power 
31 Interdange pow 
52 Other expenses 

5 j Joint esepenses— Debit 

34 Joint expcnseo—Citdit 

35 Total other pioductioo expenses and credits 

3d Total Paopuctiok EariNsti 

TRANSMISSION EXPENSES 

Operation 

57 Supervision and enganeenng 

38 Load dispalchfflg labor and expenses 

39 Stations 

50 Lina 

61 Total operation 

Maintenance 

52 Supexvitioo and engmeenng 

53 StaiCtures and impmvtmenti 

54 Station eipiipineiit 

53 Overhead sjstem 

55 UndngroQod srstem 

57 Roads and trails 

58 Total msintcnance 

Mlicellanenus 

59 Rents 

70 Jtiinl ei^jeoses— DebN 

71 Joint expenses — Credit 

72 Total miscellaneous 






A, Production expenses for hvoroelectr i c generation by leased capacity 
located at Hoover Dam 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31 1948 

Electric Operatm^ Expenses 



T 

1 



Pac I F I C 

Gas and 

■ 

San Diego 

Gas 

Southern 

California 

Vallejo 

Electric 

Colorado 

Central 

Front i er 
Power 

Home 

Gas and 

Pub l I c 
Service 

£ 

N 

0 

ITEM 

Elects i c 

COMPANT 

Electric 

Cohpant 

Edison 

Company 

Light and 
Power 
Company 

Power 

Company 

Company 

Electric 
Company, The 

Company op 
Colorado 


DISTRIBUTION EXPENSES 
Opcntion 

Supervuioa and cngiQccfing 
1 dupitching labof and eapenscs 
DiittibuUOfl office eipeiuo 
Statiooi 

Storage baJtena 
Utta 

Services oo customers premises 
Street lighting and signal systems 
Total operation 
Maintenance 

Supervision and engineenng 
Stmctures and improvements 
Station espiiprnent 
Storage laitery etpiipment 
Overhead system 
Underground system 
Line transformets and devices 
Services 
Miters 

IniaUations on customers ptemises 
Leased property on customers ptemises 
Stieet Lghtingand signal system 
Total maintenance 
Miscellaneous 
Rents 

Joint estpenscs — Debit 
Joint expenses — Credit 
Total miscelUneous 


Totai. DimuBimaN Expenses 


CUSTOMERS ACCTING AND COLLECTING EXPS 

101 Supervistoo 

lOO Ontnmers cootncts and orders 
10} Credit investigations and records 

104 Meter reidmg 

105 Cdllectiog 

lOd Customers billing lod accounting 

107 Miscellaneous expenses 

108 Uncollectible accounts 

109 Rents 

110 TOTAt CUSTOMEHS ACCOUNUNC AND Coti 


SALES PROMOTION EXPENSES 

111 Supemsion 

112 Salmes and comimssioni 

113 Demonstration 

114 Advertising 

115 Miscellaneous sales expenses 

116 Rents 

117 Merchandising, lobbiog, and contract work 
Total Sales Peomotion Exesnses 


ADMINISTRATIVE AND GENERAL EXPENSES 

119 Salanes of general officers and executives 

120 Other general office salines 

121 Expenses of general officers 

122 Expenses of general office employees 

123 Gwetal office supphes and expenses 

124 Management and supecviiion fees and expensa 

125 Special services 

126 Legal services 

127 Reguiatoiy commission expenses 

128 Insurance 

129 Ia|unes and damigcs 

130 Employees velf are expenses 

131 Pensions 

132 Miscellaneous general expenses 

133 Maintenance of general property 

134 Rents 

135 Comimssioos pud under agency sales contracts 

136 Franchise retpuiemenb 

1 37 Duplicate miscellincous charges — Credit 

138 Administrative and general expenses transferred — Credit 

139 Joint expenses— Debit 

l4(t Jomt expenses — Credit 

1 4 1 Total Administeatwe AND Genual Exfensbs 

142 


»E«lV.3WalJ«s»tUiH]J:ltr.S||IOCefi.MJa;g)3ia 



1,918,3CX) 

382, 137 
1,400, 595 



626,392 

762,980 

779,754 

1,672,870 

1,633,493 

131,773 

77,975 


297,513 
524,441 
35,333 
451, 551 
176,976 
12,467 
22.308) 


422,679 
3, 249, 107 
13,147 
75,883 
631,372 

26,607 

34,740 

10,716 

194,937 

332,455 

109,101 

925,353 

399,080 

120,830 

39,737 

665, 531 


141,845 

168,568 

264,985 

346,603 

70,867 


761, 510 

105,800 

479,754 

5,411 

8,971 

1,027 

102,729 

38,669 

83,774 

2,862 

147 

414,094 

64,608 

423,089 

1,962 

3,637 

934 

1,280,760 

154,350 

71,349 

10,752 

1,201,344 

91,030 

2,890 

1 

15,429 

13,445 

385,494 

107,310 

448,631 

60 

15,435 

3,761 

406,304 

21,709 

269,111 

1,936 

3,531 

5,628 

135,506 

2,028 

9,433 

177,527 

2,370 

6,291 

2,664 



1,879 

357, 244 

48 

121 

5,383 

174 

36,905 

7,917 








4,449 

107,590 

4,045 

76,483 

117,293 

154,665 

20,048 

4,998 


374,145 
304, 954 

424,866 

621,334 

1,199,600 

509,624 

84,271 


15,599 
145,278 
1,050 
112,341 
53, 552 
50 


176,002 

393,090 

23,974 

221,078 

130*807 


275,663 
2, 135,984 
16,823 
37,518 
370,234 

48,379 
16,038 
15,869 
145,421 
159,283 
354,595 
1,175,381 
410,666 
180, 186 
24,352 

435,278 

840 

814,648 



31, 436 
24,500 
73,774 
83, 857 

340, 193 
25, 152 
36,796 

296, 218 
25,805 
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STATISTICS OF EOCTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Expenses 


Colondo I CgnpteliQit 


Southern 

Colorado 

Power 

COMPANT 


Western 

Colorado 

Power 


Connecticut 
Light aho 
Power 


Conn ect i cut 
Power 


Danburt and 
Bethel Gas 


Cqhpant, The Company, The 


Company, The and Electric 
(A) Light 

Company, The 


Derby Hartpord 

Gas and Electric 

Electric Light 

Company, The Company, The 


Mystic 

Power 

Company, The 


PRODUenON EXPENSES 


Steam power 


OpentKn 


Supervision and engmeenog 

12,732 

Statsonhbor 

142,301 

Fuel 

613,502 

Witer 

6,194 

SuppUa tod cxpCBics 

9.659 

ToUlopentioo 

734,394 

Miifiteiuace 


Swpcmsioo and enguietnng 

7,373 

Structures and loptovemeoti 

5,613 

Boiler plant equipment 

41,519 

Gcnc^^Pg Md elcctnc K^ifuseot 

14.732 

Totii misiJXBMace 

69.242 

MnccUaneom 




Steam from otber sources 


Steam transferred— Credit 


Joint expenses— Debit 


1 Joint — Credit 


Total niucellafKoas 




18 Tot al PicpucnoN toiNiis— S tsam Purn 
HyJrmlKpovn 

OpcrUM 

19 Sup«vii«n »fl J tnpatcnng 

20 SuNOfl Ubor 

21 Wttcr for powa 

12 iapphat^ apaut! 

23 Total opcatioa 
Miutciunu 

24 Sdpervuion lad engmtmog 

23 Stmctura ind improvaneati 

16 Raotroin, danu and wauivafi 

27 Gcoefltiag and ekclrir e«^ui^tnent 

28 Koidi, railnuda, and bndgs 

29 Total muntenince 
MuoUmcoui 

30 lUntj 

31 Joint opcflio—Drbie 

32 Jotnt cxpfnwa— Cndit 

33 Total muctlUneoBi 

34 Tot al PAooucnoN ExuNitr—HtTiiAULic Pornt 
lotcmal cotsbiutioa engine pawn 

OfcriLioa 

33 Supervuioo and engmecnog 

3d Slatuw laboc 

Engine fod 
Supplies and expenses 
Total opentwi 
Maifltaunte 

Supemsion and engmeenog 
Structures snd unprovements 
Fuel holden, pnducen and itEessonei 
Genctitiag and elettnc cjuiptnent 
Total miifitenanre 
Mucelbntfus 
Resits 

Joint expenses— Debit 
Joint expenses— Credit 
TnOl miscellaneous 


THANSiassiON expenses 

Opciatioti 

. 37 Supetviiioo and engineering 

3S load dispitdiiflg labor and expenses 
39 Statiocu 

SB lines 

6i Total opentjini 

Maintenance 

$2 Supetviiion and engineering 

53 Structures and impcovenients 

54 Stitiaa eijuipment 

53 Overbead spstem 

55 Underground system 

57 loads and toils 

58 Xntsl matotenaoce 

Mtstellsneoiis 

£9 Kents 

70 Joint expenses— Debit 

71 Jotnl ei^iemet— Credit 

72 Total miscdlancoui 


4,338 

500 

473 

13,333 

3,045 

3,587 

1,060 

238 

2,375 

51S 

34,353 

9,089 

464 

13,358 

536 

1,632 

14,792 

753 

37,091 

31 

27 



A Report reflects acduisition of The Torrinqton Electric Light Co 
acquired Apr 30, 1947 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Expenses 

Coiaftdfl I Conneaticot 



DisnuaunoN expenses 

Opeiition 

Supcivuion aid engineenng 

dispatching labor and expenses 
Distnbution office expenses 
Stations 

Storage batteries 
Lines 

Services on customers premises 
Street lighting and signal systems 
Total operation 
Maintenance 

Supervision and engineenng 
Stnictures and improvements 
Station erpiipcnent 
Storage battery equipment 
Oveibeid system 
Underground system 
Line transformers and devices 
Services 
Meters 

Installatioas on customers premises 
Leased property on customers premises 
Street lighting and signal system 
Total maintenance 
Miscellaneous 
Rents 

Joint expenses— Debit 
Joint expenses — Oedit 
Total miscellaneous 


Total DisntmuTioN Exf enses 


CUSTOMERS ACCTING AND COLLECTING EXPS 

101 Supervision 

102 Customers contracts and orders 

103 Oedit investigations tod records 

104 Meter reading 

105 Collecting 

lOd Customers billing tod accounting 

107 Miscellaneous expenses 

108 Uncollectible accounts 

109 Rents 


SALES PROMOTION EXPENSES 

111 SupecvisioD 

112 Salaries and commissions 

113 Demanstcatioa 

114 Advertismg 

115 Miscellaneous sales expenses 

116 Rents 

117 Merchandisuig, lobbuig, and conttact work 


ADMINISTRATIVE AND GENERAL EXPENSES 

119 Salaries of general ofikers and oeoitives 

120 Other general office salines 

121 Eapcnies of general officers 

122 Expenses of genenl office employees 

123 Goieral office supplies and expenses 

124 Manigcmeot and superviiion fees snd expenses 

125 Specul services 

126 largal services 

127 Regulatory COnuniaiiOo expenses 

128 Insurance 

129 Injuries and rlimiga 

130 Empltqws wrlfire expeoaes 

131 Pcnsioos 

132 Miscellaneoui genenl expenses 

133 Mainttniiice of genenl property 
Rents 

Coffimissioos paid under agency sales contracts 
Franchise lesjuiitiiients 
Duplinte mljccllineoui charges— Oedit 
Adminiitntive and genenl expaues transferred — Credit 
Joint opcnies— Debit 
Jomt 


Total AosoNimiATivs and GiNntAL 


TOTAL ELECTRIC OPERATING 


Southern 

Western 

Colorado 

Colorado 

Power 

Power 

Company 

Company, The 

S 

S 

28,976 

19, 186 


13,170 

9,908 

4,706 

12,441 

3,250 

51,538 

5,524 

74,445 

22,598 

4.704 

3.585 

1— II II HI 

72.023 

12,733 

4.947 

890 

725 

1,241 

2,614 

45,274 

18,301 


4,037 

19,291 


25,336 

4,617 

14,477 

3,971 


Connecticut Connecticut Danbury and 
Licmt And Power Bethel Gas 

Power Company, The and tLECTRic 

Company, Thc Light 

(B) Company, The 


Derby 
Gas and 
Electr I c 


Hartford 
Electr I c 
L I ght 


Company, The Company, The 


Colorado 

Conneaicut 


WysT 1C 

Power 

Company, The 


713,562 
298, 120 
65.303 




2,804 

10,348 

76,592 

(2,129) 

427 

8, 168 

1,433 

428 

39,635 

10,020 

14, 189 

30,565 

30,337 

2,761 

2,884 

55,019 

5,588 

5,450 

7,716 

2,782 

3,566 

14,855 

805 

L.247 

1,938 

7,840 







eseseis 


A. (ncluoes $327,423 undistributed rent cor plant leased from others, 

TREATED IN COMPANY'S REPORT AS A DEDUCTION FROM NET OPERATINO 
REVENUES 




Report reflects acquisition of The Torrinston Electric Light Co j 
acquired Apr 30, 1947 










































STATISnCS OF ELECTRIC UTIUTIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Expenses 



united 
Uluhihiitixc 
Compamy, The 


Delavarc 
P o«ER 4. 
Light 
Cqmpahy 


ColumbuJTlorw 


Potomac 

Electric 

PoVER 

Company 


PRODUCTION E5CPENSES 
Stow p<>*a 
OpHlUOO 

Supcvuion uxi niji«tra| 
Stitxx Ulw 

fail 

Wittt 

Siqiplio ukJ ofHnscJ 
Toeil opetitKW 
Mimlcauiu 

SoperruKO Uld tngliKcrii^ 
Slrocniio and imptoutmaiti 
Bo4lcf phot Bioifinoit 
CineriMg jad eltflnc eqaipmcM 
Totil muntemace 
MuccUioow 
Rents 

Stttm Irsm other loaica 
Stoun lijmfetrtd — Credit 
Jornl eipcnsO — Debit 
Joint opensei — Ctedji 
Tntil mistelliMous 


Total PioDoasaN Expewh— Stiak fomi 


Hydnuhe power 
OpentKKi 

Supcrvisioii and wgmeermg 
Station labor 
Wal« fotpWW 
Supplies and expenses 
Total operation 
Mainteninte 

SupetYisKia and engmeermg 
Stnictiirea and impco»eiDeots 
Reservoin dams, and waterways 
Generating tod eltCUiC ei^ptoent 
Roads, tailroads and bridges 
Total maitsteoance 
Mbccltaoeous 
Rents 

Joint eapensef— Debit 
Joint expiiases — Credit 
Tod muceilanaias 


Intcnul tnobustiaa engine power 
Operation 

sSuperviaian and enguieermg 
Statico labor 
RoguK fuel 
SapplKS and eapenses 
Total opetihon 
Maintenance 

Supenwoo and engweenng 
Structures and uaprovensenti 
Fuel holders, ptoducers and accessories 
Geoerabag and electric e^ipment 
Total maintenaoce 
Miscellaneous 
Rents 

Joint apcnies— Debit 
Joint expenses — Credit 
Total niisceilaoeous 


Pittdused power 
Interchange power 
Other expenses 
Joint expenses— Defalt 
Joint expenses — Credit 
Total other pnsdurtioo 




TRANSMISSION EXPENSES 
Opeabon 

Supervision and engineering 
toad dispatching labor and expenaes 
Stations 
Lines 

Total operation 
Maintenance 

Supers isioo and engineering 
Stnictuiis and iffiprovcments 
Station etjuipment 
Overhead system 
Undergroond system 
Roads and trails 
Total mainteoance 
MiscdlaneOUS 
Rents 

Joint expenses— Debit 
Joint eiqrases— Credit 
Total miscellaneous 



70,849 

1,005,898 

10,950,200 

15,069 

75,365 




5,65B 

8,159 

43,955 

10,049 

^.'sn 

70,719 

696,507 

181,301 

■>"-5 



47126 


3,564,850 

496,432 

(835,206) 



4.414.041 


6,691 

9,651 

22,037 

28.444 

7,890 

20 

14.151 



4,702 

4,617 

32,509 

55 

54 1 


4,077 

1,579 

1,385 

10,376 

86,012 

1 

19,286 

1,422 

64,950 

173 , 

( 756 ) 1 

4,646 1 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Expenses 
I Dmnci of Columbu I fl«nd« 


Uni TED 
i LLUH I HAT I NG 

CoNPAKT, The 


Delaware 
Power t 
Light 
Company 


Potomac 
Elecib I c 
Power 
Company 



31, 546 
24,977 
585 
121,138 
37,138 
308,879 
4,884 


DISTRIBUTION EXPENSES 
Openboa 

Sapcrvuioa lad engmecnog 
Load dupmhing bboraiul a ptnsgi 
rfWTBMDOn rfcc T ipm c i 

Stonge bittenes 

l^jna 

ServttK on customers prcmuej 
Street bgbtug ind sigml systems 
ToUJ operation 

UMi^Buace: 

Supemsua and cngineenng 
Structures and unprovetoents 
Station equjpcQCQt 
Stonge batt^ eqmpraent 
Overhead system 
Undergroond system 
Lme transformers and devices 
Services 
Meteo 

Initzilations on customers premises 
Leased property on customers premises 
Street lighting and signal system 
Total maintenance 
Misceilaneoui 
Rents 

Joint expenses — Debit 
Joint erpenses— Octlit 
Total miscellaoeous 


Total DisnuBimoN Expenses 


CUSTOMERS ACCTING AND COLLECTING DCPS 

101 Supemsion 

102 Ctgtocnen contracts ind ordea 

103 Gedit mvestigatiOAS and records 
lOd Meter reading 

105 CoUectiog 

106 Customees bilhog and accounting 

107 Miscelianeoas ea^enses 

108 Uncollectible acoouots 

109 Rents 

Total Customeks' Accountinc and Coll. Exi»s. 


SALES PROMOTION EXPENSES 
til Supermion 
U2 Salaries and commissions 
113 Demonstcatioa 
lid Advertumg 

115 MtsceUaocoos safes oepenses 

116 Rents 

117 Mcfchaodismg. lobbmg and cootract work 


ADMINISTRATIVE AND GENERAL EXPENSES 

np Salaries of geocfal officers and executives 
L20 Other general office iiUnes 

X21 Expenses of general officers 

Expenses of gerveni office employees 
\ Gencnl office suppbes and expenses 
IfiMgftninri Mid] ifTnifnrjftoa feet and expenses 
Special services 
Legal services 

Regulatory coounisiuon expenses 
lASUflACe 

Injuries and damages 
Employees welfare expenses 

Mhcellaneoos gw i traf cjyuK cs 
Maintenaoce of general property 
Rents 

Commisi^ons paid under agency sales contzacb 
Franchise retpurements 
Dupbate miscellaneous dueges — Credit 
Adimnistrtttve>and general expenses' transfcrrtd~Credit 
Joint expenses — ^Dehit 
Joint 


Total AsurNinnATTva and Gbniral Expenses 




A )NCLUt>t 5 MERCHANOISING AND JOBBIMG EXPENSES 

B. Expenses of general officers included with miscellaneous general 

EXPENSES 



135, 235 
359,247 
3,986 
2,622 
66,302 



FlOR IDA 

Power 

CORPORAT I ON 

F LOR IDA 

Power i 
Light 
Company 

Florida 

Public 

Utilities 

Company 

t 

1 

S 

87,122 

374,200 

10,312 

2,136 



71,535 

91,354 

675 

20, 175 

34,846 

139 

167,556 

1,050.803 

8,040 

129,828 

383,944 

7,825 

14.142 

76,246 

163 

492.498 

Tfiiiiiirn 



Gulf 

Power 

Company 


1 13.824 




22,017 

13,285 



32,381 

51.126 
1,361 

83. 126 
95,094 

146,970 

1,017 

64, 169 
99,436 
809 
179,677 
172,465 
440,896 
8,992 


31,391 

66,681 

16,542 

14,827 

16,157 

1,519 

14,602 

70,459 

57,842 

191,361 

95,752 

43,111 

81,694 

44,301 

50,871 

51,052 

16,599 

147.119 


267.630 


223,890 
934, 198 
7,555 
3,452 
161,491 

21,462 
38, 461 
14,382 
21,840 
23,270 
123,462 
631,148 
158,167 
72,187 
46 262 



115,230 

161,797 

18,810 

7,925 

27,785 

20,012 
31, 165 
51,940 
45,243 
43,137 
126,467 
217,982 
88,1X8 
27,130 
17,593 


119,753 
668,720 
31,417 
83,752 
223, 460 


1,093,569 

191,715 

189,750 

369,655 

200,633 

30,287 

60,709 



242,692 

2,863 

14,928 


8,639 

7 

5,690 

8,728 

90, 123 

238 

34,605 

4,810 

869,056 

5,694 

66,379 

79,977 

79,951 

1,502 

2,319 

275,416 

1,550 

36,539 

15,958 

218,666 

1,063 

14,588 

9,496 

63,792 

3,696 

67 

1,562 

11,312 

9,455 












































STATISTICS OF ELECTRIC UTILITIES IK THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Ekctnc Operating Expenses 

G«orfi« j Idiho 1 lllwoit . 



IllODUCnON EXPENSES 
S(empo«er 
OpdaWO 
SttpaviiiM laJ 
Sutiaaliboe 
Tad 
Wita 

Supf Iia uui npeuei 
Total opcntioa 
Mimunuu 

Sopoviiioa iwi enguMiiog 
Sbiictafts isd unpitrtcnxiiti 
Boiler f tut ttfuipiBeU 
Gesenimg uvl eleonc equipmttit 
Total nuuitcouicr 
MuacUumu 

12 KenO 

13 Stum ftrai other Kwttes 

1 .J Stem truufttreil— CwJu 

13 Joiot apauci — Dibit 

1 j Joint ejpaua — Ciedit 

17 TouJ tsureUanewu 

18 

HjdnalfC power 
Opentioii 

19 Sopenmon aid engineeting 

^ Station labor 

21 Water fat power 

22 Supplier tad opensei 

23 Toti! opetaboe 
Muntefunce 

24 Supervumn aid engioeeniig 

2! StnictiiRs aid improverrMnu 

25 Roepipin, dam, and wuervayi 

27 Genefihtig and electric eijuipincnt 

28 Roads, tidiwdi and bridget 

29 Total tiuiiitenance 
Miaccllatieoiu 

30 Renta 

3t Joint erpoue^-Debit 

32 Jotnl ettpiiuei — Credit 

33 Total miacdlaoeotu 

34 Tot al Ptotiticnow ExneraB— HwnAtfUC: Powa 
Internal l o m bia ti oo enpiie power 

Opentun 

35 Sopertmoo and eoguieertng 

3d Stattonfibor 

37 Engine fuel 

3S Supplies and expenaa 

39 Total opcntioa 
Mamtenana 

40 Supervuioa and engineering 

41 Structuro and unproretneati 

42 Fuel holders, producers and ircessonei 

45 GetJcdting and electric eepupenent 

44 Total toainteDaiice 

Mucelltneoui 
4 } Renta 

46 Joint eipenies— Debit 
Joint apetues — Credit 

Total niuccllaneoui 

4? To tal Ftoo EatFa—lNTinttoLCdatB £wc.ft)7rBt 

!0 Pniduaed po«(et 
;i Inteicbaagt power 

52 Otter expenses 
5 3 Joint expcHo— Debit 

34 Joint eapetues— Credit 

35 Total other production 

36 

TRANSMISSION EXPENSES 
Operation 

57 Sapervuion aid engineering 

38 load dispatching laher and expenses 

39 Stationa 

68 Dnea 

61 Total operation 

Maintenance 

62 Snpemsion and engineenag 

63 Stnicturei and impimemeiits 

64 Station quipment 

65 Overheidsjitem 

66 Undergnwnd s]r 3 tein 

67 Roads and trails 

68 Total miiotenince 

MisceEatKous 

69 Reatf 

70 Joint expenses— Debit 

71 Joint expenses — Credit 

72 Total miiceltineoui 


rfe;.3it4.m<'inTOr!ri3.iJHTi 


Georiu 

Power 

Compart 


Georgia 
Power and 

L lOHT 

Company 


Savannah 
Electric and 
Power 
Company 


Idaho 

Power 

Company 




— S.ilb,2I3 

957 m 

83,521 

1,570 

15,061 

22 

321,931 

1.181 

170,228 

2,591 







Central Central 

Illinois Illinois 

Electric and Light 

Gas Co Company 


44,044 

277,517 

1.764,864 

23,012 

23,177 


Central 

Illinois 

Public 

Service 

Company 


Commonwealth 
Ed 1 50N 
Company 




99,461 

342,311 

26,503 

27,050 















102.388 

6.646.930 

27.394 





131.250 
24,163 
108,797 
130. 248 
1. 812 





36,377 

31.709 

393.735 

171,862 



u 

3.757 12 
15 
14 




779,535 

264,621 

275,821 

303,514 

i 

6,608 


1 


2.688.381 

219.476 


7.781,782 30 
51 

45,440 32 




21.896 

4,633 

69.428 

113.398 





3,509 

384 

677 

19. 202 

— Biti? 

^ 

.—.,,.67? 

69,755 

,19,202 

458.805 



A Transmission expenses included with distribution expenses 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Expenses 

Georpi j Iduho 


Gcorgii I4a1io 
Illicoai 


L 

N 

£ 

N 

0 

ITEM 

Georg 1 A 
Power 
COHPANV 

Georg i a 
Power and 

Li ght 

COHPAHY 

1 

Savannah 

El ettr 1 CANO 
Power 
Company 

1 OAKO 

Power 

Company 

Central 
Illinois 
Elects ic and 
Gas Co 

Central 

Illinois 

Light 

Company 

Central 

1 LL 1 NOI s 

PUBL IC 

Serv ice 
Company 

Commonwealth 

Ed I SON 
Company 

L 

1 

N 

£ 

H 

0 

74 

75 

76 

77 

78 

79 
SO 

81 

82 

83 

84 

83 

86 

87 

88 

89 

90 

91 

92 

93 

94 

95 

96 

97 

98 
og 

DISTRIBUTION ESj>ENSES 

Operation 

Supervision and engineering 

Load diipaiching labor and expenses 

Dislnbution office apens« 

Stations 

Storage batteries 

Lines 

Services on emtomen ptenuses 

Street lighting and signal systems 

Total operation 

Miintcnaoce 

Supervision and engineering 

Stiiirtures and improvements 

Station es{uipment 

Storagebattery eijuiproent 

Overhead system 

Undergtound system 

Loe transformers and devices 

Services 

Mctcn 

Installations on customem premises 

Leased property on custaraen premises 

Street lighting and sigrul system 

Total tnaintenance 

Miscellaneous 

Rents 

Joint expenses — Debit 

Joint expenses— Credit 

Total imsccJlaneous 

i 

235,718 
38,357 
186, 860 
256,000 

551,422 

1, 199, 031 
76.783 

1 

13,512 

7,407 

580 

22,476 

15,834 

3.877 

i 

31,062 

16,553 

6,200 

53,625 

66,771 

13,471 

39, 528 

11,952 

99,534 

228,844 

288,626 

24,104 

S 

37, 285 

19, 151 
1,992 

145, 169 
130,836 
31.816 

S 

84,486 

63,094 

47,475 

164,871 
175, 716 
59.172 

1 

132,014 

12,233 

33,690 

55,889 

369, 282 
266,976 

87 . 522 

% 

402,245 

223,960 

175,055 

3,056,612 

25,780 

1.659.284 

5.459.284 

74 

75 

76 

77 

78 

79 
SO 

81 

82 

83 

84 

85 

86 

87 

88 

89 

90 

91 

92 

93 

94 
93 

96 

97 

98 

99 

2.544.177 

63.690 

187.685 

692. 5§4 

366 . 255 

599.818 

lIlW III 


235,718 

13,609 

263,358 

518,172 

34,418 

192,099 

106,911 

87,100 

13 



20,834 

316 

12,717 

34,482 

27 

21,917 

18,594 

7,615 

£^51 

6,486 

4,644 

25,499 

15,932 

14,011 

4,959 

4,887 

7.238 

29,511 

4,452 

98,834 

188,829 
2,193 
115,646 
58,718 
25, 587 

19, 253 

18, 346 
11,876 
28,722 

164,264 

649 

24,213 

28,282 

7,665 

17,161 

53,044 

7,248 

15,573 

152,955 

5,977 

37,631 

48,231 

17,508 

13,969 

64,771 

3,083 

137,012 

261,848 

285 

89,303 

149,773 

38,760 

75 

49, 527 

123,389 

254,473 

1,118,526 

70,821 

586,659 

792,687 

193,099 

152,981 

259,947 

— nil Willi 

^^^■nKEISI 

83,660 

543, 0?5 


36?', 141 

7Q4', 443 

■IfcJklilliltliirJ 

104,394 

4,941 

5,531 

15,467 

3,938 

10,648 

20,491 

394, 125 

104. 39A 

4,941 

-^5.551 

_ 15,467 

3T?38 

10.648 

20.491 

394.125 

100 

Total Distribution Expenses 

Mwnifn 

190, 3iM 


1.251,087 

671,377 


1,7qp 346 

A 14.948.938 

100 


CUSTOMERS ACCTINGANDCOOECTINGEXPS 










101 

Supervision 

63,665 

9,880 

4,708 

10, 602 

17,161 

11,647 

74,621 

172, 172 

lai 

102 

Ci^omeis roouicts Bod oidon 

81,320 

5,712 

18,821 

20,899 

14,580 

23,108 

25,343 

1,124,020 

102 

103 

Credit mvBtigitiOflS ud Kcords 

700 

1,413 






99, 903 

103 

104 

Meter radinj 

311,373 

21,289 

29,894 

101,711 

28,821 

52,961 

143,385 

868’, 025 

I04 

103 

Colloctmj; 

400,672 

25,936 

25,149 

91, 937 

31,845 

51,133 

138,998 

1, 25l',732 

105 

106 

Ciutomns billing and iccountiog 

482,853 

35,220 

56,978 

176,947 


88,944 

224^721 

2,226,842 

106 

107 

Miscellaneous expenses 

51,210 

2,168 


14,033 

12,848 

9,895 

8,067 

27 1; 787 

107 

108 

Uncolltclible accoimts 

43,283 

2,100 


14,800 

2,435 

2,700 

4,200 

98,509 

lOS 

109 

Rents 




6,^586. 

9,608. 

2.031 


.. 375.076 

109 

110 


1,45i;452 

107.379 



161.806 

. 242.424 

619^337 

6.488,069 

113 


SALES PROMOTION EXPENSES 










HI 

Supervision 

107,314 

12,641 

18,790 

66,147 

8,434 

15,342 

21,997 

121,676 

111 

112 

Salans and commiisioni 

447,196 

12,294 

18,208 

99,375 

26,652 

37,777 

91,246 

1,458,447 

112 

113 

Denoostratioo 

5,843 

7,726 

9,305 

353 

5,312 

6,276 


342,623 

113 

114 

Advertising 

157,070 

10,875 

7,630 

42,970 

26,400 

58,541 

90,148 

913,875 

ll4 

115 

Miscellaneous sales expenses 

227, 102 

5,492 

3,021 

101,225 

13,536 

25,297 

29,302 

1,016,800 

115 

Il6 

Rents 

11,812 

1,418 

1,950 

6,464 

6,080 

3,002 


55.541 

tl6 

117 

Merchandising fobbing and contnet work 




(14.625: 

(11,574) 




117 

118 

Total ^lbs Promotion Expbnses 

956,339 

50.449 


— 'nirm 

74,R42 

146,237 



IIB 


administrative and general expenses 







t 



119 

Silanes of general officers and executives 

188,588 

28,105 

27,883 

92,244 

68,748 

64,279 

179,967 

364,083 

119 

i:o 

Other general office salaries 

823,070 

25,083 

71,322 

365,372 

93,570 

55,193 

276, 442 

2,811,982 

120 

121 

Expenses of general officers 

38, 162 

2,819 

10,434 

12,457 

11,913 

6,752 

27,596 

9,663 

121 

122 

Expenses of general office eniplofccs 

61, 769 

4,959 

1,226 

15, 924 

1,236 


7,307 


122 

123 

General office supplies and expenses 

225, 489 

4,694 

22,248 

88,733 

18,999 

11,658 

119,322 

1, 287,552 

123 

124 

Management and supervision fees ind expenses 

190, 145 


74,467 


68,752 

37,347 

81,611 


124 

123 

Specul services 

95,303 

3,556 

2,490 

15,051 

2,976 

6,759 

5,109 

119,351 

125 

126 

Legal jcrviCES 

155,617 

5,949 

8,973 

11, 516 

»7,186 


36,762 

279,456 

126 

127 

Regulstoty commission expenses 

26,082 

24, 143 




100 


12,055 

127 

128 

Insunnce 

66,397 

3,159 

4,918 

13,924 

18,933 

20,520 

36,427 

90,877 

128 

129 

Injuries and damages 

124, 984 

5,158 

5,907 

27,000 

19,864 

12,000 

50,063 

252,933 

129 

130 

Employees welfare expenses 

175,684 

15,739 

26,980 

99,240 

29,073 

14,669 

85,924 

1,220;626 

130 

131 

Pensions 

810,935 

16,365 

84,436 

110,298 

119,374 

201,284 

215,673 

2,874,076 

131 

132 

Misceiiineous genenl expenses 

131,543 

3,580 

23,011 

122,386 

24,028 

26,125 

132,850 

2,328,618 

132 

133 

Maintenance of general property 

193,764 

1,590 

4,434 

35,534 

1,973 


115,756 

159,661 

133 

134 

Rents 

17,011 

4,589 


23,393 

17,338 

2,393 

70,348 

133,311 

134 

133 

Commisuoiis paid under agency sales contracts 









135 

136 

Ftaochise requircmenb 




180 

30,000 

65,021 

38,114 


136 

137 

Duplicate miscellaoeoua chirges-'-Crcdit 






780 

36,114 


137 

138 

Administrative and general expenses transferred— Credit 

136,725 



14,913 


24,900 

67, 144 

1,731,000 

138 

139 

Joint expenses— Debit 









139 

140 

Joint expenses— Credit 









140 

I4l 



149,494 


mmm iiwmw 

534. Q21 

520.247 

Mini! WilTl! 

■iW4VK@ll 

141 

142 



2.421.839 

I.il 

gw ri will 

■iwrn Wl'ill 





142 


A Transmission expenses included uith distribution expenses 
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STATISTICS OF ELECTRIC UTHITIES IM THE UNITED STATES FOR YEAR ENDED DECEMBER SL 1948 

Electric Operating Expenses 


nbiMti 


fl 

1 

M 

0 

ITEM 

1 LL INSI s 
Northern 
Utilities 
COMPANT 

1 L L 1 NO 1 S 

Power 

COHPAHT 

Interstate 
Light A 
Power Co 

Kewanee 

PuBL 1 c 

Serv ice 

CowPANT 

Mt Carhel 

Pub l I c 
Utilitt Co 

NdhthwesteRh 

Illinois 

Qas a 
ElectR I c 
Company 

-II 

Produce 

Terminal 

Corporation 

PuBL 1 C 

1 Serv i c e 
Company of 
HorthCrm 

1 LLINOI s 

i 

L 

1 

N 

E 

N 

0 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

!2 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 
23 
26 

,27 

28 

29 

30 

31 

32 

33 

34 

56 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 
43 

49 

50 

51 

52 

53 

54 
53 

56 

57 

58 

59 

60 
61 

62 

63 

64 

65 

66 
67 
6B 

69 

70 

71 

72 

73 

1 

5 

4 

5 

6 

7 

S 

9 

10 

11 

12 

1? 

14 

iJ 

15 

17 

IB 

19 

20 

21 

22 

2J 

24 

23 

26 

27 

28 

» 

» 

3t 

32 
3B 

34 

33 
3« 
37 

35 

39 

40 

41 

42 

43 

44 

43 

44 

47 

48 

49 

30 

31 

32 

33 

34 

35 
}6 

37 

38 

39 
60 

61 

62 
6J 
64 
63 
66 
67 
6s 

69 

70 

71 

72 

73 

PSODUCTIDH EXPENSES 

Staatpovd 

Opoacioa 

Supcrvum ud eopatttmg 

SdtBMi bbor 
fati 

Vita 

Supplies inJ cKpdUci 

Toul oyeiitXM 

MunuMixe 

SupefvuKxi and agaiataf 

StnaTum ud iraptovcraaits 

Sotler plut ttpiipoiox 

C»ef«ia| wd ei«m Kjuipflwt 

Total mutiteniixc 

MiXellUctHi 

ftcnti 

Steini tnun othei uxutn 

Stcim trua/med — Citdil 

Joint ecptnws — Deb* 

Joint ecpaues— Cttdil 

Totil nmtfUaorottt 

27,260 

229,809 

1,227,348 

10,198 

12.695 

i 

48,153 

447,373 

2,231,460 

42,363 

60.479 

8,231 

75,627 

355,510 

3.996 

4.029 

t 

i 

7,425 

36,779 

208,000 

9,125 

7.958 

t 

4,395. 
23^,159 
120, 134 
7,670 
12.723 
168 083 

t 

8,016 
86,795 
523,846 
32 , 274 
15.525 
666,460 

123,654 

764,311 

6,267,010 

51,069 

48.359 

7.254.406 



8,080 

1,556 

30,208 

19.409 

59.257 


2,412 

4,803 

14,587 

12.431 

3,057 

1,128 

8,040 

3-585 

3,550 

7,158 

83,291 

30.102 

36,994 
128,728 
507,505 
_ 283.242 


34.234 

15.811 

124. 1Q3 

956.473 




60 

415,481 

200 


JA, 

5,742 

,12,.Q3S^ 

6,550 

125,583 


wmimam 




■■S) 

1(^ 11'^ 

InBi 1 l" lii 


TOTil PXOOUCTON EXPENSES-StEAH Po*« 

H]|dnulii: povtf 

Opeiwoo 

Supei«isioa ud cD^acenag 

Station Ubor 

Vihtt fcrpowot 

Supplis ud dpetua 

Total opetation 

Mauitcnaoce 

Supenium ud tnguKtnng 

Stnittures and iznpn»eaMata 

Rtscruom, danu, ud valcuraji 

Generattflj and elertnc Bjmpmtnt 
ftoads, niliQida, ud bndga 

Total niimtaunce 

MuceHanoiua 

Renta 

Joint openaor-lMnt 

Jotnt apiflJa— Credjl 








11,944 

.-JlDl 








12.. 046 

7,419 

3,123 

27,626 

11,623 

1,087 

401 

792 

3,124 






96 

3,518 

766 

4,902 

49 75? 

57S?7 



l■mlllllllml■ 


■HHlBiBI 

^ , 9^ 4^b- 

7,200 








7.200 

■■■■■■■Hi 




■■HBHI 




139.451 

77.185 


ebbbb^b 



lyHHUUUBBI 

- .! 21,531 

loienul combustioa eoipoe povtt 

Optntxn 

Sopcmnoa and mgtneenc^ 

&a£wa UbCr 

Engine foei 

Soj^lies tfKl exposes 

Toul operatiOi) 

Miintemnce 

Sapervuioa tnd eogweencg 

Stxuctttfe tod unpfovemeBU 

Fuel iuldets, producen, tad uxesjones 

Ceoenung and ekdnc cfpupoiem 

Total mamtemoR 

Mncclkoeoia 

ReoU 

Joint cxp«DM»~Deb4t 

Joint cxpcnio— Credit 


184 

3,259 

29,944 

?.9fi8 





1,579 

104 








1-6B4 



62 

1 3,775 

138 
5.895 





165 








165 












mmmmm 

mmmmm 

■■iHIHH 






457^35 





1.850 


Purtluscd powtt 

Intecchaogc po*ci 

Olbcr cxpeoaci 

Joint ettpeuei— Debit 

Joint oipenaea— Credit 

Total other production enpcnaca and cttdita 

978,144 

149,523 

8,312,243 

(1,810] 

249 

839 


313,742 


2,670 

465,252 

10,011,333 

1. 

8.309.^43 


— 'm7?45 






— ^^34? 

11.559 .'659 

55055 

313.742 

303.488 



■>il ii.irri 1 

TKANSMISSION EXPENSES 

Operation 

Supcfvuion lod engineering 
load dupatching labor ud expciuei 

Stiboris 

lana 

Total operatmi 

Maintenance 

SupervMion and engmeermg 

Stmctuica and nnpiovetnenta 

Stabon cijuipmeot 

Overhead apatem 

Underground a^atem 

Roadiand tmla 

Total ouHitenaiKe 

MiaceUaneoiia 

Keob 

Joiot expenaea— Debit 

Joint expenaea— Credit 

Total aiscclluKoua 


32,801 

45,824 

237,538 

105.950 

1,515 

2,739 

1.764 



1,218 

8 






422.11? 




PBBBsiHm 

mmmmm 

iwmmmmm 


7,100 

3,750 

143,366 

66,261 

69 

155 

1,035 

374 

837 



1,689 

1,966 

I 

k 

1 

I 


220.704 

2.247 


mmmmm 

BHIBHEllSISn 

mmmmm 



10,674 

Z 



992 





I— g| 

1— — 

■BBS 

BBSS 

immmmm 


Total Tiunswission Expenses 

A 


1— EEa 

I—— 

I—— 



.SSBiiHBlW 


Transmission expenses included with oistributioh expenses 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31 1948 



DISTRIBUTION EXPiNSES 
Opctauu 

Superroioa and cnjincamg 
Uad dispatching labor and ezpauos 
Dutnbution office etpnues 
Statioiu 

Stonge battena 
Lines 

Services no customers pferaoes 
Street lighting and signal systems 
Total opeiatHM 
Mitntcnance 

Supecviswo and enguieenng 
Structures and improvements 
Station csjuipment 
Storage betteiy equipment 
Overhead system 
Underground system 
Lme ttansformeis and devices 
SetvKes 
Meters 

Installations on customers premises 
Leased property on customers piouises 
Street lighting and signat system 
Total maintenance 
Miscellaneous 
Rents 

Joint expenses— Debit 
Joint expenses — Credit 
Total misceUaneoai 


CUSTOMERS ACCTING AND COLLECTING EXPS 
lot Supemsion 

102 Customers cootnets and orders 

103 Oedit mvestigations and records 
lOd Meter reading 

103 CoUetting 

106 Customers bilhog and accountang 

107 Miscellaneous expenses 

108 Uncollectible accounts 
Rents 

Total Customers' Accountinc and Coll. Exw 


SALES PROMOTION EXPENSES 

111 Supemsion 

112 Salanes and enmmusuxu 

113 Demoastratioa 

114 Advertismg 

115 Miscellaneoos sales eipenies 

116 Rents 

117 Metchandnmg, lohbmg, and contract woit 
Total Sales Promotion Expenses 


ADMINISTRATIVE AND GENERAL EXPENSES 

119 Salaries of general officers and executives 

120 Other general office salaries 

121 Expenses of general officers 

122 Expenses of general office employees 

1 23 Gneril office supplies and expenses 

124 Management and superviaioa fees and expenses 

123 Special services 

126 Legal services 

127 Regulatory commission expenses 

128 Insurance 

129 Injuries and damages 

130 Employees welfare expenses 

131 Pensions 

132 Miscellineous general apenscs 

133 Maintenance of general property 

134 Rents 

133 Commisiiooi paid under agency sales conlracti 

136 Fnnchiie requirements 

137 Dupheate miscellaneous charges— Credit 

138 Administrative and general expenses transferred— Credit 

139 Jornt expenses-^ldMt 
Joml 


Total Aumnutrattve and General Bxpensis 




12,499 

3,000 

15,262 

6,779 

1,625 

612 

5,052 

3,387 

52,349 

85,217 

57 

224 

3,780 

1 


344,895 

552,603 

1,407 

1,104 

9,420 

13,052 

60,642 

128,560 

863 

2,207 

2,162 

42,959 

126,945 

318 

3,688 

4,620 

20,367 

70,464 

77 

10 

680 

725 

2,458 




37,850 

400,561 

4,480 

152,721 

7,937 

29,202 

22,456 

4,732 

18,096 

36,880 

228,696 

43,199 

31,510 

8,430 

4,546 

4,546 

199,450 



35,514 

37,069 

1,039 

4,240 


37.069 

ESffii'ilESril!"il 


2,428,550 


145,213 

550,173 

12,935 

26,649 

147,154 

21,492 

56,137 

16,551 

36,181 

51,947 

36,209 

18,117 

129,330 

60,133 

5,404 

184,524 

204,334 

293,553 


13 

1,560 




423 

1,808 

) 8,644 

) 23,295 


1,841 

4,886 

j 

1 

3,241 

1,486 

2,726 


) 


3,725 

4,227 



5,569 

16 

1,458 

(41) 



48 

1,215 

625 




127,573 11' 
666,891 112 
63,630 113 
617,860 in 
321,512 115 
851 ii« 

117 

118 


181,929 

1,189,214 

18,436 

1,419,259 

39,599 

120,915 

7,132 

25,898 

102,325 

338,699 

971,912 

401,983 

144,652 


81,217 

71,230 

958,400 


m-imwim 


A. TRANSKISSION expenses INCLDDED with DISTRIBlfTION EXPENSES 









































STATISTICS OF ELECTRIC UTIUTIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electm Operating Expenses 




production expewes 
Sttani powtr 
Opeiatloo 

SupcfTuuM and enjmectuij 

sdttoD Uhot 

Fuel 

Vtta 

Supplia uud ezpoue 
ToUl gallon 
Muaterunc 

Supertuioo iod tnynttnug 
Stnirtuta ind impiovnuniti 
Boilei pUnt 

Generating and eiertne eqnipi>*t't 

Tout muolButtce 

Moctlljftona 

Rents 

Steam frtmi other sources 
Stcirn transferred — Oedit 
Joint oepenses — Debit 
Joint eepenses— Credit 
Total miscellaneous 


Totai, PatiPUCTSOM EitPtsisns— Steak Posota 


Hjdtiulic power 
Operation 

Supemsion and engineering 
SutiDii labor 
Water for power 
Supplies and expenses 

Total opewioa 

Mamtenaiiee 

Supeivisioii end engioeenng 
Structures and imptuvements 
Reservoirs dams and vuuwtft 
Generating and eleOnc eipiipmene 
Roads, nilreads, iiul bridges 
TiXal ffliiatenance 
MiJcelliAeoiis 
Rent] 

Joint expenses— -Debit 
Joint expfaues—Credit 
Total DisctUaneaui 


Internal coahuseioa engine power 
OperacMi 

Sopervuioa and engineering 
Scitioa labor 
Rngioehael 
Supplies lad expenses 
Total operatioa 
Mxincetunte 

Supcrvisina and eogineerrng 
Structures and improveiBents 
Fuel holikn, producer] aodtcceoana 
Geoeiatuig and electric e^uiptnent 
Total mauntenmce 
Miscelluieoiis 
Rents 

Joint expenses— Debit 
Joint atpewes— Credit 
Total miscellaoeous 


50 Putefuaed power 

51 Intetchange power 

52 Other expeflSU 

55 Joint expenses — Debit 

54 Joint expenses — Credit 

" Total other productiatieaipenses laid credits 


Total PatmuenoN Ewensss 


TRANSMISSION EXPENSES 
Opecation 

}7 Soperviaaon and engineenng 

}3 Load dispatching labor tad estpeniei 

)9 Stttiocis 

jo Lines 

61 Total nperxtioo 

Miuitenmce 

62 Supccviiioo and engineeniig 

6i Structaim and unprovemeaits 

64 Station e^iupmcct 

6) Ovethead system 

66 Udrlefgrnanrl system 

67 Roads and Inals 

61 Total maintenance 

Miscellaneous 

69 Rents 

70 Jotnl expenses — Debit 

71 Joint expenses — Credit 

72 Total misceUaneous 




C Report reflects acquisition or Indiana Service Corp j acquired 

Aus. 31, 1948 

D Cohpanv acquired by Indiana A Michigan E!lectric Co on Aug 31 , 1948 


A Report reflects operations foR period Jan 21, 1948 to Dec 31, 1948 
B Transmission expenses included with distribution expenses 
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STATISTICS OF ELECTRIC UTIUTIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Expenses 

lUmoii I luditni 


Sherrard 

Power 

System 


South Beloit 
WateRj 
Qas and 
Electri c 
Company 


Union 
Electr I c 
Power 
Company 


i 



DISTRIBUTION EXPENSES 
Opentioo 

Sup«nuion lod cngineermg 

dfipatduDg Ubof and eip en s rt 
Distribution office e3|>e]ues 
Stations 

Stcrige battenes 
Lines 

Services OQ customers p'^mises 
Street lighting and signal systems 
Total operation 
Maintenance 

Supemsioo and eogmeenng 
Structures and iroprovcments 
Station e< 5 uipment 
Storage battery equipment 
Overhead system 
Underground system 
Line transformers and devices 
Services 
Meters 

Imtailatiofls on customers pretnues 
Leased property on customers premises 
Street lighting and signal system 
Total miintenaoce 
MiscelLaneOos 
Rents 

Joint etpenses — Debit 
Joint expenses— Oedit 
Total miscellaneous 


Total DiSTWBimoN Expewes 


CUSTOMERS ACC TING AND COLLECTING EXPS 

SupervuiOQ 

Customers contracts and orders 
Credit mvestigatiofls and records 
Meter reading 
Collecting 

Customers billing and accounting 
Miscellaneous expenses 
Uncollectible accounts 
Rents 


Total Custoueis Accounting and Coll Exw. 


SALES PROMOTION EXPENSES 
Supervision 

Salanes and commissioas 

Demonstratioo 

Advertising 

Miscellaneous sales expenses 
Rents 

Merchaodistnz, i(^>bine, and contract wodc 


ADMINISTRATIVE AND GENERAL EXPENSES 
Salanes of general officers and ocecutives 
Other genera! office salanes 
Expeosa of general officers 
Expenses of geoeraJ office employee 
General office suppbe and expense 
Management and supenrtsion fee and expense 
Special service 
Legal services 

Regulatory commission expense 
Insurance 

Injune and damages 
Employee welfare expenae 
Pensions 

Miscellaneous generfl expense 
Mamtenance of general property 
Rents 

Commisaiofls paid under agency sale contracts 

Franchise requirements 

Duplicate miscellaneous durges— Credit 

Admmistradveand general esepense transfered — Credit 

Joint expeasef— Debit 

Joint expense— Oedit 


Total Adminbtiiative and Ginbial Expensm 


TOTAL ELECTRIC OPERATING EXPENSES 


Report reflects oper>^tidns poR period Jan 21 , 1948 to Dec 31, 1948 
Transmission expenses included with distribution expenses 
Report reflects acquisition of Indiana Service Copp , acquired 
Aug 31, 1948 


COMPANV acquired BY INDIANA MICHIGAN ElECTRJC Co ON AUQ 31, 
1948 
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STATISTICS OF ELECTRIC mUITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Bkcinc Operating Expenses 




1 ND » AHXPOL 1 S 

Madison 

Northerh 

Public 

■ 1 

Southeastern | 

Southern 

Central 

1 hterstate 


Power i 

Licht aho 

Inoiana 

Service 

Indiana 

Indiana 

States 

Power 


Light 

Power 

Public 

Company of 

Power 

Gas and 

Electr ic 

Company 

ITEM 

Cohpany 

Cdhpaht I 

Service 

Company 

Indiana, Inc 

Company 

Electric 

Company 

Company 



655,269 
4,828,722 
71,365 
67.063 
- ■5.768,464 



PRODUCTION EXPENSES 
Stnrti pewn 
Opeotioa 

Supcn iiion 1(1 J atguKoiag 

Stuuo UEot 

Fud 

Wittr 

Supplies utd npoixt 
Tout opentKW 
Muntausec 

Sspeivisioa ud ei;in«nnf 
Stnirturei usd tmpnjvoBtiin 
Boilei pbnt e^tiiptncnt 
CcnciUKi j and electne ajuipioail 
Totil inuQtovuict 
MucelliiKous 
RoitJ 

13 StcjmfmmoUicriaittts 

14 StoiTi tiiBsIefred — Credit 

I } Joint upcasts— Debit 

I j Jomt a peases— Credit 

17 Totil miscellineous 

15 Tor iti. PnoPLcnoN fafana— S tsam Pores 

Hydtnibc power 

Opentmo 

19 Soperwiion ind enguuenug 

20 SUian labor 

21 Wuer for power 

22 Supplid ind espenses 

23 Total opentioa 
MiintWiftce 

21 SuperviKori and capoannj 

23 Stnicmres and impioveineats 

2f> Reservoirs, dios and vitemys 

27 Genentiiig and efcanc eipupmeat 

28 Roads, nilmdi, aid bndpei 

29 Total mimtnaocc 
MiscelUocous 

30 Rems 

31 Jowt espenaes— Debit 

32 Jout eipentti— Oedit 

Total nuscellaoeoiis 

H Tot ai. ttoouenoN Ex wsis— Hvwuuuc Poym 

iMenul comfaustKM enpne power 
Opentioa 

33 Superruioa and cnguettuis 

}S SuMa taboc 

31 Enjioe fud 

38 Supplies and espeflset 

39 Toetloperaboa 
MaiotcnaiKe 

40 Suptrvisioa and engineeniig 

II StriKtuics and improveeieiiti 

42 Fuel boldets, produom, sod taesxpet 

43 Genefliang and deetrli: eqaipopeat 

44 Total mainttaaance 
Uisrellaaaeaui 

43 Rents 

44 Joiot eapeases— Debit 

47 Joint apaua^-Cndit 

Total nnsaliaoecus 


Putdiaaed posver 
lotentbinge power 
Odier esrpenjes 
Joint eapeases— Debit 
Joint eapeoses—Credit 
Total other pmductioa 


nWNSMlSSION EXPENSES 
Operation 

Supervision and engmeeting 
Load dispatirhiiig labot and etpenscs 
Stations 
Lines 

Total opeiatioa 
Msitlteoaaiee 

SuperviHon and esi jiiwtttOJ 
Suurtures and improvements 
Station etjuiposent 
Ovcibead sjstem 
Underground system 
Roads and triib 
Total miintenancc 
MutcUaneous 

Rents 

Joint openses— Debit 
Joint openses— Credit 
Total misodlaneoiis 


KANSMISSIOK EltPENseS 
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STAHSHCS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Expenses 



Indunt I I(nt> 


HOmHAPOU I 5 

Power i 
Light 
Company 


Had ISON 
Light aho 
Pqwih 
CaWPAMY 


Northern 
Indiana 
PUBL I 0 
Service 
Company 


Public 
Service 
Company of 
Indiana, Inc 


DISTKlBimON EXPENSES 
Openlioa 

Sopetviuco ini engioeermg 

dupitdung UEoi tnd expenses 
P t^nhnim n nfikt gpana 
Stitioiu 

Stongstattenes 

Lines 

Sesvifeseo castanets prarusa 
Sheet ligbliag and ligftlIiSgjt£SU 
iToiaI openuod 
tMnnleiUfifC 

SapemNonaqLcagiiieenag 
StdKtBies aidanipnmmcnli 
SLaboa djuipment 
Storage battery etpiipuient 
Ovobeid system 
Uotlefgttiund system 
Lme tratisfonners and devices 
^Services 
ideten 

[astallaQonc«a custotrieTS pre m ises 
Leased property ao-euitcmers premises 
Street Lghtmg lod Jigoaiiystcm 
Total maiQtciuiiCe 
Mueellaoeous 
Rents 

Joint apenso— Debit 
Joint eapenses— Credit 
TotaL miacellantnns 


Total Distubution Expenses 


CUSTOMERS' ACCTING ANDCOUECnNGEXPS 
Sopccvision 

CiHtomets contracts and orders 
' Credit investigations and recnfds 
Metet reading 
Collecting 

Custooien billing and accounbog 
Mueellaoeous expenses 
UncoUeoible accounts 
Stents 


SALES PROMOTION EXPENSES 
Supervmoa 

Salanes and comousuaas 

Demonstration 

Ad»rtuing 

AMflCdbneDus siks expenses 
Merebandisiot, lObbliucASNl conlnct wodc 


Total SAixsPaoaicmoK Expenses 


ADMINISTRATIVE AND GENERAL EXPENSES 
SalarscioLgcoeiil officen and exccutiYci 
Other genaXl o6ce salanes 
Expensexof generalo&cts 
Expenses of genetsl aSceeaplofets 
GcociaI office supplies and expenses 
Management and supemslon lees and expenses 
Specixl setvicei 
Legal services 

Regulatory commusioo expenses 
lasuimce 

tn/unes and damages 
Employees v'el/uecxpemes 
Pensions 

Miscellineeui genctal expenses 
Miintenence of general property 
Rents 

eo mmus ie ns paid under agency iileiiConttKti 
Fuaefaue retirements 
Duplicate muccltaneeus charges— Credit 
Admlnististive and genent expenses iraMferrcd-Cmdit 
Jilnt exp enses - D ebit 
Joiat 


Total AunNisTaATivi and 


rri'T?riwirr! 


287,891 

332,859 

35.395 





31,906 

63,353 

98,868 

135,065 

55,217 

235,416 

16,917 

19,588 







152,003 

165,084 

10,699 

2,267 

29^699 


56,178 

60,283 

102,685 

210,333 

107,516 

19,737 

47,270 


Southeastern 

INO I ANA 

Power 

Company 

Southern 

1 NO 1 ANA 

Gas and 
Electr i c 
Company 

S 

4 

1,737 

17,772 

5,118 

9,234 

203 

3,341 

10,905 

38,854 

3,472 

82,097 

1.718 

446 


Central 
States 
Electr ic 
Company 


Interstate 

Power 

Company 


68,080 

929 

74,074 

117,779 

1,665 

1,004 

20,273 

9,429 

52,290 

1.940 

117,378 

57 

102,038 

180,774 

5,680 

266,574 

531,420 

37,637 


13,167 

767 

67,638 

3,398 

75,035 

155,476 

29,723 

1,052 

75,506 

147,620 

48,939 

1,026 

44,148 

74,095 

17 

19,296 

939 


48,313 

52,893 

6,641 

110,313 

96,692 

213,014 

5,991 





15,609 

1,104,137 



202,431 

1,189,338 

15,719 

134,395 

182,218 

29,832 

13,942 

621 

75,564 

41,993 

240,685 

488,196 

422,490 

61,632 

178,660 


1,847 

9ni,’m 


11,308 loi 
10,331 102 
444 103 
79,300 104 
94,988 103 
95,907 106 
1,941 107 
108 

14a 170 109 

08^392 110 


13,364 111 
34,007 112 
3,133 iiJ 
38,592 114 
12,575 113 
1,167 ii« 
117 


68,071 119 
231,549 i20i 
9,117 i2i| 
39,620 122 
55,819 123 

124 

15,866 123 
34,001 126 
12 127 
28,843 128 
16,624 129 
45,698 130 
13,649 131 
49,231 132 
20,373 133 
13,511 134 
IJ5 

5,570 136 
29,124 137 

IJS 
139 
i4q 
l4t 
142 


iHCLUBES i|39^a45 JltPMTEOMS TlRAtNldlG SCHOOL EAPtMSES 
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STATISTICS OF EOCTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Expenses 



PRODUCTION EXPENSES 
Scoffl power 
Opeuuoo 

SupetMiion aid cnguietnng 

Sutioo libci 

Futfl 

Water 

Supplio aid oepoiBi 
TailopentHB 
Maolecuice 

Supetnuioo md engirmnug 
Sruttiirci led impieveaetiti 
Boiler plait equipment 
Gennainj aid electne equipment 
Total mantnunce 
Mucetlaoeixu 
RentJ 

Steam from other sources 
Steam tram/etred— Credit 
Joint ejpetisel— Debit 
Joint eipensci— Credit 

Total iniaeellaneoua 

ToT Ai. PiPpucnoN EiUNSEi— SrtaM Powta 
HydtailiC power 
Dpentloo 

Supemnon inrj cnguxtmg 
Station labor 
Water lot power 
Supplies and eapenses 
Total operation 
Maintenance 

SopervisioR and en^neermp 
Struttiua and unprovements 
Rejetroin tUnu ind witerwiys 
Geoeritirif and elettfie equipment 
Roads railtuads andbcidje) 

Total maintenante 
Miscellaneous 
ReoB 

Jotnt ejpenses— Debit 
Joint eipeases— Credit 
Total ousceilaoeouj 


Totaj- PjciDUcnoN EstPUJsji— Hraniiuc Pimi 


Inletnal couitivsliSfl enjitie power 
Opcrution 

Supenismo and eogmeecing 
itatum labor 
Engine fuel 
Snpphu and eipenses 
Total operation 
Mamtenaoce 

Supervuioo and engmeeruig 
Stncbiia and unpioveiiieiiti 
fuel holdeta pioducen and iceesaanes 
Cenetstug and dettnc equipment 
Total maintenance 
Mtscellaiuflus 
Keob 

Jomt eipenses— Debit 
Joint eipenses — Oedit 
ToCsl miscdlaneous 


ToIAI FIOP EXN — IttTlBfAl OtttB EtfC. PWH 


30 Purdiiied power 

31 Interchange power 

52 Other eipeiiw 

3 } Joint eipenses— Debit 

54 Joint eipenses — Credit 

55 Total other production 


TRANSMISSION EXPENSES 
Operatioa 

57 Supervision and engineering 

58 load dispatching labot and eipenses 

59 Stations 

do lanes 

dl Total operation 

Miintenmue 

dl ' Superwiston and engweenag 

ij} Stmctiares and improvements 

64 Station equipment 

65 Overhead system 

66 Underground System 

67 Roads and trails 

Totad maiotenance 
Miscellaneous 
Rents 

Joint eipemes— Debit 
Joint expenjes-Credit 
Total miscellioeous 


-.44,>.4^2 

2,381,248 


. _ , . 122 
■ 1. '588. 829 

426 

236 

1,849 

352 

3,283 

23,590 

807 

42 

l9e 

2.359 

825 


28.609 



28?^ 

4.555 

40.884 

170 

2,545 

3,59a 
31,810 
128, 186 

11,081 

89,696 

472,906 



273247354 

754.065 

3.449.007 

2,351 

18, 004 

1,396 

16, 285 

4,776 

9, 139 

2,135 

28.601 



813 

10,623 

10,365 

11,913 

444 

6,836 

79 

1,504 

8,330 

14,335 

6,767 

10,376 

4,596 

504 

14,309 

8 

28,871 

1 

30,909 


986,727 1,316,240 
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STATISTICS OF ELECTRIC UTILITIES I\ THE UNITED STATES FOR YEAR ENDED 

Electric Operating Expenses 





1 OWA 

Northwestern 

Sioux C i ty 

Southern 

Light and 

Gas and 

Utilities 

Power 

Electr I c 

CoMPANv or 

Company 

Company 



DISTRIBUTION EXPENSES 
Opitatiofl 

Super-ision ind engineering 
Lead dispatching labor and expenses 
Distribution office ptpenjes 
Stiiioru 

Storage batteries 
lanes 

Services on customers premises 
Street lighting uid signal systetns 
Total operation 
Maintenance 

Supervision and engineering 
Strufturea and unprovements 
Station ecpsipmeot 
Storage battery equipment 
Overhead systcnl 
Underground system 
Line transformers and devices 
Services 
Meters 

Installations on custoiners premises 
Leased property on customers premises 
Street lighting and signal system 
Totil mamteoance 
Miscellaneous 
Rents 

Joint expenses — Debit 
Joint expenses— Credit 

Total misccllaacotis 

Total Distwbittwn £xp£N5£S 


CUSTOMERS ACC TING AND COLLECTING EXPS 
Supervision 

Ciuumen contracts and orden 
Credit investigations and records 
Meter reading 
Collecting 

Customers billing and accounting 
MuccUancous apentts 
UncoLiectible accounts 

Renb 

Total Qistomew Accountimo and Coll. £xps 


SALES PROMOTION EXPENSES 
Supervision 

Salanes and coffioiissions 

DemoouraCioa 

Advertising 

MuceiUneotts sale expeoKS 
Rents 

Merctuodising, jobbings and contract work 
Total Salks PRonemoN Expenses 


ADMINISTRATIVE AND GENERAL EXPENSES 
Salaries of general officers and cxetuttves 
Other general office salaries 
Expenses of general officers 
Expenses of general office employees 
General office supplies and expenses 
Maoigemcot and supervision fees and expenses 
Special services 
Legal services 

Regulatory commission expenses 
Insurance 

Injuries and damages 
Employees welfare expenses 
Pensions 

Miscellaneous general expenses 
Maintenance of generil property 
Rents 

ComitiissiOAs paid under agency sales contracts 

Franchise requirements 

Duplicate nuscellancous charges—Oedit 

Adrninistnttve and general expenses tniuferrcd— Credit 

Joint expenses— Debit 

Joint expcnscs»-Cfedit 

Total AnacrnmnATiVE and Gbnulal Expenses 




20.904 

1 32.541 

273.404 

296.673 

■HIBIIl 

3,286 

7,570 

20,125 

1,276 

525 





9 , 222 
24,330 
5,971 
39,765 
26,246 
51, 150 
14,243 
1,879 

31,493 
26,384 
6, 446 
83,875 
61, 870 
84, 814 
31,200 
11,367 

40, 134 
24, 494 
2,637 
67,069 
68, 124 
124,714 
11,411 

15, 512 
12, 555 

49,843 
64,002 
110, 194 
426 
7,948 



26,097 
33,421 
3,003 
17, 299 
2,504 
836 

20, 038 
1,737 
5,011 
68,644 
3,634 
886 

— ' 83Ti65 




133,724 

87,933 

95,105 

158,778 

25,457 

18,770 

1,513 

17,444 

27,999 

28,643 

53,712 

19, 191 

30,186 

11,766 

32,928 

3,503 

29,361 

22,877 

29,482 

10,393 

31,801 

30,025 

115,491 

78,559 

140,139 

114,982 

11,620 

11,418 

9,367 

10,068 

57,546 

5,404 

12,611 

9,159 

93,642 

214,825 


5,873 pi 


5;116 \m 
4,821 
3,005 
8,734 
7,621 
23,853 
3,298 






















STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Electric Operating Expenses 


Kmiu Kentuclt 



PRODUCTION EXPENSES 
Stum pooet 
Opetjtiw 

Supenision ind enpMCimj 

Statioa Ubor 

Fuel 

Wjfcf 

Supplies aiul expenses 
Totjl opetjtura 
RuAtcnuicc 

Suptnision md enguwtnng 
StDftuies »nd iraprovementJ 
Boiler pUnl et^uipmeiit 
Gownting ud dcctnt ei^uipmest 
ToUl nuantcfurice 
Ml3CcIl»tWIUS 
Rents 

Stcim from other sources 
Stwtn InnsfetitJ— Cresk 
Joint etfOises^Ddut 
Joint npensej — Oedit 
Tool mucelliiKoio 


TOTaI ftlODUCtWN EtPENSES— SrCAM PoSCEt 


Hpdrjabs fO»er 
Operition 

If> Supnsiston jnd engineering 

2I> Stition hbof 

J1 Witer foe power 

22 Supplies ind expense! 

23 Toul opentitm 
Mnintaunie 

24 Supervision mil engineering 

25 SeruCtuirs aetd icnprovements 

26 Reservoirs, iliins ind waterwip 

27 Gcnentmg and elertne etpnpmerK 

’’S Roads, ndcaads, and bridges 

29 Total tnaintenince 

MuceUaneous 

30 Rents 

31 Joinl expenses— Debit 

32 Joint eipinses— Credit 

33 Total nuscelJjiiema 

34 Tot al PaotmenoN ExaENSB— H ywuuuc Ro»a 
Internal comiiustion engine power 

Operatum 

33 Supennsron and engineeriog 

36 Statioa labor 

37 Engine fnel 

38 Supplies and expenses 

39 Total operxboo 

Maintenance 

40 Supemiicio md eagmeeiiaig 

41 Structures and imprcvemeots 

42 Fuel holders pioduters and aceessories 

43 Geoetalmg and elettnc erpupment 

44 Total nuiniesunce 

I MisCellantotii 

45 Rents 

46 Joint expenses— Debit 

47 Joint expenses— Credit 

48 Total imstellancnns 

49 Tot al Paop Etrs— iNTEMtALCoiti Eng-Powhi 

50 Purchased power 

53 Interchange power i 

52 Otbtt expenses 

55 Joint expenses — Debit 

54 Joint expenses — Credit 

55 Total othci production expenses and aedits 

56 Total PaocuCTON ExrtwiM 

TRANSMISSION EXPENSES 
Operation 

57 Supervision and engineering 

58 Load dispatching lahoi and expenses 

59 Stations 

60 EiOfS 

6 1 Total operation 
Maintenance 

62 Supervisioo and engineering 

63 Stnichires and improvements 

64 Station e<;uipanent 

65 Oveibead system 

66 Underground spslan 

67 Roads and trails 

Total montetutice 
Miscellaneous 
Rents 

Joint expenses— Debit 
Joint expenses— Credit 
Total mttcdluicoaJ 


Cemtral Eastern 

Kansas Kansas 

Power Utilities, 
CoHRANT, The Inc 


29,983 

126,013 

3,800 

10,495 

170.306 





Kansas 
Elect? ic 
Power 

Company, The 


9.083 

98,467 

837,654 

14,017 

6.341 



Kansas 
Gas and 
Electric 
Company 


90,052 

267,377 

2,213,662 

4,483 

35.018 


Kansas Western 

Power amo Light A 
Light Telephone 

Company, ThE Company, InC 


Kentucky Kentucky and 
Utilities West Virginia 
Company Power 

Company, 
Incorporated 



65,056 

438_ 

606,337 

440,735 

606.337 

681.984 


1,504 

702 

13,808 

7.676 

1,758 
6,398 
3,579 
10.881 . 



4,173 

1,245 

3,868 

557 

3i4 

1,661 

5,853 

2,077 

759 

6,544 

7,880 

356 

11,241 

557 

31,245 

41,771 

2,632 

291 

41,534 

33,155 

160 

20 

7,472 

43 

10,829 

29,051 

29 

OHT 

s.lOe 

wmmmm 

84.818 

liuQiL 



1,550 

47 

643 

209 

178 

73 

165 




A For delivery of 15,876 thousand kwh to Appalachian Electric Power Co. 
under interconnection agreement. 
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STATISTICS OF ELECTRIC LTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 


Kiniu 

Kcntuclty 

ITEM 

Central 

Kansas 

Power 

Company, The 

. 

Cas’Ern 

Kansas 

Utilities, 

1 NC 

Kansas 
ElECTH I c 

Power 

Company, The 

Kansas 

Gas and 
Electr I c 
Company 



Kansas 
Power and 

L 1 sht 

Company, The 

Western 
Light 4 
Telephone 
Company, |hc 

Kentucky 

Utilities 

Company 

Kentucky and 
West V i rg 'Ni a 
Power 
Company, 
Incorporated 


DI?rRIBUnON EXPENSES 
Opetjtioo 

SupervmoQ uid cngmcenag 
Ijad dijpitchmg labor lod atpensa 
Distributioo ofiicf openjcs 
Stitiooi 

Stoiige batttnes 
Liiks 

Services OQ customen premises 
Street lighting and signal systems 
Total operation 
Mamtounce 

Supervisioa and engmeenng 
Structures and improvements 
Station ei^uiprncflt 
Storage l^ery equipment 
Overhead system 
Underground system 
Line traos/ormers and devices 
Services 
Meters 

Uutallationa on customers premises 
Leased property on customers premises 
Street lightmg and signal system 
Total m ain ten a n ce 
Miscellaneous 
Kents 

Joint expenses — Ddiit 
Joint expenses — Credit 
Total miscellaneous 


CUSTOMBlS ACenNG AND COUECTING EXPS 
Supervisioa 

Customers contraca and orders 
Credit inveshgatians and records 
Meter reading 
Collectiag 

Customers billing and accountmg 
Miscellineaus expenses 
Uncollectible accounts 
Xeuts 


SALES PROMOTION EXPENSES 
Supervisioo 

StUnes and conmisuoiu 

Dcmoasbiboa 

Advertiamg 

Miscellaneous sales expenses 
Rents 

Mercbandismin inbbuait, and coatract avoclc 


Total Saus Promotion Expinsss 


ADMINISTRATIVE AND GENERAL EXPENSES 
Salanes of general oEicccs and executives 
Other general olEce salanes 
Expenses of general ollicera 
Expenses of general office employees 
Geneiil office supplies and expenses 
Management and supervision fees and expenses 
Sqiecial services 
Legal services 

Regulatory commiuion expenses 
Insurance 

In|iuiei and damages 
Employets welfare expenses 
Pensions 

MiaceUaneous general expenses 
Maintenance of general property 

Reno 

Commissions pud under agency sales contracts 
Fnnehue requirements 
Duplicate nuicdJaneous charges — Credit 
Admmistrative and general expenses tnnsfeired— Credit 
Joint expenses — Debit 
Oint 


TOTAL. ELECTRIC OPERATING EXPENSES 




101,598 i-t 

75 

71,639 76 

16,660 77 

134,195 
96,154 


19,7?? 

175,430 

WMHBgaiWBauiUill 

12,262 

44,302 

62,767 

35 

3,321 

953 

2,726 

95,486 

23,781 

107 


43,723 

142,223 

54,727 

491 



37,267 

85,083 

38,995 

29,788 

105,803 

16,885 ' 

5,957 

23,718 

7,582 

17 

80 

9.8B1 

3,844 

6.032 




2,237 

9.774 7,982 

36,058 

15,481 

1,702 

18,857 

6,536 




7 



10,731 


2,154 

1,427 

8,872 


2,693 

6,166 

5,089 

1,250 

2,405 

35,757 

7,769 

24, 552 
7,869 

11,684 

164 

10,899 

9,804 

24,228 

67, 102 

69, 103 

36,390 

10,850 

12,684 

18,041 

91,848 

64,940 

36,763 

6,919 

12,268 

215 

1,320 

87,083 

17,928 

3,480 

143, 139 
4,362 

64,911 

5,912 

966 

51,711 

23,532 




33,536 



66,860 
134,468 
602 
146,312 
10, 178 
3,384 

65,649 

61,709 

18,514 

22,502 

26,856 

1,804 

361.806 

197.637 


77,808 

365,700 

26,259 

15,349 

39,860 


21,995 

29,206 

66,281 

355,352 

72,817 

17,273 

4,224 


44,693 

162,239 


19,095 

26,750 

155,491 

112,730 

344,124 

38,584 

20,949 

108 

135,537 

14,698 

90,385 


Ml li 11 i 1 1 


100,237 

488,841 

15,674 

40,713 

88,778 

63,590 

31,874 

43,619 

36,915 

52,685 

64,543 

225,026 

76,038 

9,661 

63,226 


22,720 
169,096 
8,677 int 
3,706 |i22 
16,541 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Expenses 

Kentucky 1 


LOLISULLE 

1 

Union Light, 

Transmission 

Heat and 

Cohpcration 

Power 


Compamt, The 


PRODl'CTION EXPENSES 
Steiffl pti^jr 
Opetjtion 

v:sicn and cnginccrag 
Stilior labot 
Fad 
Si afcf 

Supplies and apecsea 

Toni cjKiadon 

Mairtenance 

Sup^rvis on and engiflfic'ing 
SrP-ciijra and inptoatilltnli 
Bodti plant Kjmpnent 
CrtTera ing and eleiPnc tcjaifrnent 
Total mairdtiucM 

MisudtaneOuS 

Reno 

SiKWi lioir ottw wuren 
S,eain Iraflifcfred— Credit 
Jauit eipensts— Debit 
Joint expenses— Credit 
Total miscellaneous 


Total PitmucnoN Expe\ses— Steam Powe« 


HpdeauJie power 
Operation 

Supers ision and engineering 
Station labor 
Water for power 
Supplies and eioeoses 
Total operatian 
Mairi(Kirie 

Sopers ision and engineenng 
Strticturts and impiosemecis 
Raetsoin Jams and waterways 
Generating and elctric eipuipmetit 
Roads, railroads, and bndgei 
Total Bumtenance 
IrCiscellaneoiu 
Re&U 

Joint expenses— Debit 
Joint expenses — Credit 
tool misuHineoiis 


Total PiooLcnoK Expenses— HvoEAtruc Powu 


Internal combuseioa engine power 
Operation 

SuperTisioa and engineering 
Station tabor 


Supplies and expenses 
Total operation 
Mninteoenre 

Supervision and engineenag 
Stnictuies and unpioTemefltj 
Fiiel holders, producers, indaccessseies 
Generating and electnc eiprfpment 
Total maintenance 
Miscellaneous 
Rents 

Joint expenses — Ddnit 
Joint expenses— Credit 
Total miscellaneous 


Total Peod Exps — Intsiinal Coscb Ehc Pown 


Purebajed power 
Interchange power 
Otbir expenses 
Joint expenses— Debit 
Joint expenses — Credit 

Total Other ptoducfioii expenses and credits 


Tom PaomuenoN Expenses 


67,915 

SOl,2Bl 

4,937,422 

57,36= 


746'. 1m9 

6.320 

7.320 


■siiiwgiw^i 


6,316 

37,125 

33,000 

18.560 

A 1 

“ 55!T^ 

1 

2,102 

155 

35 

27.702 

B 




2,136,767 


153, 790 


jmim 


nowise] 


TRaWSMISSIONEXPENSES 

Operation 

Supervision and engineering 
load dispatching labor and expenses 
Stations 
Lines 

Total operation 
Maintenance 

Supervision and engineering 
Structures and irapravenients 
Station cijuipmcnt 
Overhead system 
Underground system 
Roads and trails 
Total sniintenuice 
Misrellaneons 
Rents 

Joint expenses — Debit 
Joint expenses— Credit 
Total miKelliBeous 




1,829 

329 

650 

32 

46,221 

16,980 

13,246 

963 


384,790 


Includes $25,263 unclussifieo internal combustion enoine poveh 

OPERATION EUPENSES 


includes $7,311 UNCLASSIF I ED INTERNAL COMBUSTION ENGINE POWER 
maintenance expenses 

Penobscot Transportation Co , Northeastern Co 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR TEAR ENDED DECEMBER 31 1948 

Elect) tc Opetattng Expenses 


kv Umiiitci 


homHAm Mdioe 


* 


Lou 1 SV [ lle 

Lgl isv ille 

Union Lioht, 

Central 

Gulf Public 

Louis iana 

New Orleans 

Bangor 

Gas AMD 

TpAHSM ISS ION 

Heat and 

Ldu is iana 

Service Co , 

Power &. 

Public 

Hydro- 

Electric 

Company 

Cor Po R A’ Ion 

Power 

Company, The 

El EC7R 1 c 
Gompawv, Inc 

Inc 

Light 

Company 

Service 

Jnc 

Electric 
Company and 
Subs i d i as i e s 


DISTRiaUTlOV EXPENSES 
Operatior 

Supcn 13100 and engmeeiing 
Load dispatching labor and expenses 
Distributujn offce expenses 
Suiioiu 

Storage batteries 
Lines 

Services on customers premises 
Street lighting and signal systans 
Total operation 
Maintenance 


83 

Supervision and engineering 

12,578 

84 

Structures and imprmemcnts 

25,950 

35 

Station etjuipment 

76,131 

66 

Siorjge biltety Kjuipmmt 


87 

Overhead system 

271,790 

88 

Underground system 

26,041 

89 

Line transformers and devices 

43,400 

90 

Services 

44,584 

91 

Meters 

52,515 

92 

InstilUtiOfls on customers premises 


93 

Leased property on customers premises 


!M 

Street bghting and signal system 

52.041 

95 

Total mainfenanre 

Miscellaneous 


96 

RcflU 

10, 132 

97 

Joint expenjej— Debit 





Joint expenjes—Oedit 
Total nusceiianeous 


Total Distribution Expinsbs 



CUSTOMERS ACCTING AND COLLECTING EXPS 
Supervision 

Customers cootram and orders 
Credit investigations and records 
Meter reading 
Collecting 

Customers billing md accounting 
Miscellaneous expenses 
Uncollectible accounts 


Total Customers Accou>mNc and Coll Exps 


SALES PROMOTION EXPENSES 
Supervmoa 

Salaxies and commimons 

Demonstration 

Advertismg 

Miscellioeous sales expenses 
Rents 

MerchandisinB ic^iOb and contract work 


Total Sales Promotion Expenses 


ADMINISTRATIVE AND GENERAL EXPENSES 
Silanes oF general officers and executives 
Other general office salanes 
Expenses of general officers 
Expenses of genetii office employees 
G^erii office supplies and expenses 
Minagosent and supervision fees and expeoses 
Special services 
Legal services 

Regulatory commission expenses 
Insurance 

Injuries cad damages 
Employees welfare expenses 
Pensions 

Miscellaneous general expenses 
Maintenance of general property 
Rents 

Commissions paid under agency soles contracts 

Franchise rei^uirements 

Duplicate mtscellaneous cbargei— Credit 

Administrative and general expenses transfeered^OediE 

Joint expenses — Debit 

Joint expenses — Credit 


Total Administrativb and General Expenses 




Includes S41,719 unclassified distribution operation expenses 
Includes *12,296 unclassified distribution maintenance expenses. 
Includes ^127, 861 unclassified customers' accounting and collecting 
EXPENSES 

Includes $5,694 unclassified sales promotion expenses 



Includes $91,CXXD storm damages 
Pemboscot Transportation Co , Northeastern Co 
Includes $32,886 unclassified distribution expenses 
Includes $84,103 stores and transportation expenses 


























STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Expenses 


j Central 
I Maine Pjwer 
1 CONPANV 


PUNfOftD 
r ALLS PaWER 
Conpany 


Mtiae MijYluui 

RumedRd Light Conowingo 
Company Power 

Company 


Consolidated Eastern Potomac 

Gas Electric Shore Public Edison 
Light and Service Company, The 
Power Company Company of 
OF Baltimore Maryland, The 


production expenses 

Steiffl power 
Operjlion 

Supcfvuian tod enguieenog 
Stitioa libot 
Fuel 
Wiiei 

Supplies ind apaoa 
Tot»l openuon 
Muotenioce 

Supervision end en^oeerinj 
Slnictorts sod anpfovementi 
Boiltr plant ecpipnitot 

10 Ctnaumg sad elctmc csjiupment 

11 Totsl ffisiDtenifue 

Miscelltneous 

12 Rents 

1} Steam f rain ocher sources 

14 Steam transferred— Credit 

15 Join eipenses— Debit 

l£ Joint espenses— Ciedit 

17 Total miseeJlsiuBiis 

13 To tac PioDiicnoH Sxnnat—SriAU Pawn 
Hydraulic power 

Operation 

19 Supervision ssd cn^isieeciE; 

20 Station labor 

21 Water for powee 
Supplies and expenses 

Total operation 
Miioleoance 

Supers uion and rn^inetnn; 

Structures and imptovemeots 
ResetvniB, dams and wateewaf* 

Geaeratin j sod clettnc e^pment 
Roads, tailtoada and btidps 
Total mimtmncc 
MiscelUneow 
Rents 

Joint expenses— Debit 
Joint expenses— Credit 

Total miscellmeouj 


Total Pidouctton ExfEMsg— Hvmuuc Powa 


Inicnul (ondiustiaa enjine powei 
Operation 

SupetvisiOO and enpneenng 
Station Jabot 
Engine fuel 
Supplies sad expenses 
TeRsI openlion 
Muntenance 

Supervision and engineenng 
Structures sod impiovemeDts 
Fuel holders producers andaccesaones 
Genceatmg and elecUK oquiptnent 
Total m ii nien ancc 
Miacellaneous 
Rents 

Joint expenses— Debit 
Joint expoises— Ciedd 
Total nusceUincouS 


50 Purchased po*et 

51 Intetchangt power 

52 Other expenses 

53 Joint expenses— Debit 

54 Joint apenscs — Credit 

55 Total other productmo 



179 


503 

12,179 

1,199 

13,730 

612 

4,185 



548 

3,279 

444 

41 

74 



. transmission expenses 

Opcratinn 

Supervision and engineering 
Load dispatching labor and expenses 
Stations 
Lints 

Total operatiQn 
Maintenance 

Supervision and engineenng 
Stnicturn and unprovemenU 
Station equipment 
Overhead systtiii 
Underground system 
Roads and itails 
Total namtaunce 
Miscellaneous 
d 9 Rents 

70 Joint expenses— Debit 

71 Joint expenses— Credit 

72 Total miscellineoui 




91,969 

328,241 

3,633,210 

(615,172) 

171,428 



1,062,410 

109,193 





2,629 






3,115 

2,541 

10,619 

551 

989 

467 

221 

719 

16.275 

' 1345 

1.4C? 






6,224 

12 

1,946 

4,137 

212 

1,930 

566 

9,300 

8,995 

aisai 

20-793 

10,310 

139,604 

74,102 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Expenses 



Centhai. 
Maine Power 
Company 


Maine 

Public 

Service 

Company 


Mime I MarYlind 


RumfoRO Ruhfohd Light Conowingo 
Falls Power Company Power 

Company Company 


DISTRIBUTION EXPENSES 

OpCOtlOQ 

Supervtsioa and engmeciiag 
Load dispatching labor and expenses 
Dtstnbuboo office erpenjes 
SUtKMU 

Stonge battenes 
Una 

Servica OQ custornert premisa 


Total mamteoance 
Mufelianeoui 
Rents 

Joint oepeoses — Debit 
Joint estpeases — Credit 
Total miscellaneous 


CUSTOMERS ACCTING AND COIXEC. EXPS 
Sapefvisiofl 

Custooxn contracts and ofden 
Credit lavotigatiooa and records 
Meter reading 
Collecting 

Customers bcllmg and accountifl| 

MucelUneous expenses 
Uncollectible accounts 
Renb 


Total CusroMfiRS Accounting and Coll Ex?s 


SALES PROMOTION EXPENSES 
Supervmon 

Saline and conunissicru 
Demons tratiOQ 
Advertmog 

Miscellaneous sales expenses 
Rests 

Merchandising, lobblne, and coatnet work 


Total Sales Peomotion Expenses 


ADMINISTRATIVE AND GENERAL EXPENSES 
Salitie of general officers and executives 
Other general office uJina 
Expenses of general officers 
Expenses of general office employees 
Geoertl office supplies and expensa 
Management and superviston fees and expenses 
Special services 
Legal servica 

Regulatory commission expensa 
Insurance 

In;una and damaga 
Employea^ welfare expeoses 
Fensidoa 

MisccUaneous general expensa 
Maioteoince of general property 
Rents 

Co mnu ssK W paid under agency sala contracts 
Franchise requirements 
Duplicate miscellaneous charges>>-Credit 
Administrative and general expensa transferred— Credit 
Joint expenses— Debit 
Joint 


Total Aoministiattvi and General Expenses 




170,714 

85,184 

6CW,227 

205,591 

16,107 



95,129 

224,864 


79,261 
— 21,616 
B 446,920 



Street lighting and signal systems 

70.381 

4J327 

Total operation 

912.389 


Mamteoance 

Supervision and engineenng 

11,129 

3,386 

Structure and improvements 

6,138 

37 

Station equipment 

31,033 

5,699 

Storage battery equipment 

Overhead system 

255,802 

20,503 

Underground system ' 

7,113 


Lone transformers and devira 

68,317 

13,350 

Services 1 

34,908 

8,869 

Meters 

18,942 

3,140 

Installations on customers premisa 

346 

290 

Leased property on custOdJers premisa 1 

25 


Street bghting and signal system 1 

42.836 

Ll553 








D 11,163 
891 
5,304 






35.421 


1,007 

1,050 

12,861 

2,113 

1,342 

481 

4,932 

1,456 


861 


IHTBST 


73,726 

549,209 

31,670 

308,254 

268,058 

581,504 

5,037 

37,585 




195,020 

1,504,837 

3,396 

12,378 

357,024 

13,332 

6,904 

23,392 

87,189 

73,840 

128,160 

902,795 

224,023 

247,085 

8,028 


POTOM AC 
Edison 

Company, The 


t 

479,555 

208,344 

593,319 

4,483 

676,130 

1,767,730 

t 

31,641 

152 

48,010 

11,263 

76,882 

82,948 

1— KlfefcisM— 

207,809 

16,262 

48,050 

140 

259,305 

2,569 

11,589 

527,952 

77,156 

116,433 

733 

121,959 

21,255 

83,482 

23,295 

93,891 

11,902 

15 

165.212 

11.294 

IMWIIIMI 

173.645 

440,191 

5,951 

IHBB&IESEI 

5.951 


441.838 


18, 

858 

7 

270 


191 

38, 

669 

IS, 

362 

64 

755 

3, 

650 

2 

177 




imsm 


120,654 

152,728 

18,209 

11,406 

35,723 


15,028 

10,365 

15,095 

253,201 

39,307 

25,428 

3,519 






































statistics of electric utilities in the united states for year ended DECEMBER 31, 1948 

Electric Operating Expenses 

MirylipJ I MwtchUKtti - ■ - 


SusaUEHANN* 

ELECTPtC 


Susouehanna 

PsaER 


SUSUUEHANNA 
1 TRANSmSS IQM 


Company, The CaKPANf, TmE CanPAMf or 
I (A) Maptlanb 

(S) 


AmESBURV 

Elettric 

Light 

Company 


AT HDL Gas and 
Electric 
Company 


Attleboro 
Steam and 
Electr ic 
Company 
(C) 


Beverly Gas 
and Electr i c 
Company 


Boston 

ConSoL I DATED 

Gas Company 



PRODUCTION EXPENSES 
S<«Jin power 
Opcrritiott 

SupenuiOti Hid ccgineering 

SiiCiOfl Ubor 

tael 

Witti 

Supflio ard apenses 
Total oporalion 

Supervision and engiiwin^ 
SiruftUfO and improvmients 
Boilff pliflt eqiNpmecr 
Qcnfirating and cioftnc squip/neiU 
Total riuintctuntc 
MiiLclUneous 
Rents 

Steam fron otbcc sources 
Steam trinsferred— Credit 
Joint oepenses— Defalt 
joint ejpcQsrt—^jtdjt 
Total miicelUncous 


Total Production Expenses— Steam Powii 


HydnuliL po»cr 
Operatioa 

Supervision and engineering 
Stitton labor 
Water for power 
Supplies and expenses 
Total operation 
Maintenance 

SuperMNorj and engmeerjog 
Structures and unprovemerua 
Roervom dams andwaterwiyi 
Gener^ing amd electnc equipment 
Roadi rajlroads, and bridges 
Toul QuintcAanctf 
MiscclUneoua 
Reotj 

Joint e^peiw»— Defalt 
Jtxnt est^oscs— Credit 
Tool ouscellueous 


Total PnoouatoN Ex^fNsu— Hvouuuc Poyg» 


loteroal conibuuion engine pov^er ' 

Operation I 

SupervuiOa and engineeriag 
Station labor 
Engine foeJ 
Supplies tad openses 
Total operation 
Mamteoaoce 

SupervisiDa and eogiaeenng 
Scructafs and unprovemenO 
Fuel holders producers atad acceawties 
Generating and electnc equiprrieot 
Total /naioterunce 
MiscellaoeOui 
Rents 

Joint tfxpeoiei— Debit 
Joint expenses— Credit 

Total miscellaneous 


Total Proo Exps— IntjenalComs eno,Povei 


Purchased powea 
Interchange power 
Other expenses 
Joint expenses — Debit 
Joint expemes— Credit 
Total other productiOQ I 


transmission expenses 

Operation 

Supervision and engineering 

Load dispatching labor and expenses 

Stations 

Lines 

Total operation 
MainteninCe 

Supervision and engineeriag 
Structures and impfovements 
Station equipment 
Overhead system 
Underground system 
Roads arid trails 
Total nuintenance 
Miscellaneous 
Rents 

Joint cxpcnse$-*D<fait 
Joint expeiues — Credit 
Total misccllancom 


A Not an operating company, plant ano property leased to The Susouehanka C Report reelects acquisition or Norton Power i Electric Co , acquired 

Electric Co 

B All expenses of cohpany paid by Pennsylvania Water i Power Co D Transmission expenses included with distribution expenses 





















414 a 


STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Expenses 

MaiyUnd I VCatsachusetti 


Maryland 



Susquehanna 

Susquehatjna 

SUSQUE HANN A 

mMESBUPV 

Athol Gas and 

Attleboro 

Bev er ly Gas 

Boston 

Electr ic 

POWEP 

ThAWSM I 55 row 

ElE'" epic 

El ectr ic 

Steam and 

AND Electr ic 

Consol idated 

Company, The 

Company, The 
(Ai 

Company of 
Maryland 
(B) 

Lisht 

Company 

Company 

El ects I r 

COHPAN T 

(c) 

Company 

Gas Company 


DISTRIBUTION EXPENSES 
Opcntioo 

Sopcrviiioo and engineering 
Load dispatching labor and expenses 
Dutnbution office expenses 
Statinns 

Storage bactenes 
l40« 

Services on cuatomers premises 
Street lighting and signal systems 
Total opefitKJfl 
Maintenance 

SopervuioQ and engineering 
Stnictures md improvctncfits 
Statioo equipnoent 
Storage battery equipment 
Overhead system 
Underground system 
Line transformers and devices 
Services 
Meters 

ImUiiations On customers premises 
Leased property on customers premises 
Street lighting and signal system 
Total maintenance 
Miscellaneous 
RentJ 

Joint atpensea — Debit 
Joint expenses — Credit 
Total miscelUoeoos 


Total DuruBimoN Expinms 


CUSTOMERS ACC TING AND COLLECTING EXPS 
Supervision 

Customers cootracts and orders 
Credit investigations and records 
Meter readiog 
Collecting 

Customers billing and accounting 
Mucelianeous expenses 
Uncollectible accounts 


Total Customers' Accounttnc and Coll. Exps 


SALES PROMOTION EXPENSES 
Supervision 

Salaries and commissioas 

Demoutration 

Advertising 

Miscellaneous sales expenses 
Rents 

Merchandtsuig, lobbtns and contract work 


ADMINISTRATIVE AND GENERAL EXPENSES 
Salaries of general officers and executives 
Other general office talanes 
Expenses of general officers 
Expenses of general office employees 
General office supplies and expenses 
Manageffleflt and supervuion fees and expe/uei 
Spcctai services 
Legal services 

Regulatory commission expenses 
Imurince 

la|unes and damages 
Employees welfare expenses 
Peas tom 

Miscellaneous general expenses 
Maintenance of general property 
Rents 

Commissions paid under agency sales contracts 
Franchise requirements 
Duplicate miscellaoeous diarges-^Credit 
Ad^nutrative and general es^ensei transferred — Credit 
Joint expenses— Debit 
oint expenses Credit 


D 29,241 




459 

2S 

44 , 

3, 1C 

4,249 

2,35 

5.307 

4,a( 

1,118 

1,8C 

1,060 

2, If 

1,251 

3C 


i: 





1,987 

5,166 

2,810 

G 

522 

661 

2,615 

1,965 

57 


905 

4,647 

13,882 

10,282 

4,298 

4,776 

9,279 

2,108 

9,499 

12,692 

21,476 

16,689 

12,735 

1,331 

1,548 

5,129 

680 


460 

1,225 

26,695 


41.003 



886 

2,819 

11,751 

2,491 

2,458 

2,119 

2,406 

5,726 

4,672 

571 

560 

1,769 

892 


2,167 

2,327 

3,668 

1,963 

124 

2,974 

7,997 

13,672 

788 

328 


le.'lTf 


lo.aoa 

2.912 



Not an operating company^ plant and property leased to The Susquehanna 
Electr 1 c Co 

All expenses of company paid by Pennsylvan i a Water i Power Co 
Report reflects acSuisition of Norton Power &. Electric Co , AcaifiREo 
June 30, 1948 


INCLUDES $4.75° UNCLASSIFIED TRANSNISSIoN AND DISTRIBUTION OPERATION 
EXPENSES 

Maintenance of services includeo with haintehance of distribution 

L INES 

Transmission expenses included with distribution expenses 
Included with customers' accoun.timg ano collecting expenses 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Electric Operating Expenses 



Bostoh Edison Brockton 
Company Eofson 

Company 


FRODUCnON EXPENSES 
Steam power 
Opentioa 

1 Sup«vuiM ifid HigiMenng 

2 Stiwfl labor 

5 Fuel 

4 Wafer 

5 Sappli« ind expenses 

^ Total opcfatwa 

Ntaioleoaoce 

7 SupeiviMOT and engm«nng 

g StiTXtiircs afld impmcrocnts 

9 ficilcr plant cquiptDou 

l^Q Geoerahng and ckctiic equipment 

I I [ Total nuinteniflCe 

MuceUineous 

; 12 

Steam from otEer SourttJ 
14 Steam transferred — Oedit 

13 jomf capGues— Debit 

j ,3 Joint expemes— Credit 

j7 Total mtfceUaoiota . 

18 TDt aL PHODUCnOM b(P£NSE5-^STEAM PoVEt 

H;dnuljc power 

OperatsoQ 

19 Supervision and engioeering 

20 Station labor 

21 Water for power 

22 Suppbes and wpctisa 

2J Total operaiion 

Momleflance 

24 Supervision and engineermg 

23 Structures and improvemo^ 

26 Reservoirs dams ud waterways 

27 Generating and electtu: equipcwnt 

23 Roads railmads, and bridges 

29 Total mimteoaace 

Miscellaneous 

30 Reals 

31 Jocat opeoso— Debit 

32 Jomt expetuKs— Credit 

35 Total miscfillipeous 

M Tot al PiooucnoN Exp^sev^Hymuuijc Potu 

Internal cesmbustson engine power 
Operalioa 

3) SupervisKMi and engioeenng 

36 Stabofl labor 

37 Engine fuel 

38 Supplies add expenses 

39 Total opentioa 

Maintooance 

40 Superrision and engtAcenog 

41 Structures and uAprovemcots 

42 Fuel holders produOerf. sod iccessones 

43 Gcaeiitmg tnd electnc equipment 

44 Total msmtenaiiLe 

MisCeUaoeous 

45 Rents 

46 Joint cipeiises“Debit 

47 Joint expenses — Credit 

Total miscellaneous 


Total ftOD Exps — Intejinal Comb ENaPoim 




Purchaed powtr 
Inttretunge power 
Other expemes 
Jortt expenses— Debit 
Joint expenses — Credit 
Totji other ptoducfioo 


TRANSMISSION EXPENSES 
Opefjtion 

SuperviHon and engineering 
Ijjjd dispatching labor and enpetiscs 
Stations 
bines 

Total operation 
Maintenance 

Supervision and cngineetiog 
Stnirtures and improvements 
Station equipment 
Overhead system 
Underground sjstern 
Roads and trails 
Total mamteoance 
Miscellioeous 
Rents 

Joint expenses— Debit 
Joint expenses— Credit 
Total misccllatieous 



Tbanshission expenses included with distribution expenses 


B Company acquired by New Enslano Power Co ON Jan 1 , 1949 
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STATISTICS OF ELECTRIC UTILITIES IM THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Expenses 



K Maintenance or services included with haintENANCE Of 
OVERHEAD SYSTEM 

B transmission expenses included with distribution expenses 


Company acouireo by New Enoland Power Co. oh Jan 1, 1949 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31 1948 

Electric Operating Expenses 



GtOUCESTCf! 
Electr IC 
COMPAKY 


Ha/erhili 

Electric 

Company 


Holyoke 
Water Power 
Company 


PRODUCnOS EXPENSES 
Stdun 
Op<B-JCn 

SupcOfision »nd esgu»:tiiig 

Stition labor 

Furl 

W»te. 

SuppliM ird tiprma 
ToUl optntion 
MiistuiAnce 

Supervuion and tngiMcnog. 
Stmrturo and jmpiovrmeBU 
Boiler plant ecpaipnieflt 
Grrertting and elertnc wjuipmait 
Total ntaintrtiantc 
Mixellaneoiij 
Rents 

Steam from other sources 
Steam transfetred— Oedit 
Joint eapcnscs — Debit 
Joint expenses — Credit 
Total oiKeUaneous 


Total PAapircncK ExuNstt— oTeAM fault 


Hydraulic power 
Operation 

Supervision and engmeetmg 
Station Ubnr 
W ater let power 
Supplia and expenses 
Total operatioa 
Maintenance 

Supenision and engineering 
Siructutes and unproveraenta 
Rtservoiis dams and walerways 
Geneiiting and electric equipment 
Roads lailmads and bridges 
Tola! mamterunce 
Miscellaneous 
Rents 

Jmnt expenses— Debit 
Joint expenses — Cirdit 
Total DisceUanesus 


Total Parouenou Expsusti— H ycraulic Powm 


Supplies and expewa 
Total operation 
Mainlenante 

Supervision and engmeenng 
Stiuclures and improvements 
Fuel holders producers and accessories 
Generating and electric equipment 
Total mauitoUnce 
Miscellaneous 
Rents 

Joint expenses — Debit 
Joint expenses — Dedit 
Total miscellanetiiis 


Total Prod Exps -'[Ntirmal Comb Eno Poto 


Purchased power 
Interchange power 
Other expenses 
Joint expenses— Debit 
Joint expenses — Credit 
Total other production expenses and credits 


Total Production Exprases 


TRANSMISSION EXPENSES 
Operation 

Supervision and engineenog 

Load dispiiching labor and expenses 

Stations 

Does 

Total operation 
Maintenance 

Supervision and engineenng 
StnKtures and improvements 
Station eijujpjnent 
Overhead system 
Underground system 
Roadt and (tails 
Total mainlenance 
Miscellaneous 

Rents ^ 

Joint expenses— Debit 
Joint expeoses — Credit 
Total onscellaneDUl 





1 

32 

3,474 


S3 1 

5,381 


30 

36,215 

6 



1,290 

12,711 

S16 

159 . 


mmmmu 

1.131 


239,308 

1,037,121 







1 

3,828 

(150,720) 

1,447,976 

974,615 

16,813 

2,800,149 







487 


1 


1.195 

736 

1x684 

mmmmm 






Transmission expenses included with distribution expenses 
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STATISTICS OF ELECTRIC LTILITIES IN THE UNITED STATES FOR TEAR ENDED DECEMBER 31 1948 

Electric Operating Expenses 



Gloucester 

Haverpill 

Holyoke 

Laurence 

Lowell 

Lynn Gas 

Electr I c 

j LLEC*R 1 C 

Water Power 

Gas and 

Electr I c 

AND Electric 

Company 

Company 

Company 

Electric 

Company 

L lOHT 

Corporat I ON, 
The 

Company 


distribution expenses 

Operation 

Supervision ind Bigintermg 
Loid dispurhtng labor and apensa 
Distnbution office apenses 
Stitions 

Stonge batteries 
T ma 

Services on customen piemisa 
Street lighting and signal sysieros 



TotAl opetatioo 

99.052 

77.954 

155.466 

Maintciunce 

Supervision ind cngincenflg 

4,739 

3,466 

7,699 

Stmetures lod improvements 

28 


496 

Stzbon cf^uipment 

6,114 

2,883 

6,233 

Storage battery equipment 

Overhead system 

11,075 

4,260 

24,606 

Underground system 


208 

1,292 

Lme transformers and devices 

4,750 

2,772 

5,092 

Services 

2,645 

1,555 

5,482 

Meters 

534 

859 

2,129 

Installitions on customers premises 

Leased property on customers premises 

107 




Total nuintenincc 
Miscellaneous 
Rents 

Joint expenses — Debit 
Joint expenses — Credit 
Total miseellaneous 


CUSTOMERS ACC TING AND COLLECTING EXPS 

101 Supcrvuioa 

102 Customers contracts and orders 
10} Credit investigations and records 
104 Meter reading 

10} Collecting 

106 Cuatomecs billing and aaounbng 

107 Miseellaneous expenses 

108 Uncollectible aecounts 

109 Rents 

110 Total Customejis’ Accountoio and Coll Exps 


SALES PROMOTION EXPENSES 

111 Supervision 

112 Salaries and commusions 

113 Demonstratioa 

114 Advertising 

11} Miseellanew sales expenses 

116 Rents 

117 Merchandising lobbing, snd contract syork 
Total Salbs Piokotion Expenses 


ADMINISTRATIVE AND GENERAL EXPENSES 

119 Salaries of general officers and executives 

120 Other genenJ office salaries 

121 Expenses of general officers 

122 Expenses of general office employees 

123 General office supplies and expenses 

124 Management and supccvision fees and expenses 

123 Speciil services 

U6 Legal services 

127 Regulatory commission expenses 

128 Insunnee 

129 Intimes and damages 

130 Employees welfare expensa 

131 Pensions 

132 Mlscellsoeous general expenses 

133 Maintenince of general property 
Rents 

Commissions paid under agency sales contracts 
Franchise reijuircnientj 
Dnplicitc mucdlaocout charges — Credit 
Administrative and general expenses tesnsferred— Credit 
Jomt expenses— Debit 
Jomtex 


Total ADsnuisTgAuvE and Ginexal Expenses 


TOTAL ELECTRIC OPERATING EXPENSES 


A Maintenance op services included with maintenance of overhead 
system 



B Transmission expenses included with distribution 
expenses 
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STATISTICS OF EXECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Expenses 


Montaup 
ElCctp 1C 
CoHPANr 


Nev Bedford New Englano Northampton 


Gas and 

Ed ISON L IGHT 

CqHPant 


Power 

Company 

(A) 


Electric 
Light ing 
Company 


Northern 
Berkshire 
Gas Company 


Plymouth 
County 
ElEctr I c 
Company 


Quincy 
Electric 
Light and 
Power 
Company 


Sal EM 
Electr I c 
Lighting 
Company 



Report reflects acquisition of properties of the Bellows Falls 
Hydro-Electric Corporation on July 28 j 1948 but not the acquisition 
OF Eastern Massachusetts Electric Co acquired at the close or 
BUSINESS ON Dec 31 1948 
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STATISTICS OF ELECTRIC UTIUTIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Expenses 



Montaup 

New Bedford 

New England 

Northampton 

Northern 

Plymouth 

Qu 1 ncy 

Saleh 


Electr I c 

Gas and 

Power 

Electr 1 c 

Berkshire 

County 

Elects ic 

Electr i c 

ITEM 

Company 

Eo 1 SON Li OHT 
Company 

Company 

(A) 

1 IfiMT 1 NG 

Company 

Gas Company 

Electr i c 
Company 

Light and 
Power 
Company 

Lighting 

Company 


DISTRIBUTION EXPENSES 

OpciatjOQ 

SupervisKU zmd engiottnng 

rlu pah-hin g labor tnd expcflStt 
Dutnbutioa o&ce expttaes 
Stations 

Storage batteries 
Lmes 

Services oo custoioen premises 
Street lighting and signal systems 
ToUl operatioa 
Maintenance 

Supervision and engioeenng 
Structures and improvements 
Station D^pfiKDC 
Storage batt^ er^pment 
Overhead system 
Uodergrouod system 
Liae transfonners and devices 
Services 
Mrterj 

loitaUations on customers premises 
Leased property on customers petmtses 
Street lighting and Hgnil system 
Totai maioteoance 
Miscellaneous 
llents 

Joint expenses— -Debit 
Joint expenses— Credit 
Total miscelUoeous 


CXISTOMERS ACCTING AND COLUECTING EXPS 

101 SuperviSioa 

102 O^tomets contracts and orders 

103 Oedit investigations and records 

104 Meter reading 
103 Collecting 

106 Customer^ billing and accounting 

107 MiscHlaneous expenses 

108 Uacoliedibk accounts 

109 Reob 

Total Customem’ Accountinc and Coll Exps 


SALES PROMOTION EXPENSES 

111 SupervisioQ 

112 SaUncs and commissions 

113 Demonstration 
U4 Advertising 

113 Miscellaneous sales expenses 
U6 Rcnb 

117 Xferchandistng, jobbing, and contract vock 
Total Sales Pxomotton Expenses 


ADMINISTRATIVE AND GENERAL EXPENSES 

119 Salann of gcnenl officers and executives 

120 Other general office salanes 

121 Expenses of general officen 

122 Expeosei of general office employees 

123 General office suppUa and expenses 

124 Management and supervuion Ices and expeoiea 

125 SpcciJ services 

126 Legal services 

127 Regulatory commission expenses 

128 Insufiace 

129 In/unes and damages 

130 Employees welfare expenses 

131 Pensions 

132 Miscellaneous general expenses 

133 Maintenance of general property 

134 Rents 

133 Commissioas paid under agency sales cootrads 

136 Franchise reijuireroents 

137 Duplicate miscelliMOui charges— Credit 

133 Administrative and general expenses tramfcrred^-diedit 

139 Joint expenses— Debit 

140 Joint exper^ses— Credit 

Total Admikistiative and Genejul 








38, 519 

33,904 

10, 419 

2,475 

12,359 

5,064 

4,192 

240 

19, 101 

423 

521 

593 

474 

22 

10,804 

140,352 

3,082 

5,370 

10,826 

11,866 

2,800 

66,784 

17,712 

7,436 

7,740 

34,053 

14,792 

8,289 

24,163 

123 

370 

444 

1,517 

851 

1,406 

6,779 


3, 050 

998 

7,398 

6, 186 

1,476 

7,663 


1,600 

3,044 

6,813 

5,885 

1,662 

10,236 

21, 273 
59 

662 

1,690 

1,454 

2, 270 

1,640 

17,757 


1,335 

2,655 

6.062 

4.311 

2,350 



106,089 

246,820 

3,876 

5,146 

17,549 

2,932 
16,409 
3,001 
20,711 
10,013 
31,120 
126,179 
38, 502 
34,953 
21,257 



. .124,679! 

^.9ai 

_2£U2ai 

60,206 


127,439 

7,381 

24,319 

3,085 

6,903 

433 

687 

15,338 

33,293 

651 

3, 293 
2,058 
383 
1,166 
2,141 

7,338 

5,497 

498 

2,013 

6,606 

1,256 

3,477 

15,336 

782 

4,873 

13,745 

10,449 

4,761 

2,330 

5,369 

17,879 


23,190 119 
44,930 120 
1,727 121 



101 

591 

147,348 

756 

3,234 

6,925 

402 

32 

652 

335.483 

147.348 

683.636 

756 

95.715 

3.234 

112.939 

6.923 

225.847 

402 

198.282 

32 

89,885 


11,565 

4,676 

3,761 

3,377 

735 

89 

22,674 

14,704 

22,458 

7,062 

64,745 

25,239 

7,990 

1,500 

2,900 


Report RtrLECTS achuisitidn or properties or the Bellows Falls 
Hydro-El CCTR I c Corporation on July 2a, 1948 but not the acquisition 
Of Eastern Massachusetts Electric Co acquired at the close or 
BUSINESS ON Dec 31, 1948, 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Electric Operating Expenses 


Mtmchuieiti Michiga 



PRODI/CTION expenses 
Sidm po«et 
Opcfatiofl 

Supcrvuioo uul ecginccnng 

StiUH Uxw 

FmI 

Vtics 

Supplio ukI cjpoua 
loltl opeatioo 
MiiBteoiBCt 

Sapcrruioo uui ajincetia; 
jctudma tnd impiOTcaxnti 
Boilei pUnt ppupmeot 
GtnciXinl md elttttic tqmpmtot 
Total maiotcnaiKC 
UisxIUnaxu 
Renta 

Steam fiamodtusoiutts 
Steam tiinafctred— Otdit 
Joint eapojscj — Debit 
Joint eapeniea — Credit 
Total miacellancoui 


Total PaoiHicnow ExfENSta— Smat PowM 


Hpiinulio power 
Operaboo 

Supervision and enpneenng 
StatiiHi labor 
WjtH for power 
Supplies and eepeuaea 
Total opetaUon 
Mainteoaoce 

SuperviaKui and enjinetnng 
Structurea and iffiprovemenb 
Reaervoiia dama, and watetwspa 
Generating and electric cjnipment 
Roads mlroada, and bnd|o 
Total maiiuemnce 
Miacellaneou 
Renta 

joint eapensea — Debit 
Joint eapenaei— Cretlit 
Total miacellaneoua 


Southern 

Suburban 

Wachusett 

Berkshire 

Gas and 

Electric 

Power i 

Electr It 

Company 

Electric 

Conpant 

Company 

- - 

_ - 

» 

t 


Western 

Massachusetts 

Elects i c 
Cohpant 



TRANSMISSION EXPENSES 
Operation 

Supervision and engineering 
load dispatching labor and eapetuea 
Stations 
I lines 

Total operation 
bliintcnancc 

Supervision onrl engineering 
Structures and improvements 
Station equipment 
Overhead lystcm 
Underground system 
Roads and trails 
Total roaintenaoce 
Miscellaneous 
Rents 

Jouit eipenses — Debit 
Joint ejpenscs — Credit 
Total mucelUneous 


Total Taansmission Expenses 


. Transmission expenses included with distribution expenses 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 

Electm Operating Expenses 


Mauichiunti iMichino 


hCaiMchuiettt 

Uichigao 



Southern 

BERKSH I RE 

Power t 
Elects i c 
Company 


Suburban Wachusett Web’ern Weymouth 

Gas And Electric MassachujEt ts Light and 

Electric Company Electric Power 

Company Company Company 


DISTRIBUTION EXPENSES 
OperUioo 

SupcrviiioQ (Lfld 

Load dispatching labor and apcmcj 
Distnbuuon o&c expenses 
Sutions 

Stonge batteries 
Lines 

Services on custococcs piemucs 
Street bgbting and signal systems 
Total operation 
Maintenance 

SupemsiOQ and engineenng 
Suixtum and uoprovesents 
Station equipment 
Storage birteif equipment 
Ovabcad sptem 
Underground system 
Line transfonnna ^ devices 
Services 
Meteta 

Installationi on rustomers premises 
Leased property on customen preentses 
Street b^i^g and signal syrtem 
Total jnaiotenance 
MuccUioeotu 
Kents 

Joint expenses — DAit 
joint expewes— Credit 

Total misgellaaeous 

Total DgmaimoN HxfENSES 


CUSTOMERS ACCTING AND COLLECTING EXPS 

101 StfpffVUlOR 

102 Gutomen cootricta and orders 

103 Gedit mvestigatioos and records 

104 Meter reading 

105 CoUcCUog 

106 Costociers billing ud accouotiag 

107 Miscellaneous expenses 

108 Uncollectible uxounts 

109 Rents 

1 10 Total Custowsm' AccouirnNG and Coll. Exps 


SALES PROMOTION EXPENSES 

Supervision 

Saiana and comnusnons 

Demonstration 

Advertising 

Miscellmeous sales erpensa 
Rents 

Merchandising jobbing, ind cantoct work 
Total Sales PnoMcrnoN ExriNsu 


ADMINISTRATIVE AND GENERAL EXPENSES 
Salana of general officers and executives 
Other general office salana 
Expenses of general officen 
Ei^ensa oF general office employea 
G^eril office supplia and expeiues 
Management and Rupcrvision feo and expenses 
Special services 
Legal servica 

Regulatory commission expenses 
Insimnce 

Injuna and dtmaga 
Employees wdftrc expeosa 
Pouioos 

Misadlaneous general cepenaa 
Maifltenaace of general property 
Rents 

Co m mis si ons paid upder igency nla contracts 
Franchise requirements 
I>Dplicat«i»isce}laf)«ous charga — Credit 
Administrative and general expenses tnaiferred-^-Credit 
Jomt expeoses— Debit 
Joint 


Total ADMWsnLA'nvi a>jd Gjnbiul Bxpbkses 





B1,7ET 

121. !o6fi 

95.y58 

5,328 

4,126 

3,001 

79 


151 

4,086 

8,652 

10,884 

7,740 

9,267 

23.258 

4,256 

169 

270 

1,598 

3,177 

5,084 

1,162 

6,066 

7,586 

1,037 

99 

507 

388 

1,909 

1,530 

3,508 



241 

1 

183 , 

3,174 

, 1,639 

798 

11,084 

6,926 


204 

449 

6,217 

671 

5,142 

4,021 

44,472 

81,734 

6,394 

■ — 

4,607 

889 

7,022 

32,385 

2,500 

8,514 

14,014 

14,897 

102,985 

17,391 

58,583 

5,275 

22,162 

17,229 

64,310 

16,326 

32,780 

14,758 

28,905 

37,114 

185,589 

33,698 

110,843 

2,009 

6,795 

4,147 


723 

5,188 

600 

1,150 

1,092 

589 

1,668 

236 

2,100 



85.05^ 



,-7?>JSI 

— 1' I’M ’ll 



16., 315 

■ 3Q.5aL 

-- 213 ^. 

26,165 

12,857 

27,571 

195,621 

15,526 

43,785 

56,791 

221,174 

50,172 

1,406 

2,906 

13,266 

1,670 

232 

2,013 

2,672 

717 

5,763 

5,770 

54,488 

3,524 


160 

20,712 

1,158 

406 

768 

36,733 

505 

225 

4,956 

4,558 

6,468 

45,496 

3,221 

135 

303 

2,046 

610 

4,727 

5,35Q 

23,303 

5,414 

17,071 

18,404 

217,188 

13,681 

8,443 

6,155 

209 522 

10,341 

6,432 

2,403 

59,436 

1,891 

3,723 

5,040 

780 

871 


^4 

105 



A Transmission expenses included with distribution expenses 

842507 0 - 49 - 20 







































STATISTICS OF ELECimC UTILITIES W THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operatttig Expenses 



Clifts Pdveh Comsuhers 
i UlSHT PoVER COHPANy 
CcMPANY, The 


PRODUCTION expenses 
Sla.n pijw« 

Operttioo 

SupervuiOD lad tapfteaing 

Smum btnr 

Fuel 

'JTuei 

Supplies ind orpenso 
TMil opeHtioii 
Miinteiunce 

Supecvisioo iud engmeermg 
Stmetura lud unpfOvciuniEi 
Bodef pUnt equipment 
Genenltiij; «tl electoc equipneut 
Toul munteuoce 
MiSLcUaneou 
Genti 

Stenn frwu olho morcei 
Steam trjnsleired — Credit 
Joint ejpenjes — Debtf 
Joint eipemes^mlrt 
Total muaUaueoua 



Hjdtiolic powtt 

Opetatioo 

Supervision and oipneenD^ 
Station libor 
Water For porwer 
Supplies and openses 

Total opeotioo 

Maiotenance 

Supeivision and engineenn^ 
Stiuautcs and unprovcmcots 
Reservoirs daoa and witerwaps 
Generating and electnc etpnpeoent 
Roads, iiiirauis, and bndges 
Total maintejiincc 
MistcUaneous 
Rents 

Joint expenses— Debt 
Joint expenses— Credit 
Total ttuscellaneoua 


Totill psoouenoN ExiWHS— Hmaeauix Ptma 


Internal combustion enjme pewer 
Operation 

Supervuon sod engineering 
Station labor 
Engine fuel 
Supplies and expenses 
Total opentioo 
Mamtenance- 

Sopetvuion aaid engmeettng 
Structutes and unpioveinents 
Fuel IraUers, noduten indscassones 
Generating and clecttic ctjuipmcnt 
Total mamtenaocc 
MiscelUncous 
Rents 

Jomt openses— Deba 
Jomt capeoses— Cicdit 
Total nusceUancous 




Detroit Edison Sault 
Edison Electric 

Company and Company 
Subs id iar ies, 

The 


869,975 

3,628,975 

28,668,110 

45,41? 

781.476 


Michigan 
Gas and 
Electric 
Company 


Michigan 

Public 

Service 

Company 


Upper 
Mich ISAM 
Rover &. 

Light 

Company 


Upper 
Peninsula 
Power Company 
lA) 


472,170 

2,157,323 

372.036 


27,39? 

169,135 

101.898 



26,557 

3,456 

1,277 

226,125 

33,799 

26,970 

40 





1,682 

2,793 

12,661 

49,313 

43,141 

21,888 

1,200 




3[) Purchased posver 

31 Intetchange power 

32 Otier expemei 

5} Joint expenses— Debt 

3,( Joint expenses — Credit 

35 Total other piodurtioa 


TRANSMISSION EXPENSES 
Operation 

Sopervisioo and engineeting 

Load disptching labor and expenses 

Stations 

Lines 

Total operation 

Maintenance 

Supervision and eflgioeenng 
Stracturts and improvenieots 
Slation equipment 
Ovetbead system 
Undecgrouiid system 
Roads and trails 
Total mainlenance 
Miscellaneous 
Rents 

Joint expenses— Debit 
Joint expenses — Credit 
Total nuscellanetnu 


2,142 <52 

6i 

427 <« 

3,434 <55 


2,289 

170 




336 



Incorporated Feb 26, 1947, acquired Copper District Power Co , 
Houshton County Electric Licht Co , and Iron Ranse Light 4 Power Co 
ON June 11, 1947 
























































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

EUctnc Operating Expenses 


Total Customem' Accountwo and Coli_ Expl 


SALES PROMOTION EXPENSES 

SupovuKin 

Slimes iml cammiisioos 

Demoostntioa 

AdmUsiDg 

Misccllineoas silcs expenses 

Rena 

Mdxbudtsiiu, iobbtii& sad conttKt ndc 


Total Saus PxouomoN Expenhs 


ADMINISTRATIVE AND GENERAL EXPENSES 
Slimes of general o&en ud exeiDitives 
Other genenl ofiice salines 
Expenses of gencni officers 
Expenses of gencnl office employees 
Genenl office sappUs aod expenses 
Mimgement ud supetsnsion fees ud expenses 
Special setTices 
Lepl services 

Regulatory commissioo expenses 
Insnruce 

Injunes ud dima^ 

Employees welfare eiqienses 
PensHHis 

Miscellaneous gueril expenses 
Maintenance of genenl property 
Rents 

Commissims paid under agency sales contracts 
Ftaochise reepurements 
Duplicate miscellaneoiis charges — Credit 
Administrative ud general expenses transferred— Credit 
Joint expenses— Debit 
Toint 


LIFTS Power i. Consumers Oetrom Edison Sault 
iGHT COMPANT, Power Company Edison Electric 

The Company and Company 

SuBSIO lAR lES, 

The 


Ml CH IGAM 
Gas sno 
Electric 
Company 


DISTRIBUTION EXPENSES 

t 

t 

OpentiOD 

SupervtitoA uid engtncffnng 

1,79a 

484,282 

Load dispatchifig labor and cxpense5 
o£cc expava 

147 

153,752 

Stitioas 

1,232 

404,543 

Scofage batteries 

Does 

4,763 

762,389 

Services on customers premises 

2,254 

1,705,405 

Street lighting and signal systems 

366 

124,443 

Total opentiofl 

10,569 

3,634,819 

Maintenance 

SupervuioQ and eogmeering 

1,596 

232,192 

Structurei ud improvements 

106 

42,965 

Statmn eqmpment 

13,230 

191, 524 

Storage toery e^pfisent 

Overbead system 

6,880 

401,193 

Underground system 


20,630 

Line tnnsfocmers and devices 

3,724 

272,082 

Services 

433 

179, 589 

Meters 

2,176 

185,178 

Installations m customers premises 

Tap«<gij property on custoaen pretBtses 

Street lighting and signal system 

578 

85,273 

Total maintenance 

28.727 

r.6i0t632 

Miscellaneoas 

Ilenti 

585 

196,072 

Jomt oqiensei— Debit 

Joint expense*— Credit 

Total mtscellaneous 





242,019 

1,194,610 

49,883 

65.924 

318.057 
220,239 
327,504 

13,919 

10,157 

121.058 
72,000 

170,787 

1,007,274 

151,149 

200,296 

13.925 

352 

352 

272,448 


414,725 

4,365,372 

16,648 

81,641 

708,827 

121,581 
62,976 
100, 153 
163,533 
257,406 
717,033 
2,321,471 
698,805 
1,231,636 
102,006 



Upper 
Peninsula 
Power Company 
(A) 



t 

J 

8,749 


1,938 


622 


25,003 

2,129 

37, 527 

4,080 

9.580 



477,223 
177, 556 

1,736 

91 

2,189 

6,264 

128 


1,100,596 

2,436 

8,096 

6,587 


1,746,051 

159,839 

7,891 

43 

16,574 

40,186 

3,075 

1,646 

257,437 

2,959 

8,693 

13,381 

1,862 

331, 594 

2,656 

10,153 

9,931 

732 

172,743 

7,739 

332 

3,688 

4,775 

19 


508,709 

2,015 

2,979 

7,691 



23,618 

680 

1,511 

4,688 


CUSTOMERS ACCTING AND COOECTING EXPS 
Sapervifion 


92,736 

704,155 

4,870 

5, 197 

Customen contracts and orders 

246 

213,440 

1, 141, 161 

592 


Oedit mvestigations ud records 

Meter teadmg 

3,639 

47,594 

493,418 

44,671 

553,137 

362 

10,285 

17,561 

Callecnag 

2,550 

442,638 

1,097,421 

12,663 

14,132 

Cu««MTS bdimg ud uccuntmg 

508 

740,712 

1,362,431 

11,904 

38,911 

Miscellaneous expenses 


8,281 

18,006 

5,020 

3,935 

Uncollectible accounts 

68 

44,431 

123,930 

460 




A Incorporated Feb 26, 1947, Acquired Copper District Power Co , 
HousHTON County Electric Light Co , and Iron Range Light & Power Co 
ON June ll, 1947 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Expenses 



Minnesota 
Power i. 
Light 
Company 


Mississippi 
Valeev Public 
Service 

CoMPANV 


PRODUCTION EXPENSES 
Steam piwef 
Opoatioo 

Supervisioo and eopneenoj 

SatK» Ubot 

Fuel 

Witt: 

Supplies ind opcnsci 
Tetil opctition 
Miinltnince 

Supervistuu ud enguutncg 
Structures ind improrenieiits 
Boiiti plint eiruipKKot 
Geneiiluii and elednc etpupmeot 
Total rmintenmce 
MisCtlUnepul 
Reno 

Steam from otin souttes 
Steam transferred — Credit 
Joint eapcujcs— Deiut 
Joint ejpemes— Credit 
Total miscellarseoas 


ToTAl PnoPLCTlClX E^rtHStt— SrtAM POTOl 


Hydraulic power 
Opeeatioti 

Supervision and cogineeriog 
Station labor 
Water for power 
Supplies and expenses 
Total operation 

Maintenance 

Superviaioo and engineering 
Structures and imprevementa 
Reservoirs, dams and waterways 
Genersting and eleetnc equipment 
Roads, ratlroadi, and bridges 
Total (mmieoance 
MisCelUneoui 
Rents 

Joint espouea— Debit 
Joint apenao— Oedit 

Total miscellaneais 


Total Piocuction EicPEwats-Hrcuuuc Powa 


Interaal corobuition eogitie power 
Operation 

SupetvisKM and enjineeiiog 
Station labor 


Supplies and expenses 
Total operation 
Mamlenance 

Supervision and enguuenog 
Structures and unpnjvcments 
Fuel iwldm producers and scccssoncr 
Generating and electric equipment 
Total maintenance 
Miscellaneous 
Rents 

Joint expenses— Debit 
Jomt expenses — Credit 
Total miscellaneotis 


Total PioD Exits —I wte*nal Cokb Eno-Poto 




TRANSMISSION EXPENSES 
Operation 

Supervisioft ibd cngiticenng 

toad dispatching labor and expenses 

Stations 

Dnes 

Total opcritian 
Mamtenance 

Supervuion and engineeiing 
Structures and improvements 
Station equipment 
Overhead sjstein 
Underground system 
Roads and trills 
Total iniinteoaiKe 
Miscellaneous 
Rents 

Joint expenses— Debit 
Joint expenses — Credit 
Total miscellsneous 




l'u.tJi!U.Wi 



311,001 

(124,567) 

69,148 

1,299 

928 



Northern 

States 

Power 

Cohpant 


Mississippi 

Power 

Company 


Mississippi 
Power S. 

Light 

Company 


Corporation 

(A) 


Empire Gasconade 

District Power Company 
Electric (C) 

Company, The 



42 

30,943 

28 

173,808 


131,705 


10,412 

313 

13,544 

9,401 

997 

19,343 

116,049 

67? 

32,253 

27,057 

3,001 

17,481 

24.092 

583 

42 



4,384 

2,458 

89,705 

65,193 

5,333 

32,857 

380 

1,566 

252,762 






18,433 

76 

32,996 

398 

104,705 

1,527 

22,011 

1,009 

178, 150" 

L.":g^p.g 

6,998 

195 

451 


180 


9,775 

3,457 

■i774'09" 



13 

92 

IT 


i507r 






BSfrnm 

57.084 

, . 

58,928 

18,344 

2,742 

2,589 

71,130 

9,546 

193,429 

8,761 

21,746 


52.227 

6,621 

1,218 

1 ■■ 



12,977 

22,290 

33,133 

104.424 






A Company forheo Mov S, 1947, acquired Genevieve EcectRic Cooperative, 
Inc as Of May 12, 1948 Report reflects full year operation of 
acquired company 


Transmission expenses incluoeo with distribution expenses 
Company acquired by Missouri Power 4 Light Co on Dec 31, 1948 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Expenses 

Minnjicu I » Jiiimippi I Mnwun 


Mmneiota 
Mill- Mifliouri 



SALES PROMOTION EXPENSES 
Sup«rvi«on 

Salines and commissions 

Demofisttilion 

Advertising 

MiscelUonus sales expenses 
Rents 

Merchindisms. lobbmz and contract work 


ADMINISTRATIVE AND GENERAL EXPENSES 
Salaries of general officers and executives 
Other general office salines 
Expenses of general officers 
Expenses of general office employees 
Ccflcral office supplies and expenses 
Management and supervision fees and expenses 
Special services 
t26| Legal services 

Regulatory commission expenses 
Insurance 

Injuries and damages 
Employees welfare expenses 
Pensions 

Miscellaneous general expenses 
Maintenance of general property 
Kents 

Cotnmiaions paid undcf agency sales contracts 
Franchise requirements 
Dopbeate miscellaneous charges— Credit 
Administrative and general expenses transferred— Credit 
Joint expenses— Debit 




Total Aownistrativi and Genbaal Expenses 


TOTAL ELECTRIC OPERATING EXPENSES 


Company formed Nov 5, 1947, acouired Genevieve Electric Cooperative, 
Inc as of May 12, 1948 Report reflects full year operation of 

ACOUIREO company 


Transmission expenses included vith distribution expenses 
Cdhpany acquired by Missouri Pover & Liqht Co on Dec 31, 1948 






































421 


STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Expenses 


PRODUCTION EXPENSES 
StoiiD power 

OpcMtioa 

Supervisiofl tnd cnpntcrm^ 

SUtion Ubor 

Fuel 

W*ter 

Supplies iiid cipeftscs 
Total opention 
Mamteiuflce 

Supervision and eogmeering 
Stnicfures and impfOvcmenW 

Boiler plant «|ujpfflent 
Generating tnd eicitnc etjuipment 
Total cruinttfunce 
MiScellaneOiu 
Rents 

Stewn fmni othcf sources 

Steam transfcircd— Credit 

Jojrtt expenso— DdJit 
Joint expenses — Credit 
Tool miscciUnecus 


Total Piopuction Expenses^St^am fo'vsi 


Hyclfaulic power 
Operttioo 

Supervnion md cngirwenng 
Sonon labor 
Water for power 
Supplies and expenses 
Toral operation 
Wtmtcfuocc 

Supervision and eogineermg 

Stmaura and improverpenis 

Rcsersous dams and waterways 
Generating and electric equipment 
Roads, railroads and bridges 
Total aumtenance 
MuceiUflCous 
Rents 

Joint expenses— Debit 
Joint ffzp^!ase»— Oedu 
Total mtscelUnequ 


Total PtcttiticnoN Sxpense^-Hyihuuuc Powik 


lotemal combustion engine power 
Operation 

Supervision and engineenng 
Sti^ labor 
Engine fuel 
Supplies and expenses 
Total operation 
Maintenance 

Siperviaon and engioetting 
Structures and impfovetneota 
Fuel holders producers and accessories 
Generating and electric ec^uipoiQU 
Total maintenance 
Mjscellioeoiu 
Rems 

Joint expenaej — Debit 
Joint cipGtucs— Credit 

Total miaccUanwos . 


Total PHOD Ex^—Iktejikal Coub Enc Povbji 


Purchased power 
Interchange power 
Other expenses 
Joint expenses — Debit 
Joint expenses — Credit 
Tool other prodnctioo expenses and credits 


Total Pxoductjon Expenses 


TRANSMISSION EXPENSES 
Operation 

Superviaioi] and eogioeenag 
Lo^ dispatching labor and expenses 
SuhOfiS 
laces 

Total operation 
Maintenance 

Supervision and ecgioeenng 
Structures and improvements 
Station cijuipaefit 
Overhead system 
Underground system 
Roads and trails 
Total maintenance 
MtsedUneous 
llents 

Joint expenses— Debit 
Joint expenses — Credit 
Total misccllineoiij 




KaN 5 *S C I ty 
P oWtH & 
Light 

1 COWPAHT 


160,780 

1,060,660 

5,093,065 

114,117 


MiSSOORI 

Edison 

Company 


Ml SSOUR I 
Gas £i 
Electric 
Service 
Cdhpant 


12,266 

3,618 

5,672 

16,867 

7,790 

1,157 

47,142 

6,231 


Ml ssouP I 
POVER &, 
Light 
COHPAMY 

(A) 


20,676 
253, 266 
710, 157 
39,597 


Missouri 
PUBL I c 
Service 
Corporation 


M ISSOUR I 

Utilities 

Company 




St Joseph 
Light & 
Power 
Company 

(B) 


25,143 

87,861 

912,385 

25,799 


Sho-Me Power 

I CORPORAT I OH 







136,795 

200,959 

1,020 


9,214 

995 

2,852 

10,026 


11 

4,508 

269 

3,962 


6,424 

2,403 

396 

2 

5,952 

1,210 

410 

802 

902 

248 

262 

18 

2 

87 

19,878 

2,780 

948 

8,724 

7,119 

466 

4,262 

36' 007 
9,437 

6,917 

2,318 

8,676 

19,761 

5,572 

1,520 


1,243 P’ 
442 
1,906 


WjjjgB 

BSSSm 

353 

7,092 

27,574 

171 

12,593 

44,886 


2,961 


184 

79 

1,402 

809 

158 

422 

452 

56 

70 



622,641 


Report reflects acquisition of Gasconade Power Co , acquired Pec 31, 
1948 

Report reflects acquisition of united Utilities Corp and Maryville 
Electric Light S. Power Co , acquired Feb 5, 1947 and Oct 1, 1947, 

RESPECT I VELY 


1,913 

243 

1,033 1 

12, 570 

1,800 

481 

1,709 

212 

1.913 

189.476 

243 

35.406 

1.033 1 
15.127 1 

12.670 

5002 

1.800 

80.420 

481 

23.887 

1.709 

17,558 

£02 

43.525 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Expenses 



Ml S5CUR t 
Ed I SON 
C0MP*NK 


Ml SSOUR I 

Gas fi. 
ES-tCTP ic 
Serv I CE 
Company 


Ml 5 jOUP I 
“OWEfl i 
Light 
Company 
(A) 


Ml 550UR I 
PUBL 1 C 
SERV I CE 

Cor poRA T I ON 


Ml 5S0UR I 
Utilities 
Company 


St Joseph 
Light 4. 
Power 
Company 


Sho-Me Power 
CORPORAT I ON 


DisnuBunoN expenses 

OpentiOtt 

Supervuion and engiOKfing 
Load dispatching labor and expenses 
Distribution office expenses 
Stations 

Storage batteries 
Lmes 

Services on customers premises 
Street lighting and signal systems 
Total operation 
Maintenance 

Supervisioa and engineering 
Structures and improvements 
Station eipupment 
Storage battery equipment 
Overhead system 
Underground system 
Line ttansfonnets and devices 
Services 
Meters 

Installations tm customers premises 
Leased property on customers premises 
Street ligfa^g and signal system 
Total maintenance 
MisceUaneous 
Renb 

Joint expenses — Debit 
Jomt expenses — Credit 
Total miscellaaeaus 


204,804 
41,376 
64,913 
87, 400 

386,130 

601,241 

168,770 


211,865 

49,671 

74,976 

70,022 

94,770 

38 

136 

69,319 


CUSTOMERS ACC TING AND COLLECTING EXPS 


Supervision 

88,307 

Customers contracts and orders 

142, 484 

Credit investigations and records 

23,792 

Meter reading 

213,333 

Collecting 

123,040 

Customers billing and accountug 

211,911 

Miscellaneous expenses 

Uncollectible accounts 

21,304 

Rents 



Si^^cisia 


SALES PROMOTION EXPENSES 
Supervision 

Salaries and commissions 

Demonstration 

Advertising 

Miscellaneous sales expenses 
Rents 

Merchandisinii, lofabing and cootract woik 


Tdtai Sales Paohotton Escpbnses 


administrative and GENERAL EXPENSES 
Salaries o( general officers and executives 
Other general office salaries 
Expenses of general officers 
Expenses of general office employees 
General office supplies and expenses 
Management and supervision fees and expenses 
Specut Ktvices 
legal services 

Regulatory commission expenses 
Insurance 

Injunes and damages 
Employees svelfarc expenses 
Pensions 

Miscellaneous general expenses 
Maintenance of general pcoperty 
Rents 

Commissions paid under agency sales contracts 
Fnnchise requirements 
Duplicate misceiUneous charges — Credit 
Administrative and general experises transferrerl — Credit 
Joint expenses— Debit 
oint 


63,517 
244,071 
26,995 
171, 298 
66,752 
1,250 


156,647 
379,394 
5,573 
1,907 
338,362 
93,444 
40,100 
26,863 
20,881 
58,402 
70,751 
193,403 
300,991 
382,856 
114, 238 
19,053 

72 

38,407 

277,382 


9,403 
180 
15, 263 

62,209 

52 

29,650 

24,315 

15,309 

32 

9.686 

10, 488 
79 
5,621 

40,591 

11,944 

8,364 

6,663 

3,014 

166.106 

86.791 

7,211 

520 

7.211 


348.322 





4,159 

17,038 

10,124 

15,301 


1,723 

19,833 

23, 532 

32,401 

24,213 

42 , 274 

47,957 

25,891 

21, 828 



60 

40, 005 

7,225 

41,602 

26 

1, 512 

14,606 

31,181 

129 

16,308 

5,034 




A Report reflects acquisition of Gasconade Power Co 
Dec 31, 1948 


B Report reflects acquisition of United Utilities Corp and 
Maryville Electric Light 4 Power Co , acquired Feb 5, 1947 
AND Oct 1, 1947, respectively 
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Nevida N H 


STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Expenses 


Dniot) 
ti ECTP 1C 


PRODUCnON EXPENSES 
Steam power 
OpetatJixi 

Siiperviswn ind enpnitnng 

Scition labor 

Fur! 

Water 

Supplies and cipetstj 
Tolil operation 
MimteMni.e 

Supcrvuiw and engtnetruig 
Stnjcturn and imfioacmoitj 
I Boiler plant njuipmeot 

, Go eiatiop and eierttic equipment 

Total maintenance 
MisccilaneCui 
Rents 

Steam Irm other sourtw 
Steam ransfeoed — Ctrdit 
Joint BpottS— Debl! 

, joint aipoDej^tedit 

T otal mscellanecus 

1 Tot al Production ExPtNsEt--STEAM tavu 
Kydriuk poVer 
Operation 

I Supervision and engineering 

I Station labor 

1 Watt for power 

! SuppbeJ and expenses 

) Total operation 

Mainteiiustc 

t Supervision and cnjinemng 

> Structures and improveuients 

5 Besovoits, danu and vaierways 

Generating and eleanc equipment 
Benda railimdi and hridga 
Total maintenante 
Kistellaneous 
Rents 

Joint dpense*— Debit 
Joint e*penSM — Oedit 
Total miscellaneaus 


Total Production HitfEWK-HviiuoLic Poyfitt 


Intenul comtsistioii engine power 
Opetatton 

Supervision and engmeenng 
Station labor 
Engine liicl 
Supplies and expense 
Tntal opentioo 
Maintenanrc 

Supeivision and enpneeiang 
Structuies and nnprovements 
Fuel holders, produrets and acrcasones 
Generating and elettnc equiptnent 
Total DUinfenincc 
Miscellaneous 
Rents 

Joint earpemes— Debit 
Joint expeii 5 es-*<jedit 
Total miscellaneous 


Total Plot Befs —ImisNM. Cout Eng Powu 


Purchased power 
Inferciange power 
Other expenses 
Joint etpenses— Debit 
Joint expenses— Credit 
Total other production expenses and credits 


Total PsOducTioN Expenses 


TTtAWSMISSION EXPENSES 
Opeiition 

Supervision and engineering 
load dispalchuig labor and expenses 
Stations 
lines 

Total operation 
Maintenance 

Supervuion and engineering 
Structures and improvements 
Station equipment 
Overhead system 
Underground system 
Roads and trails 
Total maintenance 
Mucellaoeous 
Rents 

Joint expenses— Debit 
Joint expenses — Credit 
Total miscellaneous 


Total Transmission Expenses 


78,303 

571,795 

2,523,-130 

101,632 

49,51? 

3.630,23? 


MoNTAHA 

1 Power 
Company, The 

Sierra 

PAC IF IC 

Power Company 


1 

i 

1 

1 




Southern 
Nevada Power 


New Hawpihire _ 
CoNCoRO 

Electr ic 
Company 


Connect icut 
River Power 
Company 


Exeter & 
Hampton 
Electr I c 
Company 


Granite State 
ElEctr ic 
Cqmpant 




15,181,274 

(2,361) 

1,587 

494,758 

1,985 

731,151 

535 

623,723 

55.198 


5.276 


“157125^ 

19.116,676 

1.747,01^ 

— 

gTsTlS'S ! 

■ 623.723' 

623.723 

32,210 

80,333 

122,928 

44.321 

71,843 

35,997 

7,767 

161.434 

i 

1,437 

4,615 

4.114 

12,949 

409 

602 





20,391 



155 


11,643 



10,648 

1,334 

45,753 

78 


7,633 

776 

19, 100 


35 


14,965 

5,664 

41 

180 

■ ■ afel# 


41 

17.02.8 

32.^7? 
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STATISTICS OF ELECTRIC UTILITIES IK THE UNITED STATES FOR TEAR ENDED DECEMBER 31, 1948 


Electric Operating Expenses 


MiiKiun 

Moftuna 

Nevada I 

New Harripihire 

L 


Union 

Montana 

5 1 EPftA 

Southern 

Concord 

Connect icuT 

Exeter & 

GRhN I TE Stnte 

■ 

f] 


Electb ' c 

POWEP 

Pa 1 F 1 c 

Nevada Power 

Electr ic 

River Power 

Hampton 

Electric 

N 

E 

ITEM 

Company of 

Company, The 

Power Company 

Company 

Company 

Company 

Electr ic 

Company 


M 

0 


til SSOUR 1 






Company 


1 



} 

S 

J 

S 

J 

4 

i 

s 

■ 


DISTRIBUTION EXPENSES 









1 


Opcrilion 









1 

74 

Super* uion uid cngincenng 

271,478 

64,779 

37,641 

11,433 

20,582 

6,345 

51,739 

6, 175 


75 

Load dispatching labor and expenses 

67,104 








75 


Distnbuticin offire eipeiua 

SO, 618 

51,617 

15,725 

8,706 


299 


6,396 

% 

Q 

Stationj 

268,064 

178,695 

20,876 

8,941 

13,022 

270 

372 

1,399 

V 

R 

Stonge hittenes 









78 

R 

Lines 

465,606 

119,794 

51,909 

19,231 

14, 257 

5,218 

15,762 

22,057 

Q 

ao 

Services on cusiomets premises 

539,702 

279,659 

52,700 

6,445 

21,413 

4,017 

18,219 

26, 288 

R 

SI 

Street lighting ind iignil systems 

19. 09^2 

15.152 

7.542 

190 

7,544 


2.641 

4,478 

lU 

82 

Total operation 

1.711.676 

709.701 

186.198 

54.950 

76.821 

16.150 

58,736 




Maintenance 









m 

83 

Supervision ind engineering 

135,737 

34,355 

11,302 

1,315 


2,209 




84 

Structures and imprasements 

43,070 

11,304 

2,424 

212 

3,572 



47 

8-t 

85 

Station CK^ipajent 

272,348 

47,682 

11,934 

10, 150 

2,986 

3,201 

1,259 

2 , in 

85 

S6 

Storage battery ec^ujpment 









8fi 

87 

Overhead system 

189,693 

220,998 

99,683 

37,515 

29,669 

1,653 

45,511 

11,354 

87 

39 

Underground system 

67,229 

2,025 

181 


5 

2, 046 



88 

89 

Line trarii/ormers and devica 

72,910 

80,532 

5,347 

5,384 

1, 156 


832 

1,781 

89 

90 

Services 

96,264 

42.882 

12,785 

6,212 

641 


3,307 

2,741 

90 

91 

Meters 

102,990 

15,201 

2,606 

3,244 

728 

525 

193 

455 

91 

92 

Imtillations on customers premises 


323 







92 

93 

Leased property on customers premises 









9J 

94 

Street lighting and signal sysiein 

... 18,301. 

401 

mki 1 

3 

961 


3.094 

1.040 

94 

95 

Total nuinteoance 

998,547 

467.708 


64.039 

39.723 

9,636 

54.199 

21.536 

95 


Miscellaneous 










9S 

Rents 

112,152 

17,713 

3,323 

28 

26 

313 

250 

685 

96 

97 

Joint expenses— Debit 


10,303 

450 






97 

98 

Joint expenses— Credit 









98 

ES 

Total miscellaneous 


17:713 



26 

—Ha 

■— EM 

665 

99 

100 

T0T41- DisniiBUTiON Expenses 


mBSSEKm 



116,571 



89.020 

100 


CUSTOMERS ACCTING AND COLLECTING EXPS 










toi 

Supervision 

150,691 


11,229 


3,565 


3,189 

44 

lot 

102 

Customers contracts and orders 

238,876 

21, 125 

12,361 

4 

1,844 

1,509 

923 

156 

102 

103 

Oedit investigations and records 

28,536 

5,864 

3,409 






lOJ 

104 

Meter teadmg 

309,899 

78, 126 

24,649 

5,673 

7,624 

1,804 

6,879 

12,855 

104 

103 

Collecting 

272,896 

68, 107 

22,489 

13, 279 

5,899 


4,338 


m 


Customers billing and accounting 

621,515 

132,301 

61,897 

41,757 

11,467 

10,581 

6,459 

12,648 

106 


Miscellaneous expenses 

30,309 

6,891 

1,230 

1,423 

5,952 

2 

5,034 

114 

107 


Uncollectible accounts 

21 








loa 

(¥ 

Rents 


16.279 

728 


69 


291 

3,14Q 

109 

no 

Totai. Customers' Accolntino and Coll Exps 


— iim ll 

— 1 mni 

82.939 

;^.444 

13.698 

28,311 

- - - 45, ?6B 

110 


SALES PROMOTION EXPENSES 










111 

Supervision 

189,005 

24,590 

17,597 


15,313 


7,628 

2,511 

111 

112 

Salaries and commissions 

230,997 

46,575 

16,720 


28,246 


18,578 

1,625 

112 

113 

DcmoQStratioQ 

90,370 

13,509 

1,299 


117 


1,418 


113 

114 

Advertising 

224,518 

51,876 

21,550 

4,588 

3,977 

389 

6,916 

1,567 

114 

115 

Miscellaneous sales expenses 

510,623 

19,883 

2,437 


4,521 

4,816 

12,336 

9,011 

115 

nfl 

Rents 

750 

2.006 

345 


3.513 


. 1.233. 

, 360, 

lid 

117 

Merchandising fobbing, and contract work 


— 






(4.426) 

117 

118 

Total Sales Promotion Expenses 

■■■II Wl II 


59.950 

aTW 


57555^ 


10.951 

118 


ADMINISTRATIVE AND GENERAL EXPENSES 










119 

Salancs of general oSken and executives 

201,898 

80,195 

24,780 

23,475 

17, 110 

33,055 

12, 958 

20,411 

119 

120 

Other general ofike salaries 

866,844 

352,642 

78,027 


21,152 

70,745 

23,594 

15,299 

120 

121 

Expenses of general officers 

14,347 

14,716 

5,009 

7,131 

) 1,646 

3,405 

518 

1,602 

121 

122 

Expenses Of general office employees 

26,188 

24,160 

2,623 


) 

1,455 



122 

123 

General office supplies and expenses 

426,015 

95,644 

14,677 


5,487 

2,908 

6,489 

2,549 

123 

124 

Management and supervision fees and expenses 



60, 993 






124 

123 

Special services 

38,151 

104,583 

2,842 

9 992 

1,594 

4,462 


817 

125 

126 

Legal services 

33,000 

69,588. 

16,074 

2,000 

2,000 

1,128 

1,423 

165 

126 

127 

Regulatory commission expenses 

58,157 

9,461 



5,878 

6,652 



127 

128 

losurance 

17,175 

23,314 

10,231 

17,817 

6,308 

13,150 

4,624 

2,497 

128 

129 

Injuries and damages 

92,139 

69,658 

11,263 


84 

2,920 


102 

129 

130 

Employees welfare expenses 

151,604 

61,316 

8,445 


3,096 

6,709 

2,990 

2,485 

130 

131 

Petuioos 

516,672 

378,016 

59,053 


9,471 

29,418 

1,873 

9,966 

131 

132 

Miscellafleoiu general expenses 

388,735 

87,846 

21,640 


10,603 

17,557 

6,432 

2,992 

132 

133 

Maintenance of general property 

77,349 

75,069 

8,917 

10,766 

SIS 

600 

3,797 

819 

153 

UBI 

Rents 

63,022 

20,632 

12,459 

5,075 

486 

6,487 

291 

1,480 

134 

RH 

Commusiixu paid under agency sales contracts 









135 

IB8 

Franchise retputements 



948 






136 

137 

Duplicate miscellaneous charges-~Gredit 



948 


4,881 


1, 578 

115 

137 

138 

Adimmatrative and general expenses transferred — Credit 

335,960 








138 

139 

Joint expenses— Debit 


54,818 







139 

m 

Joint expenses— Credit 

57,104 

54.818 







140 

'l41 

Total Adminhtrative and General Expenses 


■■WT''¥nii 

337.041 

76,259 

7 

iHKlI'JlAtvlAi 



m 



.nnm 

■illjiffrTi 

1,767.584 

939.106 


■ilji.iwi.ri 
































New Hinpihiie 
NewJerRy 


STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR. ENDED DECEMBER 31, 194& 

Electric Operating Expenses 


Nor Hjmpihire | New JerKy 


NEW H*mp5hipe Public White 

Gas AN9 Service Mountilin 

[ Electric Company of Power 
Company New Hampshire Company 


Atlant ic City Deepwater 
Electric Light and 
Company Power 

Company 


Jersey 
Central 
Power L 
Light 
Company 


Millville 
Electr I c 
L 1 ght 
Company 


New Jersey 
Power & 

L IGHT 
Company 


PRODbCnON EXPENSES 
StMffi powe' 

OperjtiM 

Supcfrisioo mi cnpiutring 

StiUon IaIw 

fuel 

Wiler 

Supplies md expenses 
Totil cpetxtion 
Msmleiurce 

Supers ision tad engincenng 
Structures ind icnprtjscrtients 
Boiler pUnt equipment 
Genctutni md eletfnc equipaient 
Totil Euintenajife 
Miscellwieous 
Rent) 

Steam ftotn other (ootces 
Steam tnmferred— CrediT 
Joint ei peases— Debit 
Joint expenses— Cttdif 
Total miscellaneous 


Total PioBucnoN Expehses— Steam Powea 


Hydraulic pewet 
Operltion 

f Supervision and enjineeiing 

1 Station lihor 

1 UPiter forpouer 

2 Supplies and expenses 

S Total apentiem 

Mauitenance 

1 Supervision and enpnetrinj 

! Structures and improvemenis 

5 Reservoir) dams and waterways 

? Generating and electric equipment 

J Roadl tailrgads, and htidges 

2 Total numtesance 

Miseelbneoui 

3 Rents 

1 Joint expenses— Debit 

2 joi nt expenses— Oedit 

i Total tnuceilaneotJ 

4 Tot al PtooucnoN Expemses— HY oiiAtmc Powu 
Internal cumbuition engine power 

Operation 

! Supervision and engineenng 

5 Station labor 

7 Engine fuel 

3 Supplies and expenses 

) Total operation 

Maintenance 

3 Supervumo and engicieeruig 

1 StttHtutes and impiovements 

2 Fuel boldeia, pioduceis and actessones 

! Generating and electric equipment 

i Total nninleoance 

Miscellaneous 
i Rents 

i Joint (apetiscs— Debit 

' Joint expenses — Crniit 

Total miscellaneous 


Purchased power 
Interchange power 
Cither expenses 
Joint expenses— Debit 
Joint expenses— Credit 
Total other production expenses and aedits 


Total PnooucnoM Expenses 




TRANSMrSSrON EXPENSES 
Operation 

Supervision and engineeiing 

load dispatching labor and expenses 

Stations 

Dnes 

Total opctation 
Maintenance 

Supervision and engineering 
Structures and improvements 
Station equipment 
Overhead system 
Underground system 
Roads and trails 
Total maintenance 
Miscellaneous 
Rents 

Joint expenses— Debit 
Joint expeiues—Credit 
Total miscellaneous 


Total Transmission Expenses 



678,449 

25,000 

159,606 

(399,558) 

399,558 

105,336 

(29,487) 

""703T445' 

4.257.935 

TsOIF 

167?M' 


— 

“XlSTIW 

■ 757^ 

5.^18,i6?5' 

17,736 

64,041 

24,419 

958 

16,617 

24,695 

12,067 


46,737 

32,259 

78,070 

45.400 

708 

32,183 

261 

37,966 


~i:h65- 

SBTTST 

ci5l 

I957G35‘ 


6,523 


18,469 


4,402 


1,501 


23,000 


55,973 

10,008 

15,242 

17 

14,932 

141 



1,613 




m 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Expenses 



New Hampshire 
Gas and 
Electr I ; 
Company 


DISTRIBUTION EXPENSES 
OpoAtion 

Supervision and engmeenng 
Load dispatehing labor and apeaia 
Dutnbution office apenaes 
Stations 

Storage batteries 
Does 

Senicts on customers ptenuses 
Street lighting and signal systems 
Total operation 
Maintenance 

Supervision and engmeenng 
Structures And irnprovemcnts 
Statron equrpment 
Storage battery erjmpment 
Overhead system 
Underground sptem 
Line transformers and devices 
Services 
Meters 

Installations on customeis premises 
Leased property on customers piemises 
Street lighting and signal system 
Total maintenance 
Miscellaneous 
Rents 

Joint eapenses— Debit 
Jomt eapenses — Credit 
Total miscellaneous 


CUSTOMERS ACCTtNG AND COLLECTING EXPS 
Supervision 

Customen contracn and oedets 
Credit mvistigatians and lecords 
Meter reading 
Collecting 

Customers biltrag and accounting 
Miscellaneous eapenses 
Uncollectible accounts 
Rents 


SALES PROMOTION EXPENSES 
Supervision 

Saianes and commissions 

Demonstiation 

Advertising 

Miscellaneous sales expenses 
Bents 

Meidundismb lobbine, and contract vork 


Total Sales Promotion Expenses 


ADMINISTRATIVE AND GENERAL EXPENSES 
Saianes of general officers and executives 
Other general office saianes 
Expenses of geneial officers 
Expenses of general office employees 
General office supplies and expenses 
Management and supervision fees and expenses 
Special services 
Legal services 

Regulatory commission expenses 
Insurance 

Injunes and damages 
Employees welfare expenses 
Pensions 

Miscellaneous general expenses 
Maintenance of general property 
Rents 

Commissions paid under agency sales conlracts 

Franchise requirements 

Dupliale miscellaneous charges — Credit 

Administrative and general expenses transferred— Credit 

Jomt expenses— Debit 

Joint expenses— Credit 


Total Administrative and General Expenses 


IHaJtWWn»deaeHtef«j.nr.VeiNefi»:«ahj!^ 







NewHampihjre I Newjeriev 


tvb ITC 
MuUNTA I N 
Power 
Company 







95,000 
187,634 
5,567 
569 
19,746 
35,132 
3,983 
23, 126 
122 
71,012 
7,349 
164,664 
203, 514 
104, 523 
7,971 
20,116 

2,401 

104,929 

6.723 



32,935 


140,433 

4,576 


7,787 

26,780 

85 

49,249 

197,927 

19,918 

161,180 

10,821 

19,310 

19,329 

1,250 

47,870 

11,988 

945 

47,968 

14,317 

3,057 

19,969 

17 . 339 

715 

55.569 

1— I'rifTvi 

25.9?'3 

55g!3'4T 

12,520 

999 

8,092 

iT;'5'55' 

599- 

05? 

981.886 

92,^21 

1,784,405 


163,856 

4,108 

93,784 

27,794 


99,632 

8,994 

99,934 

9,095 

119,849 

59,348 

8,775 

207,271 

200, 196 

18,839 

179, 589 

32,720 

15,862 

21,600 

171 

31.473 

3.137 




40,755 

246,868 

16,356 

5,652 

40,278 

50,513 

17,651 

1,007 

29,558 

33,833 

227,662 

240,971 

58,010 

39,212 

30 


Ml LLVI LLE 
El ECTR 1 c 
Light 

COMPA NY 



72,520 

213,847 

5,783 

3,639 

78,263 


38,813 
46,408 
127,351 
221,054 
24,735 
104, 938 


95,736 

215,950 


New Hampshire 
New Jeriey 


Mew Jersey 
Power &. 
Light 
Company 




1.098.643 

327997 

44, 116 

4,030 

2,744 

353 

36,838 

191 


6 

418, 157 

16,388 

13,638 

170 

16,430 

1,419 

70,951 

303 

27,670 

1,166 

56 


76.117 

3,636 

706.722 

57^ 

16,316 

2,124 

. 16,316 

i.8Si!682 

?7I?4 

62!'?8a 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Expetises 

' NiW \!(iico I New Yoii 


P'JSLiC 
Sep 1 CE 
£^e c 1 P I ■ 

G»S CCMPANf 


Rockland 

E-ecirk 

Company 


iNLANO 

Utilities 

CoMPAMY, 7 he 


New Mexico 
Electr ic 
Service 
CQKPORAT 1 OH 


Pub i I L 
Service 
Company of 
New MEXICO 


Surf A LO 

N I ASA RA 

Electric 

CORPORAT I ON 


Central 
Hudson Ga s 
& El ectr 1 c 

CoRPORAT I ON 


Central 
New York 
Power 

Corporation 

(A) 


PRODLCnON EXPENSES 

Operation 

756,151 

Stper^ision and eng^cxermg 

Station labor 

3, 566,692 

FucL 

29,731,546 

Waref 

223,336 

Supplies and espewes 

400.392 

Total opeTiion 

34.713,122 

MAmterUntc 

594,651 

Suptff'Uioa and engineering 

Stnjctum and unptoveinents 

512,413 

Botiet plant ct^uiprtent 

2,463,466 

Generalmg and elenric ecjuipment 

360 . 113 

Tot»I maintftrunce 

4.430.648 

MiiLeilinefli.s 


Rems 

24 

Steun from other souron 

StfuO transfeired — Credit 
jotcl cxponscs— D^iit 


Joint apmscj— Oedit 


Totil misceJlaneoua _ 

£4 


Hydfjulit power 
Openlion 

Supervision ind oi^nccrmg 

Sotion Ijbor 
Witer fo! power 
Supplies and aperies 
Total openfion 
Maintenance 

Supervision anti engineennj 
Structures and unpra'ecnmts 
tUservoiH dams, and waterwijs 
GennaCing and electric erjuiproeot 
Roads railroads, and bridges 
Total ouintenince 
MiscelUneous 
Rents 

Josnt opetues— Debit 
Joint dipinses— Ctedit 
Total mlsceUuieooj 


Total Phooucymn Expanses— HvdaaUUC POvu 


Intnrnl conabtucion engine power 
Ppetition 

Supenisioo and engmeensg 
Stataou labor 
Engine feel 
Supplies and expetises 
Total Operation 
Maintenance 

Superrisna and engineenng 
Stnactiices and unprorements 
Fuel holders producers and accessories 
Cieneatuig and electric eipsipnieat 
Total tnunienancs 
Mucellannus 
Rents 

Joint expenses— Debit 
Joint eipenses— Ctedit 

Total misccllijicous 


Total Pmd. Exw— lNTBtMALCQMB.ENc Fotph 


50 Pufdused power 

51 Interchange power 

52 Other expenscn 

5 j Joint expenses— Debit 

54 Joint expenses — Credit 

55 Total other pioduction 


TRANSMISSION EXPENSES 
Operation 

Supervision and engineering 
Load disputching labor and eipenses 
Stations 
Dnes 

Total operation 
Mainleiunce 

Supervision and engineering 
Structures and imprnveracnls 
Station erjuipment 
Overhead system 
llndcrgroimd system 
Roads and trails 
Total nuintcnance 
Miscellaneous 
Rents 

Joint expcnies — Debit 
Joint expcnjcs— Ctedit 
Total miscellaneous 





A Report reflects acquisition of Northern Development Corp , acquired 
July 31 , 1948 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR TEAR ENDED DECEMBER 31 1948 

Electric Operating Expenses 



New Jerscj- ] 

New Mexico 1 

New \ork 

1 

N 

i 

H 

0 

item 

Pub l I c 

SER 7 1 CF 
Elcctpil anc 
Gas Cohpahv 

Rockland 

El e cts I L 
COMPAN ( 

1 HLAND 

Utilities 
Com? Nt, The 

New Mex i cn 
Electric 

Sep vice 
COPPQR at i On 

Publ 1 . 

Sep / 1 le 
Company cf 

New Hex I co 

Buffalo 
tJl agafa 
Electric 
COHPQP dT 1 ON 

Central 
Hudson Ga5 
& Elects ic 

COPP OP hT I 3N 

Central 

Mew foPK 
Power 

Corporat ion 
(A) 

u 

i 

N 

E 

N 

0 



f 

t 

i 

s 

S 


$ 


H 


DISTRIBUTION EXPENSES 









H 


OptffAiJon 









HI 

^4 

Supervision and engineering 

2,279,542 

10, 439 

18,794 

9,863 

32,783 

376, 464 

118,407 

340,225 

HI 

75 

Load dispuching Iibo md ctpciwcs 









75 

76 

Distribution office expenses 

599, 6S6 

5, llu 


6,295 

11,314 

299, 936 

72,606 

65,116 

% 

■^7 

Stations 

1,102,453 

6,133 



2,997 

349 , 160 

51,970 

160,400 

77 

78 

Storage balienes 









78 

79 

tints 

743,419 

10, 144 

23, 536 

5,925 

54,209 

394,347 

160,985 

223,154 

7 ? 

80 

Stnicts on customers piemises 

1,421,903 

13,445 

21,242 

10,652 

46,018 

790,163 

157,590 

309,190 

SO 

81 

Street bghtmg and signal systems 

422.772 

6.195 

6.059 

69 

4,910 

_ .. 173.181 

41,213 

1 =i? RD? 

31 

82 

Total operauon 

6.649.779 

53.475 

74.633 

32,811 

152,235 


602(777 

1.250.692 

82 


Maintenmce 










83 

Supervision and engineenog 

1,393,631 

478 


3,027 

64 O 

119,670 

25,363 

256,163 

8J 

84 

Structures and improvements 

287,369 

474 



49 

91,150 

10, 129 

3,966 

84 

85 

Station et^uipment 

546,181 

135 

2,080 

405 

8,232 

143,907 

15,224 

169,950 

85 

86 

Storage battery equipment 









86 

8^ 

Ovnhtad iyjtem 

1, 564, 852 

15,039 

8,237 

6,764 

66,175 

663,231 

125,965 

560,756 

87 

88 

Underground system 

323,294 




22 

99, 220 

2,683 

32,618 

88 

89 

Lme transformers and devices 

263,983 

1,061 

8,640 

3,749 

29,724 

111(320 

45,695 

116,576 

39 

90 

Services 

417,235 

7,158 

415 

1,471 

4,633 

151,840 

35,258 

104,919 

90 

91 

Mcten 

129, 536 

710 

138 

1,919 

16,130 

75,517 

15,051 

55, 197 

91 

92 

Installations on customers premises 


157 







92 

93 

Leased property on customers premises 









93 

94 

Street lighting and signal system 




177 

9,346 

139 673 

22.345 

133.983 

94 

^15 

Total numteoance 




■■■lIrlUfsl 

134.955 


297,718 

1,439,154 

95 


Miscellaneous 










96 

Rents 

53,480 

394 

1,079 

167 

24,716 

24, 199 

6, 546 

47,386 

96 

97 

Joint espenses— Debit 


15,001 







97 

98 

Joint oepenscs — Credit 

19 , 876 








98 

99 

Tolal miscellaneoiis 






24.716 

24.199 

6..546 


99 

too 

Totm Distribution Expenses 

12.075.831 




— MTI 

MW IB in 

IHHRiMiTEI 

— WiTWITW 

100 


CUSTOMERS ACC TING AND COLLECTING EXPS 










101 

Supervision 

582, 188 

5,518 

31,308 

2,162 

1, 181 

55,062 

65, 587 

87,690 

101 

103 

Customers contracts and orders 

578, 519 

7,093 

) 56, 518 

1,113 

18,815 

134,126 

131,750 

75,720 

102 

103 

Credit lAvestigafioiu lad records 


791 

1 


4 


7,307 


10} 

104 

Meter coding 

767, 172 

8,395 

] 

3,885 

26,060 

277,929 

91,668 

174,235 

104 

103 

CoIlKting 

1,055,040 

6.286 

} 

6,263 

21,990 

223,698 

103,723 

131,683 

103 

106 

* Customers billing and accounting 


14,905 


10,308 

52,033 

311,658 

80,306 

190,389 

106 

107 

Miscellaneous expenses 

225,413 

2,889 

17, 539 

80 

9,575 

46,239 

68,405 

27,945 

107 

108 

Uncollectible accounts 

38,051 

720 

924 

600 

5,400 

18.000 

1.005 

14.9103 

IDS 

109 

Rents 

. 10JL52. 

661 






18(308 


no 

Total Customers Accountino anb Coll Exps 

—■iiiiiin II 

47,261 

109,915 

24,414. 

139.536 

taBViSttllilrla 


720.876 



SALES PROMOTION EXPENSES 










111 

Supecvision 

504,025 

6,365 


2,400 

(237) 

38,232 

40,474 

51,814 


112 

Salines and conuni£3ion5 

330, 107 

222 


4,354 

10 

116, 143 

85,991 

101,589 


113 

Demonsuation 

178, 553 

569 

) 3,892 



56,917 

94 , 170 

8,787 

113 

114 

Advertuing 

211, 516 

2,328 

\ 

2,175 

35,374 

35,282 

80, 572 

26,217 

lU 

115 

Miscellaneous soles expenses 

116,331 

3,620 

j 

1,715 

34 

34,774 

82,110 

18,852 

115 

116 

Rents 

5.682 

294 



60 

881 

1,998 

4, 423 

116 

117 

Metchanduing jobbing, and contact work 






H wl 1 



117 

118 

Total Sales Promotion Expenses 

1. 166,254 

14.233 

3.892 

_ .10.64.5 

_ . 35.242 

- 285.Q49_ 


mjis^ 



ADMINISTRATIVE AND GENERAL EXPENSES 









1 


Saianes of general officers and executives 

377,393 

22,358 


20,800 

67, 278 

110,395 

113,468 

82,943 


120 

Other general office uianes 

1,475,627 

24,645 

47,397 

9,538 

74,993 

914,916 

353,366 

640, 172 


121 

Expenses a! general oEicens 

32,869 

2,118 

1 11,002 

2,925 

23,871 

9,372 

6,670 

9,289 


122 

Expenses of general office employea 

47,457 

293 

) 

469 

4,547 

16, 164 

6,158 

14,377 

122 

123 

General office suppbes and expetues 

550,615 

6,032 

3,219 

4,683 

16,149 

182,070 

49,337 

149, 097 

125 

124 

Management and supervision fees and expenses 




' 





124 

125 

Special services 

18,733 

3,675 

1,157 

2,529 

12,295 

37,022 

13,514 

18, 482 

123 

126 

Legal services 

29,695 

1,880 

1,168 

1,831 

18,466 

30,063 

25,129 

18,609 

126 

127 

Kegula^^ry commission expenses 

621 


2,684 



6,268 

30,506 

10,618 

127 

128 

Insurance 

128,627 

305 

13,841 

1,451 

31,142 

48, 101 

12,644 

36,144 

128 

129 

Injuries and damages 

314,584 

2,983 

532 

2,909 

15,850 

130,841 

44,671 

96,867 

129 

130 

Employees welfare expenses 

447i 168 

5,835 

239 

765 

13,607 

331, 804 

18,300 

240,807 

130 

131 

Pensions 

620, 526 

1,642 



3,379 

134,067 

95,484 

105,466 

131 

132 

MucelUneous general expenses 

356,897 

2,169 

563 

2,679 

37,318 

60 940 

56,296 

40,472 

132 

133 

Malotentnce of general property 

105, 274 

196 

206 

673 

4,866 

104,085 

73,939 

84, 684 

133 

134 

Kents 


693 

2,453 

1,200 

11,355 

24,982 

6,743 

20,009 

134 

133 

Commissions paid under agency sales contracts 









135 

136 

Pranchtse requirements 

10,963 





ill 


85 

136 

137 

Duplicate miscellaneous charges — Credit 

301,137 

472 




2,532 


85 

137 

138 

Administrative and general expenses ttansfetted— Credit 



7,085 


5,136 




138 

139 

Joint expenses— Debit 


4,394 







139 

140 

Joint expenaes Credit 


22 







L40 

141 

Total Aomwistrativs and General Expenses 


78.731 

67.042 

52.478 

I— ri ITTTl 

MWIilW iliW 


— ■ !■ IIW 

141 

142 

TOTAL ELECTRIC OPERATING EXPENSES 



865.012, 




■nKHciin 


1 « 


A Report reflects acquisition of Northern Development Corp , acquired 
JuLf 31, 1948 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR TEAR ENDED DECEMBER 31, 1948 

Electric Operating Expenses 


Consol idateo 
Ed ISDN 
COMPANy OP 
Nev Yosk, 
Inc 


Eastern 
New York 
Power 

CflRPQRAT ION 


LoMC Islano 
Lighting 
Company 


NEW York 
Power and 
L lOHT 

CoftPOPAT ION 


New York 
State 
Electric 
L Gas 

Corpora! Ion 


Niagara Orange and Patchogue 
'Falls Power Rockland Electric 
j Company, The Electr ic Light 

Company, The Company, The 




PRODUCTION EXPENSES 
Siam pwtr 
Operation 

Supervision anil enjmeeting 

Station labor 

Fuel 

Water 

Supplies anil expenses 
Total operation 
MainttOaiKe 

Supervision and engineerinj 
Stniriurts and imprasenieius 
Boiler plant equipment 
Generatinj and clectnc equipment 
Total nuintmantc 
MtsctHancDus 
Rents 

Stea/n troni otber sources 
Steam ttansferred— Credit 
Joint ejpmtes— Debit 
Joint eapenso — Credit 
Total miicellineous 


Total Paqcujctiqn Eschnses— Steam PoteEii 


HjidMuliC power 
Opcruion 

Supervision and engineering 
Sialinn labor 
Water for power 
Supplies and expenaea 
Total opentitm 
Maintenance 

Supcnision and engineering 
Structures and iropravements 
Roeoflira dams, and vatcreiya 
Generating and ctetK equipment 
Roads, railroads and bridges 
Total maintenattCE 
Miscellaneous 
Renta 

Joistt eipenses— Debit 
Joint eipenseai— Credit 
Total mucdlifleouJ 




Internal combustion engine powei 
' Operation 

SupeiTOKm and engineering 
Station labor 
Engine fuel 
Supplies and expensen 
Total opetabon 
Maintenance 

Supetvisun and engineeimg 
Suucbites and impcoYemeiits 
Fuel bolders producers and aixessoncs 
Genctiting and electric equipment 
Total mimtcnance 
Miscellaneous 
Rents 

Jomt eapensei— Debit 
Joint expefliea— Gedit 
Total miscelUncous 


Total Paod £xm — Intixmal Comb Eno Powoi 


50 Puiciiased power 

51 Interchange power 

52 Other expenses 

5 j Joint expenses— Debit 

54 Joint expenses — Credit 

55 Totid other production eipenses and credits 


TRANSMISSION EXPENSES 
Operation 

57 Supetmioo and engineering 

58 load dispatching labor and expenses 

5p Stations 

50 Lines 

51 Total operation 

Adaintenanee 

52 Supervision and engineering 

53 Stiuctures and unproveaients 

54 Station equipment 

55 Overhead system 
Undergrouiid system 

57 Roads and trails 

53 Total maintenance 

MiKellineoua 

59 Rents 

70 Joint expenses— Debit 

71 Joint expenses— Ctedit 

72 Total miscellaneous 

Total Txansmbsion Expbnses 



s 

s 

46,508 

116,585 

434,765 

594,744 

2,882,709 

5,853,871 

33,659 

54,825 


391,616 
1,197,336 
9,098,304 
3ll97 233 




3,500 

132,826 

644 


24,836 

174,673 

5,016 

79.659 

619.394 


(76.1591 


(169.0121 


6,960 

182 

151,231 




3.254.071 


1,034 

(793,009) 


35,170 

233,661 

117,266 

30,789 

13,234 

122,462 

3,900 

5.771 

39,032 

470,158 

99,000 

23.930 

2,175 

. . _34 

416,8^ 

145.371 

1— itniTi 

2.210 

23,828 

33,627 

79,979 

137,835 

1.988 

2,905 

3,139 

23,990 

13,037 

66 

15,731 

59,267 

26,477 

199,276 

11 

1,932 

306 


25 

1 

160 ! 
1 

1,042 

25 

161 

1.042 







8,237,099 

1,972,606 

4,098,058 

363,240 

303,688 

163,854 

263 


11,013 





70,489 I 
33,244 1 
103,637 
42.656 : 

52,615 

160,585 

239,850 

170.899 

105,108 

122,008 

113,865 

100,510 

18,670 

38,537 

89,089 

10,051 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR 1(EAR ENDED DECEMBER 31, 1948 

Electric 0l>eratjng Expenses 



544 , 201 
118,578 
579,677 
2,296,116 



DIsntlBUnON EXPENSES 
OpCTition 

Supervis«3n jnd ejigiKenng 
Lod dupitdung Ubot ind cipcnsts 
Distribution office expenses 
Stations 

Stonge battecies 
Does 

Services tso customers premises 
Street lighting ind sigtul systems 
Total operation 
Muntenince 


Miscellaneous 

Rents 

Joint expenses — Debit 
Joint expenses — Credit 
Total ntscellaneous 


CUSTOMERS ACC TING AND COLLECTING EXPS 
Supervision 

Customers cootnos and orders 
Gedit mveatigattons and records 
Meter reading 
Collecting 

Customers billing and accounting 
Miiccllaocaus expenses 
Uncollectible acctKinCs 
Rents 


Total Customeks Accountinc anb Coll. Escps. 


SALES PROMOTION EXPENSES 
lU Supervision 

1 1 2 Salaries and commissions 

113 Dcmoostiation 

114 Advertising 

115 MisccUaneoussalesearpenses 

116 Rent] 

117 Metdiandiiing, jobbing, and contract work 
iifi Total Sales Promotion Expenses 


ADMINISTRATIVE AND GENERAL EXPENSES 
1 IP Salanes o! general offirers and executives 

120 Other general office salaries 

121 Expenses of general officers 

122 Expenses of general ofBee employees 

123 General office supplies and expenses 

124 Matugement and supervision fees and expenses 

123 Special services 

126 Legal services 

1 27 Regulatory commission expenses 

128 Insurance 

129 Injuries and damages 

130 Employees welfare expenses 

131 PeosioiM 

132 Misc el laneous general expetues 

133 Maintenance of general property 

134 Rents 

135 CbmmiisionspaidunderagencysaJescaittrKtt 

136 Franchise tcrpiitements 

137 Duplsote mlicelUneous chitges— Credit 

138 Admuuittative and gesietal expenses tranifened — Credit 

139 Jomt expenses— Debit 

140 Joint 

141 Total Administrativb and General Bxpehih 

142 




438,981 
1, 159,834 

1,493,757 
1,846,869 
3,954,836 
2,084,189 
203, 101 


98,817 

88,611 

175,507 

45,007 

94,730 

210,378 

46,788 

10,669 


393, 555 
2,804,790 
409,072 
130,812 
771,426 



82,678 

74,794 

4,930 


244,921 

173,779 

5,885 

328,891 

2,334 

52,801 

25,273 

14. 487. 

135 





668,250 
8,150,495 
24,332 
59,864 
1,935, 165 

100,285 
344,391 
268,772 
307,559 
850, 949 
2,010,256 
3,211,449 
1,604,740 


26,882 

1,007,724 

759,377 


166,832 

561,280 

10,962 

7,799 

127,829 

13,046 

4,215 

6,868 

37,049 

73,311 

84,309 

105,564 

58,677 

34,085 

6,836 


94,042 

711,505 

5,778 

19,944 

139,016 

21,435 

27,196 

9,743 

28,614 

86,734 

245,048 

88,971 

49,068 

41,578 

47,697 


187,083 

543.222 
34, 280 
29,968 
99,293 

28,996 
41, 127 
43,915 
44,837 

143.223 
229,011 
448,483 
173,835 

93,752 

8,913 


9,213 

13,302 

111,398 

11,692 

16,991 

51,946 

77,231 

23,079 

2,361 

31,388 


PrtchocuE 

Electric 

Light 

Company, The 



1,948 

83 

66 

84 

1,795 

S5 

14,078 

87 

88 

4,743 

89 

4,628 

90 

2,658 

91 


92 


9^ 



5,501 

3,305 

lot 

9, 480 

3,407 

102 

103 

20,107 

10,253 

104 

14,844 

3,430 

105 

24,413 

15,724 

106 

191 

935 

107 

600 

547 

108 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YE^ ENDED DECEMBER 31 1948 

Electric Operating Expenses 


New Voilt 


L 

N 

£ 

0 

ITEM 

Paul 5h i t-i's 
lectbic Light 
AND Pqvep 

AND R A I L F3 AD 

CoMPANT 

Queens 

BdRough 

Gas and 
Elecipic 
Cqhpany 

- 

PoCHESTEP 

Gas and 
Elect? ic 

Cot PQPAT ION 

Pockland 
Light and 
Power 
Company 

5t Lawrence 

R 1 lER 

Power 

Company, The 

Staten Island 
Edison 
Cohpqpat ion 

rjESTCHESTEP 

Light IMG 
Company 

Y 0 M K E P S 

Electp i c 

Light and 
PawEP 

Company, T ie 

L 

1 

N 

1 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

li5 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

33 

36 

37 

38 

39 

40 

41 

42 

43 

44 

43 

46 

47 

48 

49 

30 

51 

52 

33 

34 
33 
36 

57 

38 

39 
60 
61 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

1 

PBODUCnON EXPENSES 

Steim powK 

OfCTJOon 

St.p«rvisiQn uid engjwcnng 

Sation Ijboi 

Fuel 

Wjlei 

SuppEci and eipcnscl 

Total operation 

Mainfenincc 

Supeivujoo and eng’netriny 

Siructurej ind improvenieiits 

Boilet pUnl etpiijawnt 

Genetating and electric etjuipment 

Total maintenance 

Miscellaneoiu 

Heou 

Steam Irom other aourcea 

Steam Uanifetted— Credit 

Joint eipenses— Debit 

Joint expeotei — Credit 

t 

i 

16,427 
140,713 
207, 156 

bjSO? 

14,749 
99T 855 

t 

33,706 

439,766 

3,522,347 

66,365 

59.067 

1 

6,020 

d0,5t9 

482,694 

4,746 

7,451 

s 

t 

18,216 

327,306 

1,611,007 

16,728 

33,186 

S 

$ 

19,409 

279,867 

1,449,228 

22,537 

28,527 


4,126,257 

561 , 504^ 


2, 00b ,446 


1,799.572 


11,504 
6,396 
76,124 
41 672 

3,514 

24,i771 

241,503 

113.443 

7,463 

351 

30,493 

1.127 


1,405 

19,957 

126,449 

82.122 


1,357 

27,199 

208,712 

141.532 


135.701 

240 

64.245 
(64; 0051 


39.437 


229.938 

31 


378 . 804 

1,481,881 



122,507 

745,668 



(623.1611 




1.481.881 






3.885.631 




1 .481 .881 


Hjdraulu power 

Clperatron 

Superviiion and oigineering 

Station later 

91ater for power 

Suppliei and eapcnsei 

Total operation 

Maintenance 

Supervuion and aigiaeent^ 

Strunute! and iroproneinenB 

BeservottJ dinu and waterways 

Generating and electiie equipment 

Roadj tulroadj and budges 

Total maintenance 

Miscellaoeous 

Kents 

joint expenses— Debit 

Jotnt eipinses — Credit 

Tool muccUaneotis 

5,325 

39,245 


19,419 

135,627 

344,136 

12.783 

13,786 

79,081 

11.030 

33,656 

127,321 

. - 18.253. 





179 332 




2,060 

5,363 

13,418 

2,922 

7 


1,781 

12,095 

18,428 

10,569 

2,187 

4,051 

15,339 

7,667 

3.544 

7,544 

43,900 

&i,D9B 

42,130 

11.567 


— 


5>'4 77? 


42.875 

32.790 

189.041 




9,090 


1 

16 






9.090 








Total PiooucnoH Expenses— HmAuuc Powex 
latetnal combusuoti engine power 

O^ention 

SupetvtsKW and eogmeenoj 

Statton liboi 

Engine fuel 

Supplies and expenses 

Total operalioa 

Maintenance 

Supervisioo and engineering 

Structures and unproxements 

Fuel holders producers and actessoncs 

Geoentmg and electric equipment 

Total mamcenaace 

Miscellaneous 

Rents 

Jomt expenses— Debit 

Joint expenses— Credit 

77.987 

61 

1,453 

5,867 

■t?7 



IJO e-D-^- 











— 


21 

28 

98 








148 

























7.658 


■HHBiBmil 






PutcKxsed power 
rnteichange power 

Other expenses 

Joint expenses — Debit 

Joint expenses-— Credit 

39,891 

1,314 

347,567 

488, 014 

53,079 

12,223 
851, 194 

293.354_ 

340,808 

(314,121) 

129 

4,254,204 





TmiTi 

— nirm 


IIW 1 1 HI |i ' 1 



MMERlilliiiSi 




709.182 

1.922.294 

IBI mi w'li 1 

1,106.971 

TRANSMISSION EXPENSES 

Supervisjon and tngineenng 

Load dispatching labor and KcpenttS 

Stattoiu 

Lnes 

Total opcraticMi 

Muntounce 

Supecvtsion and eagtn«ring 

Stiuctura and improvements 

Station equipment 

Overhead system 

Underground system 

Roads and toils 

Totsd nuintenance 

Miscelianeotis 

Rents 

Joint cxpcqjcs— Defalt 

Joint expenses — Credit 

1,387 

509 

ii.n83 

10,811 

3,644 

13,981 

4.232 

25,982 

39,608 

27,710 

24.098 

15, 128 
34,189 
3,358 
10,549 

5,569 

17,086 

8,633 

546 


1,144 

A 

15.223 

352 

A 

4.654 


32.670 

117.408 

1— mill 

—BjinTi 


16.367 


424 

1,011 

1,340 

7,874 

1,115 

8,637 

19,556 

3,490 

14,888 

411 

10,574 

13,678 

14,852 

1,192 

122 

4,311 

2,317 

773 

13 

16,691 

23,714 


35 

A 

A 

354 

140 

33 

A 

73 

6,207 

2,776 

4s:^ 

33~W 

WTTTT 

40,420' 

■■■■■■ 



287 

282 

4.867 

3,198 

1,030 

14,929 

11,359 



1,080 


287 


STIES' 




KBPS 



16.043 

1 ^8i761 

175.(514 

I 76.544 

72,2S7' 



lillllimRlQ! 


A All traksh(ssioh substation expenses incluoeo with distribution 

SIIBSTAT I flM expenses 








































STATISTICS OF ELECTRIC LTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Expenses 


426 a 




Paul 3m ith's 

AECTftiC LiSHi 

AND Rover 
AND Pa I lrqad 
Company 


Queens 
Bopousn 
Gas and 
Electric 

CoMPAN'r 


Rochester 
Gas and 
Electr I c 

CoRPORAT ION 


DISTRIBUTION EXPENSES 
Operation 

Supervision and engineering 
Load dispitchiDg labor and expenses 
Dutnbution office expenses 
SUtioos 

Stonge hatieties 
Lines 

Services on customers prenuses 
Street Jightmg and signal systems 



Total operation 

27,449 


iunfin 

220.664 

Maintenance 

SupervuiQO and engmeenng 

1,597 

22,639 

131,753 

1,628 

Stiuctufcs and improvements 


1,643 

5,725 

67 

Stitioo equipment 

1,088 

9,189 

77,286 

2,435 

Storage balicjy equipment 

Overhead system 

3,586 

63,610 

175,348 

84,755 

Uoderground system 

45 

8,504 

167,129 

12 

Dae tramformerj and deviics 

2,746 

16,363 

53,675 

6,488 

Services 

1,279 

12,653 

60,389 

12,781 

Meters 

490 

6,762 

35,425 

5,806 

Installations on customen premises 

property on customers premises 



1,039 

795 

543 


45 

1,107 

2,769 

4,181 


28,228 


226 


Street lighting and signal system 
Total maintenance 
MisceiUneoui 
Kents 

Joint expcnses-'Dcbit 
joint expenses — Credit 
Total misceilaoeous 


Total DisTRiBunoN Expenses 


CUSTOMERS ACC TING AND COLLECTING EXPS 
Suporviiion 

Customers contracts and ordea 
Oedit investigations and records 
Meter reading 
Collecting 

Customers billing and accounting 
Miscellaneous expenses 
Uflcollectiblc accounts 


Total Customers Accounting and Coll, Exps 


SALES PROMOTION EXPENSES 
Supervision 

Salaries and commissions 

Demonstration 

Advertising 

Miscellaneous sales expenses 
Rents 

Merchandisine, lobbinjL and contract work 


Total Sales Promotion Expenses 


ADMINISTRATIVE AND GENERAL EXPENSES 
Salaries of general officers and executives 
Other gcocnl office salines 
Expenses of geneial officers 
Expenses of general office employees 
Genenl office supplies and expenses 
Management and supervision fees and expenses 
Special services 
Legal services 

Regulatory cocnimision expenses 
losufiflce 

Inpines and damages 
Employees welfare expenses 
Pensions 

Miscellaneous general expenses 
Maintenance of general property 
Rents 

Commissions paid under agency sales contracts 
Ennehue requirements 
Duplicate miscellaneous charges— Credit 
Admioistiadve and geoenl oqienses transferred — Credit 
Jomt expenses— Debit 
Joint 


Total AnuwimATiVE and General Expenses 


nmwaiitwiHWluaiMiiCfcliMUaifSnEl 


A All transmission substation expenses included vith distribution 
SUBSTATION EXPENSES 

842507 0 - 49 - 21 








































XoAii Ciniiuu 
K Dtlt Ohio 



F*oDucnoN EXPEiees 

Situi power 
Opoidoa 

Supcrraioa ind cojiMtnsj 

Satiea bbcc 

Fuel 

Tate 

Suppliei ud apauei 
Toul epmtiea 

Maatcoaoce 

Superiown and enjmeinog 
Structures and impcovtiiiaiti 
Boiler flue njiupoenc 
Geaeottaj aud ekctcic ecfujuneol 
Total Biiidtcnaoce 
Miscdianaw 
teats 

[j Stears frani other iOurca 

14 Steam tranjfened— Credit 

Ij Joint cif*nae>—Defait 

15 Joint apcnscs— Credit 

17 Total mncelljnaiut 

ij Tot al PioiHtCTKw fctetwsEo— Smat Pomte 
HyJnutic powo 
OpoatKio 

1? Super^PUJO and enguiceitftg 

20 Station labsc 

21 Wafer for power 

22 SupplKs and opcoaB 

23 Total opetiUOQ 
Maintenance 

2d Superrami and atguMering 

2} Strnctiirea and imptavvinenes 

2d Resetran, dams, sod wsterwajn 

27 Ccoefatnigaiid cleancei}uipnient 

Roads, raitxOads, atid bridges 
Total maintenance 
MnceUaaeiMi 
av Ream 

31 Joint expenses— Debit 

32 Joint expinses—Ctcdit 

33 Total mnctHinwiui 

3d Tot al PnooucnoN Ixf tttsB— HvwtAUUC Pomn, 
Internal ountaatioa engine pimr 
Operation 

33 SupetruuM and engincenng 

35 StatMO Iibot 

37 Eopoe fuel 

3> Supplaa-indesipeasa 

39 Toulopentub 
Mimtenantx 

40 Supetvisioti and tdgliKennj 

dl Stcuctutes and mptovements 

42 Fuel boldeis, ptoducets and aoesaones 

4) Gcncnting and electnc eipiipoeot 

44 Total maintenance 
MuccUaneoiis 

45 ReotJ 

45 Jomt expeoaes — Debit 

47 Joint expenses — Ciedit 

48 Total maccUalieoas _ 


j5 PurdaseJ power 

51 Interchange power 

52 Other es^ense* 

53 Joint expenses— Debit 

34 Joint expenses— Caedit 

55 Total otbetpioductioii' 


TRANSMISSION EXPBNSES 

Operation 

Supetvisioo and engmeenng 

58 Load -tppiirt'inj la^aod m^esses 

39 StsMiu 

50 lanes 

51 Total opentKm 

Maintenance 

52 Supetvmoi and engineering 

53 Staioiircs lad unpiovemeBti 

54 Station cjuipmeot 

55 Overhead ipteni 

55 Undttgroimd system 

57 Roads and trials 

68 Total nuuitenancc 

Mlsccllaneoui 

59 Renta 

70 Jomt esrpeniej— Debit 

71 Jomt expenses — Credit 

72 Total inlicellaoeous 




36,466 

190,346 

3,563,369 

14,107 

18,864 




14,188 

12,696 

11,605 

92,551 

129,499 

529,910 


K«WbVi i eB a 


94,251 

15,851 

487,572 

69,230 


28 

8,561 

51,366 

6,326 

22,682 

2,730 

250,648 

8,361 

745 

739 


691 

15,205 

g«- 

15.2S' 


29,799 

2,350,730 

2,268,646 


961,660 

(1,179) 



(71) 



1,051,000 


37,563 

109,283 

254,187 




12,786 

6,310 

346,563 

86,967 


REPftHT REFLECTS A COU I S I T I ON OF ShERIORN CoUNTY ELECTRIC Co a ACOUldED 

JuOt 14, 1947 


ttW^I 


37,007 

284,561 

804,069 

33,166 

20,126 


134,054 


^1 




4,934 

4,108 

49,812 

56,397 

149,416 

204,402 




648 

927 

8,580 

733 

678 

3,539 

43 

289 

1,077 


1,201,591 246,204 52,335 54,875 

(5,264) 


1 

21,858 

156 

23,331 

4,185 

3,828 


15,740 

7,538 




28 

7,727 

20,014 

357 

35,058 

96,212 

34 


1,838 

4,071 

3,355 

15 

STUBS’ 

OtT 
1^1 ! 169 

3.355 

213,^1 

15 

4,446 


All of company's properties acquired by Dayton Power 4, Light 
C o OH Sept 30, 1948 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Electric Operating Expenses 


KorMiCmliu 
K&k. QIm 



Carol ina 

Carol i na 

Duke 

Nantahala 

Tide Water 

Montana- 

Otter Tail 

Buckeye 


Alum iNUH 

Power & 

Power 

Power and 

Power 

Dakota 

Power 

Light 4 

rrtM 

CONPANT 

Light 

Company 

Company 

Light 

COHPAHT 

Company 

Utilities Co 
(A) 

Company 

Power 

i Company, The 

1 {a) 


DISTRIBUTION EXPENSES 
OpcntiOQ 

Supcmsioa lod eagineeting 
Loul dupatcbm; Ubor and openia 
Dismbuuoo 0 ^ tiponcs 
Scabona 

Stonge battenea 
liOB 

Services on cuatomea peemoa 
Street Iigfatiag and signal sjrstems 
Total operation 
Maintenance 

Supemsioti and engmeerug 
Soiictuces and improvaneota 
StatlOO eifupnient 
Stonge batt^ e^ptnent 
Ovtrfaead sjrstem 
Uodergrooiid system 
Lme transformen and devices 
Services 
Meters 

Imtallatioeis on custOOKis prerdUeS 
leased property on ciutonxn ptermsei 
Street lighting and signal system 
Total maintenance 
MuceUaneous 
Kents 

Joint eicpenses — Debit 
Joint eapenies — Credit 
Total miscellaneous 


CUSTOMERS' ACCTTNG AND COLUECTING EXPS 

101 Supervtsioa 

102 OBtomers contracts and orders 

103 Credit lovestigatiocis and records 

104 Meter ceidmg 

103 Collecting 

106 Customers bdling and aceounting 

107 Miscellaneous expenses 

100 Uncollectible accounb 

109 Renb 

110 


SALES PROMOTION EXPENSES 

111 SupetvuMo 

112 Salines and comimssioni 

113 Oemonatiation 

114 Advettmng 

113 Miscellaaeaus sales cxpenaci 

116 Rents 

117 MenJiindisuig. lobbing. and contract wodt 
Totai. Sales Pxohotion Extenses 


ADMINISTRATIVE AND GENERAL EXPENSES 
Salaries of general officen and executives 
Other general office salaries 
Eirpeues of general officers 

122 Exjienses of geoetil office employees 

123 General office suppliei and expenses 

124 Management and supervuion fcei and expenses 
123 Special services 
126 Legal services 

Regulatory cocuiuiiioo expenses 
Insurance 

Injuries and damages 
Employixi welfare expenses 
Pensnns 

Miscellaneous genenl expetues 
Maintenance of general property 
Rents 

Cenusniioiis pud under agency aalei coiKncti 
Frandiue rerpucemefits 
Duplicate nuscellineout charges— Credit 
Administiitave and gcnetil expenses transfemd— Citdit 
Joint expenses— Debit 
Joiot expenses — Ciedit 


Total Aoministeativi and Genexal Expenses 


miWnltWiJtilil'ja'.r.Vii.'fetalaiiaOLtXj 




75,388 

20,897 

161,513 

113,759 

19,099 

342,680 

3,145 

7,148 

407,139 

396 

601,976 

486 

25,511 

1,958 

83,931 

329,068 

5, 294 

8,006 

71,303 

101,614 

55 

77 

62,662 

332 

97,643 

109 

3 

2,387 


20,400 

21,416 

26,621 

478 

251 

13 


9,270 

7,184 

23,554 

3,322 

3 



98,850 

45, 140 

79,642 

6,322 

1,031 


39,620 

17,346 

34,383 

2,734 

33,720 

22,617 

26,857 

1,044 

9,800 

12,106 

20,996 

109 

14 

269 




22,733 

45,619 

1,614 

2,644 

12,751 

12,416 


-45^ 

4.364.176 

U514 

81.650 

2^4 

38^101 

12-751 

425.092 

12*41^ 

486.579 






84,621 

48,272 

40,558 

208,801 

23,819 

150 




196,273 

804,186 

4,314 

24,091 

662,106 


22,678 

7,502 

1,851 

23,951 

25,046 

1,391 

102,308 

2,711 

7,451 

30,720 

) 219,124 

225 



2,064 

120 

1 


288,953 

9,804 

29,918 

50,257 

J 

2,000 

268,499 

1,763 

47,878 

73,904 

j 

3,603 

573,292 

10,252 

46,474 

65,391 

69,300 

5,018 

20,848 


5,409 

7,545 

673 

844 

30,432 

196 

5,373 

2,400 

50 

11,990 

1,110 

2,121 

5.634 

9.252 



4,630 

11,468 

614 

7,857 


3,217 

3,656 

) 30,342 

271 

15,439 


544 

29,942 

) 

00 

4,385 

1,215 



Report reflects acquisition or SheridIn County Electric Co , acquired 
July 14, 1947. 


ON Sept 30, 1948 


61,095 

3,173 

226,430 

3,026 

1 36,734 

194 

46 

74,427 

646 

282 

22,987 

12,850 

634 

829 


147,726 

894 

12,000 

45,481 

445 

123,975 

3,423 

13,724 

1,626 

19,482 

339 

8,217 

602 

7,937 

12,937 


14,400 

4,970 



■■ipssae 

Dayton Power 

St Light 



















































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Expenses 



Central Ohio Cincinnati Cleveland 
Light S. t Electric 

Power Electric Illuminating 

Company Company, The Company, The 


PRODUCnOM EXPENSES 
SieuB power 
Operatioo 

Supervuion iiid cogioecniig 

StrUKKi libor 

Fael 

Witct 

Soppliei and expouen 
Total opentioa 
MaintcDanee 

Supervnmn ind eagaecmg 
Structura and unpnaveroenU 
Boiler plant erpnpmcnt 
Generating and eleanc erjanpraent 
Total maiDterunce 
Mjacellaneotir 
Rents 

Steam from other soorccs 
Steam tnniferted— Credit 
Joint eipenses— Delnt 
Joint cpenscs — Credit 
Total roiscelUneous 


Total PiootrcnQH EnPEmei— S team Povh 


Hydraulic power 
Operation 

Supervjsjon and enguieetmg 
Station labor 
Water for power 
Supplies and expenses 
Total opentioA 
Maintenance 

Supervuinn and engineering 
Structures and improicnicnts 
Reservoirs dams, and waterways 
GeoenUng and electnc eniiipojent 
Roads, railroads, and bndges 
Total mitoteoance 
MiscelUnetws 
Rents 

Joint expenses— Debit 
Joint etpitues— Credit 
Totil nuscellaoeous 


Total PtopuenoN Expinih— Hymaulic Potea 


iatemal conabustion engine power 
Opetitioo 

Supetvuion and engweenng 
SUboo labor 
Sngme fuel 
Supplies and expnies 
Total operation 
Mainteiunce 

Supervision and engineering 
Structures and improvements 
Fuel holders producers end accessories 
Generating and electric e^pment 
Total mainteiunce 
MisccUineous 
Rents 

Joint expensej— Debit 
Joint eipenies— Credit 
Total mlKellaneims 


49 Tot al Prop Exw — ItmaNAL Com Eno Pownt 

50 Purchased power 

51 interchange power 
5 . Other expenses 

53 Joint expenses— Debit 

54 Joint expenses — Credit 

53 Total other production ’ 


TRANSMISSION EXPENSES 
OpoHtioii 

57 Supervision and engmeenng 

5 S Load dispatching labor and expenses 

59 Stations 

60 Lines 

61 Total operation 

Maintenance 

62 Supervision and engmeenng 

63 Structures and improvements 

64 Station erjuipment 

65 Overhead system 

66 Underground system 

67 Roads and trails 

68 Total mamlenance 
MisccUanecus 

69 Renlt 

70 Joint e.pen5es— Debit 

71 Joint expenses— Credit 

72 Total miscellaneous 



16,767 

11,519 

11.665 

79,256 

6,643 

86,393 

54.951 

93,276 

427,403 

131.266 

21,579 

14,043 

47,267 

55,959 

3S, 185 
12,020 
10,455 
24,461 

172 

5,898 

458 

id! 153 

— TTHiri 

l—rirrm 

SstSSD 

I'HT'n 


164 

19,001 

53,296 

4,394 

21,623 

45 

66 

7,293 

22,471 

4,208 

434 


3,299 

45,157 

158,806 

17,837 

22,902 

6,013 

5,384 

77 

61, 919 
5,681 
159 

94,816 

41,536 

25, 159 
6,102 

39,516 

889 

572 





Report reflects acouisition of all properties of Bradford &. Gettysburg 
Electric Light 4. Power Co , Brookville 4 Lewisburg Electric Lighting 
C o , Buckeye Light 4 Power Co , Eaton Lighting Co , Greenville Electric 
Light 4 Power Co , New Maoison Lighting Co , and Western Ohio Public 
Service Ca, acOUIREdSept 30, 1948. 


B All of company's properties acquired by Dayton Power 4 Light 
C o ON Sept 30, 1948 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Expenses 




DISTRIBUTION EXPENSES 
Operation 

Supervision and engineering 
Load dispatching labor and expenses 
Distnbution office expenses 
Stations 

Storage batteries 
lanes 

Services on customers premises 
Street bghting and signal systems 


Street lighting and signal system 
Total maintenance 
Miscellaneous 
Rents 

Joint expenses — Debit 
Joint expenses — Gedit 
Total miscellaneous 


Total DisriuBtlTlCiN ExI'ENSes 


CUSTOMERS ACC TING AND COLLECTING EXPS 
Supervision 

Customers contracts and aiders 
Credit investigations and records 
Meter reading 
Cbllectiog 

Customers billing and accounting 
Miscellaneous expenses 
Uncollectible accounts 


SALES PROMOTION EXPENSES 
Supervision 

Salaries and commissions 

Demonstration 

Advertising 

Miscellaneous sales expenses 
Rents 

Merchandising lobbing and contract work 


Total Sales Peomotion Expenses 


ADMINISTRATIVE AND GENERAL EXPENSES 
Salaries of general officers and executives 
Other general office salaries 
Expenses of general officers 
Expenses of general office employees 
General office supplies and expenses 
Management and supervision fees and expenses 
Special services 
Legal services 

Regulatory commission expenses 
Insurance 

Injuries and damages 
Employees welfare cxpcrucs 
Pensions 

Miscellaneous genenl expenses 
Maintenance of general properly 
Rents 

Commissions paid undec agenty sales contracts 
Franchise requirements 
Duplicate miscellaneous charges — Credit 
Admlnistiative and general expenses transferred — Credit 
Joint expenses— Debit 
pint expenses— Credit 


Total AoMiNisraAnvE and Geneeal Expenses 


TO I AL ELLCT RIC OPERATING EXPENSES 



229,575 
39,975 
355. 161 
298.429 


626,042 
932,516 
257, 205 


Muntenance 

Supervision and engineering 

5,501 

107,564 

Stnictures and unprovements 

52 

22,005 

SUtioo e<}uipment 

650 

101,517 

Storage battery c<^iupmeflt 

Overhead 5y5teai 

35,361 

308, 195 

Underground system 

15,781 

Doe transformers and devices 

12,310 

124,991 

Services 

14,670 

58,764 

Meters 

2,246 

71,451 

JastalJations on customers premises 

550 

2,500 

Leased property on customers premises 


8 





302,967 

25,818 

168.744 


316,149 

344,726 

55.473 


33,230 

177,378 

20,945 

2,640 

91,917 

76,623 

245,843 

399,020 

22,865 

29,141 

89,940 

139, 137 

56,109 

183,007 

22,527 

121 

24,970 



^609 

36,128 

720 

98,337 

50, 187 
21,548 

48,732 

26,242 

213 

267,294 

134,212 

126, 426 

2,730 

410,494 

135,901 

122, 275 

2,051 

573,101 

174,948 

200,108 

2,339 


20,210 

21,478 

1,591 

(443) 

19,400 

4,802 

16,369 

7.084 

24.834 

519 

1.368.676 


II— M in 1 1 




61,838 

124,597 

37,597 

64,093 

16,821 

1,115 


149,743 

248,789 

18,759 

16,676 

64,360 


67,045 

62,701 

89,680 

115,624 

181,946 

42,110 


16,417 

87,927 

155,550 



97,632 

366,521 

240,909 

40,108 

16,449 



Report reflects acquisition of all properties or Bradford &. Gettysburo 
Electric Lioht A Power Co , Brookville A Lewisburs Electric Libhtihs 
C o , Buckeye Light A Power Co , Eaton Lighting Co , Greenville Electric 
Light A Power Co , New Madison Lighting Co , and Western Ohio Public 
Service Co , acquired Sept 30, 1948 


All of Company's properties acquired by Dauom Power A light 
Co ON Sept 30, 1948 













































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Expenses 



Ot I O-Ml 01 AND 
Light /inb 
PovtR 
CoHPAwr 


Ohio Powrp 

Conp*NY, The 


Ohio Pubu ic Toledo 

Service EoiSoh 

CoHPAHY, The Company, The 

(B) 


PROOL'CnON EtPENSB- 
Steam power 
Operation 

Supervmon and esi^meenfij 

Stxuon Ubor 

Fuel 

Watrt 

SuppUi and catposcf 
Total operation 
Maintenance 

SuperriMn and eflgmeenn|: 
iCnurtuwaAd loipovanents 
Boiler pUnt e^ipmeot 
Generating and eketne et^tpoeot 
Total flumtnonce 
Mncdtaneous 
llcnta 

Steam from other wurcca 
Steam traaaf erred— ^jrdit 
Joint apcfucs— DdHt 
Joint etpexue*— Credit 
Touj AutreJbtMMt 


Total PaoouenoN £xatNaE>— S traaii PoienL 


Hj'dnulic power 
Operation 

SupemiiOA and engtncefiflg 
Station labor 
Water for power 
Supplies and m pe na ea 
Total operaUM 
Mamtenance 

Supervuion and engineenf)| 
Structures and i/nprovemenei 
Reservoirs dams, and waterways 
Generating and efectnc e<|uipinen( 
Roads railroads, and bndga 
Total maintenance 
Mucellaneom 
Rents 

joint etpenao — Debit 
Joint eapeiuea— Credit 
Total mixcilaacom 




Jnumil coulxutHin cagmc paver 
Opaii«n 

3) Stipatvunn md angnmnnf 

36 StAHoa Uhor 

37 Enpne fuel 

36 Supplia in6 expaucs 

39 Totil aperxtHQ 
Munlcnuicc 

40 Supcnruwn adJ-cnfuMYrnig 

41 Stiuctura xAd impfovciOeoU 

43 Fuel boklen, pnducca uid tccetune 

43 Gcncntiag aivd ticctnc epiipiDeni 

44 Tool nuintouiKc 
MlKcUlMOUl 

4 } KadU 

46 Joint apewa — Debit 

41 Joml cipeiuei— Otdit 

41 Toul mucdUnwia 

49 To tal Pnoti; Expa ,— [ktiunal Comi. Enc. Wjvpt 

JO Purdtucii povtr 
jl toltithln^ povtr 
J 2 Other optoia 
jj Joint enpoues— Dtbit 

}4 Joint exptmo— Ciwbt 

TotiE other ptodtiaion cxpcnics ml credits 


Total htonuenoN 


i 

i 


261.850 

826,837 

7,999,251 

62,647 

126,150 




110,745 
A 3,221,919 





r?; jjg rn 


niANSMlSSION EXPINSES 
Opershiin 

Supervision snd engineering 
Losd dispatdiing tsbor snd experuts 
Ststwns 
lines 

Total openlwn 
MsinleniiKe 

Supervision snd engineenag 
Struchiresand improvements 
Ststion equipment 
Overheid spstem 
Underground sjrstem 
Xosds snd tiaJls 
Total mamioiaiKe 
Miscelbocous 
Rents 

Joint dipcnies — Ocbil 
Joint eaptnia Credit 
Tolst miscclhncous 





Oklahoma 
Gas AMO 
Electric 
Company 


106,524 

509,041 

2,011,619 

10,671 

51.448 


Publ ic Calieornia 

Service Oregon 

Company or Power 

Oklahoma Company, The 


36,011 
351,121 
1,452,039 
59, 136 
60.810 


5,496 

96,020 

163,763 

3,600 

5.220 


— 77715030 

—nTTwirl 

109,657 

10,881 

51,203 

53,692 

485,977 

604,069 

190.025 

161.783 


















4,568,202 

(234) 

19,990 

142,817 

1,995,679 

456,832 

79,105 

665,421 

286,501 

34,106 

558,510 

243 

1.036 




1,139 

17.315 

laivcel^sd 

— 2.133.495 

55055 

--9.^6W 

5S5T^ 

■■ 4.Sf^S95’ 

51^4(55 
— 3.624-!S2i' 

S41.43S' 

1.464.401? 

118,628 

124,279 

209,466 

196.609 

95,245 

166,024 

45,726 

79,aCG 

67,307 

34,145 

51,047 

56,126 

52,701* 

64,114 

124,182 

41,576 

20,274 

59,377 

40,758 

96.931 

20,883 

12,970 

34,484 

37.303 

“U^U' ^ eg 


265 

94,740 

30,$11 

403 

23,384 

8.310 

279 

301,636 

48,942 

1,455 

221,616 

70,232 

(25) 



Mounta I H 
States 
Power 
Company 


7,779 

97,730 

242,713 

17,022 

8.296 


[■gw n Win 

294^0? 

373.543 

37,645 

2,914 

5,561 

501,778 

10,373 

3,809 

204,621 

87,669 

41,766 

382.696 

14.362 

12.548 


mi I till ■■HI Hiiipiillii.ini 



5,635 '5 

57,189 “ 

9,617 



6,121 

2,454 

3,968 

240. 3U5 

813 

96.651 

254 

37,678 

23,501 

9,417 

9,695 

72,513 

29,465 

10,640 

30,614 

16.959 

10,^657 

3.208 

4.800 



2,192 

497 

44 

5,748 

15,243 

48 

728 

541 

1,424 

16 

14 

43.661 

116.895 

4.387 

..... 6.7_41 



2,997,975 5o 
31 

27,587 32 

35 

19.310 34 




10,361 63 
268 63 

14,338 64 
20,114 6} 
66 
67 

6s 


14,879 69 

70 
11 
77 
73 


A Rfritesents respondent's portion or THE operating expenses or Beech 
50 X 1014 PfWEH Co., Inc which operates the Windsor steam electric 
GENERAT IMG. STAT I ON POR THE BEHCriT OE ThE Ohio PoVER Co ANO WtST 

Penh Powctf Co. 


B Report reflects acquisition or Umion Power Co., acquired in July 
1948. 

C. Report reflects acquisition of Oklahoma Power IWatcr Co , acquired 
Dec 29, 1947 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Electric Operating Expenses 


OkUboma 


Ohio Okla 
Oregon 


L 

I 

N 

E 

N 

0 

ITEM 

Ohio-Midland 
Light and 
Power 
Company 

Ohio Power 
Company, The 

Ohio Publ ic 
Service 
Company, The 

(a) 

Toledo 

Co ISON 

Company, The 

Oklahoma 

Gas and 
Electric 
Company 

Public 
Service 
Company of 
Oklahoma 
(B) 

Cal iroRN ia 
Oregon 
Power 

Company, The 

MoUnTa in 
States 

Power 

Company 

1 

1 

t 


i 

$ 

$ 






1 

DISTRIBUTION EXPENSES 










1 

Opcntioo 










II 

SupwuiOQ ifld engineering 

626 

374,637 

324,753 

357,270 

137,003 

104,656 

69,441 



XL 

Load dispatching l^r and expenses 

4,622 





22,400 



HI 

76 

Distribution ofhee expenses 

3,887 

413,327 

177,783 

141,514 

176,960 

93,403 

76,236 

24 , 608 

76 

77 

Suliom 

5,938 

327,944 

65,311 

107,435 

53,603 

9i;il4 

29,158 

27^293 

77 

78 

Storage batteries 






146 



78 

79 

Lines 

19,603 

621,447 

361,683 

547,837 

396,040 

395,083 

156,517 

135,331 

79 

80 

Services on customers premises 

5,784 

718,403 

344,476 

336,091 

201,670 

238,870 

199,699 

133^583 

80 

81 

Street ligbtinj and signal systema 

2.056 

98,484 

81.901 

67.047 

56.386 

33.820 

1.795 


61 

82 

Total openuon 

42,522 

2.554.247 

i. 355.911 

17557:601 

1.021.668 

979.578 

HWcHRiU-'tl 

4n‘S.fi'14 

IjHi 


Mimtenance 









nni 

83 

SupcrviskKi and engixseering 

366 

610,171 

64,979 

32,479 

92,403 

63,993 

32,406 

50,808 

Ml 

84 

Stnichiirs and improvements 

628 

24,274 

64,762 

12,435 

920 

131,229 

1,088 

471 

Ml 

85 

Stauoo ctjuipment 

530 

247,080 

35,785 

113,379 

116,848 

129, 108 

24,174 

41,955 

85 

8A 

Storage batt^ equipment 




3,062 


130 



an 

87 

Overhead system 

11,613 

593,159 

165,958 

382,712 

338,153 

321,427 

105,931 

152,594 

87 

1^ 

Undttgrwmd system 


1,767 

1,091 

20,170 

19,488 

12,624 



gjfjll 


Line traufoimcn and devices 

2,465 

151,850 

50,600 

80,232 

118,090 

146,536 

66,204 

77,458 

kSI 


Services 

2,623 

193,510 

72,771 

67,308 

126,228 

106,111 

25,069 

58,949 

^1 

91 

Meters 

847 

78,535 

41,513 

31,194 

81,813 

69,942 

6,032 

21,232 

SI 

92 

InsUlbtiOAS on customers premises 



94 



916 

31 


92 

93 

Leased property on ciisiomers premises 





399 

3 



93 

94 

Street lighting and signal i'piart 

345 

106,357 

38,331 

53,162 

53,346 

55.401 

18,581 

34.678 

93 

93 

Total maintenance 

19'.T5(T 

5700577U? 

— 1 1 If 1 r 1 

7967f40 

947,692' 

HT'illff l i| 

2^,519' 


m\ 


Miscellaneous 










9< 

Rents 

892 

19,402 

20,410 

1,345 

77,532 

50,501 

14,801 

7,833 

9fi 

97 

Joint otpenses— Debit 









97 

98 

joint expenses— Oedit 






573 



98 

99 

Total miscellaneous 

392" 

19'.4D2' 

2U74Tn 

17345’ 

77,532 

49.926 

l4.60l 

7,833 

99 

100 

Total Distu«ution Exfenses 


4,595.359 

1.912,212 

27355TW 

2,046.893 

mmw wi'fi 

827.1'?! 

851.636 

100 


CUSTOMERS ACCTING AND COLLECTING EXPS 










101 

Supetvislnn 

1,535 

167,050 

82,676 

47,183 

62,503 

30,352 

11,823 

10,241 

101 

102 

Customen contndi and oidets 

8 

168,547 

33,057 

17,475 

96,782 

61,417 

21,700 

35,159 

10' 

103 

Credit investigations and records 

60 

2,682 




3,547 


983 

103 

104 

Meter leading 

6,210 

274,322 

113,032 

131,449 

178,823 

104,510 

66,757 

96,733 

n 

103 

Collecting 

6,056 

333,975 

95,752 

110,100 

180,284 

147,519 

33,329 

49,960 

Ft 

10< 

Customen billing and accounting 

10,047 

472,624 

176,252 

226,380 

309,364 

260,070 

168,808 

192,626 

IS 

107 

Miscellaneous expenses 

1,724 

66,223 

40,582 

33,945 

316 

37,038 


8,083 

R 

108 

Uncollectible accounts 

829 


1,200 


34,916 



25,381 

f? 

109 

Rems 


a. 956 

14.269 


7.133 

19.588 



109 

no 

TotmCvstohiks’ Accounting AND Coll Exps 


■iwn'wrni 

356.822 

571.535 

mmmrfm 


305.253. 

424 . 847 

MO 


SALES PROMOTION EXPENSES 










in 

Supervision 


507,257 

162,502 

82,906 

187,483 

27,882 

44,246 

19,382 

til 

112 

Salaries snd comnuunns 


370,678 

221,480 

325,916 

112,595 

00,012 

92,312 

18,476 

112 

iij 

Demonstratton 


206,398 

88,390 

198,049 

(13,021) 

52,252 

5,381 

246 

113 

IH 

Advertising 

364 

201,700 

45,695 


188,336 

169,270 

12,622 

52,616 

114 

113 

Mhcdlmeous laJcf expcnsei 

570 

251,695 

130,142 

74,355 

74,758 

143,835 

18,454 

9,990 

113 

116 

Rents 


6,418 

18,787 



5,054 

789 

4,468 

116 

117 

Meichandising, jobbing, ard contract work 

2.712 


(205,035) 



,(5-026) 


05S. 

117 

118 

Total Salis Promotion Exprnses 


iTHrrwni 

4617963 

3^,523 

550.151' 

4«.26i 

plHKIuwitra 

\ H 11 

118 


ADMlNISniATIVE AND GENERAL EXPENSES 










119 

Salancs of general officers and cxccutiva 

4,851 

109,538 

161,240 

79,473 

249,410 

82,872 

90,490 

55,298 

U9 

120 

Other generaf oAkv salanes 

8,417 

698,441 

462,518 

229,310 

571,971 

708,920 

176,300 

146,296 

120 

in 

Expenses of general offkrri 

666 

34,373 

57,658 

21,249 

38,938 

24,175 

10,885 

4,498 

t2l 

122 

Expenses of general oAke employees 

181 

19,104 

30,762 

22,454 

28,286 

90,846 

4,159 

3,551 

122 

123 

General o/Ace supplies and expenses 

1,572 

176,548 

73,710 

53,707 

120,616 

122,811 

86,709 

26,218 

123 

124 

Management and supervision fees and expenses 



31,836 

26,856 





124 

123 

Specul services 


179,994 

31,043 

14,532 

44,865 

74,969 

13,369 

20,061 

125 

126 

Legal services 

4,232 

73,830 

71,420 

59,336 

00,309 

55,076 

12,472 

24,067 

128 

127 

Regulatory commission expenses 

2,321 




20 




127 

128 

Insurance 

842 

103,995 

77,946 

72,267 

85,902 

23,393 

10 593 

20,908 

128 

129 

Injuries and damages 

1,554 

77,301 

29,377 

35,340 

137,975 

74,022 

37,691 

42,308 

129 

130 

Employees welfare expenici 

4,036 

753,828 

131,368 

) 97,386 

168,105 

118,969 

30,230 

68,107 

130 

131 

Pensioru 

5,272 

702,521 

27,916 

) 

332,405 

129,032 

105,781 

167,666 

131 

132 

Miscellaneous general expenses 

3,501 

62,807 

79,688 

133,419 

142,898 

60,152 

46,332 

21,811 

132 

133 

Maintenance of general property 

2,306 

219,465 

1,266 

13,144 

155,669 

130, 131 

39,629 

25,469 

1J3 

134 

Rents 

23 

9,459 

39,063 

87,858 

47,890 

16,116 

10 

3,632 

134 

133 

OimmUsKMU paid under agency sates contracts 









135 

136 

Franchise rccjuircmenis 


9,754 



270,118 

155 


7,705 

136 

157 

Dupliatc miscellaneous chargcs»-Credit 

1,060 

66,991 

440 


53,753 


16,497 

15,974 

137 

138 

Administrative and general expenses transferred— Credit 






90,023 



m 

139 

Joint expenses— Debit 









139 

140 

Joint expenses— Credit 



42,286 






140 

Ml 

Total AnMiNtsTRATivE and Gihiral Expbniu 





■innw' ■ 




141 

142 

TOTAL ELECTRIC OPERATING EXPENSEJ 


R»IKWKljil 

15-^79,411 

13.623.158 


wm HI H Ml 

iMiW II nil 111 

f Jlil Ml I W 



A Report reelects AcauisiTioM or Uhior Power Co , AcomREo in Jwlt 1948 

B Report reflects acquisition of Oklahoma Power IVateb Co j acquired 

Dec. 29, 1947 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Blectnc Operatmg Expenses 


Orewa I Pcna«vlvinu 




PoRTL/lNO 
General 
Electp ic 
Company 


PRODUCTION BXPENSES 
Steun ptiwo 


Supecvision and engineering 

6,306 

Statioa labor 

193,300 

Fuel 

553,417 

Vatet 

7,055 

Supplies and cipensa 

10,726 

Total operation 

769^09 



Supervision and enguuenng 

6,243 

StrucGjfts and improvements 

25,611 

Boiler pUat equipment 

117,224 

Genefatiflg and ciccfnf: etjwipmcftt 

71,093 

Tout maintenince 

220, iSl 


MiKelUntoui 

Rents 

Sicim froni Mlut saurm 
Stewi transferred — Credit 
Joitit Dcpenses — Debit 
Joint apensei — Credit 
Totil miscellineciai 



Inienui CDoibiistioti engine power 
Operation 

Supervision ind engineering 
Sutton Ubor 
Engine fuel 
Supplies ind expenses 
ToUl operition 
Maintenance 

Sopennsion and engineering 
SmWuies and impravements 
Fuel bnidecs, producers and accessones 
Generating and electric ecjuipment 
Total mainteiuoce 
Miscellaneous 
Rents 

Joint expenses — Debit 
Jomt expenses — Credit 
Total miscellaneous 

49 Tor At P«OP Exw— iNTgANALCoMa Ena Poena 

50 Purchased power 

51 Interchange power 

52 Other ctpenses 

55 Joint expenses — Delnt 

54 Joint expenses — Credit 

55 Total other production ' ' 


TRANSMISSION EXPENSES 

Operation 

57 Supervision and engincenng 

58 load dispatching labor and expenses 

59 Sutions 

do lina 

dl ToUl operation 

Malntenincc 

62 Supervision and engineering 

d3 Structures and impiovementa 

64 Stanoii ecguipment 

fl Overhead s]r 5 tein 

66 Undergraund system 

61 Roads and trails 

Total maintenance 
Miscellaneous 
Rents 

Joint expenses— Debit 
Jomt expenses — Credit 
Total miscellaneous 



19 

Hydraulic power 

Operation 

Supervision and engineermg 

18,755 

JO 

Statian labor 

231,696 

21 

Water for power 

9,202 

12 

Supplies and expenses 

11.785 

23 

Total operation 

271.442 

24 

Munteniace 

Supcrvjsiofl and engjocenng 

17, 655 

23 

StruLtures and improvements 

11,293 

26 

Reservoirs dams and waterways 

196,219 

27 

Ceoerattng and eieirtnc ecpiipmeru 

45,498 

2 B 

Roads railroads, and bridges ' 

11,938 

29 

Total maintenaacc 


30 

Miscellaneous 

Rents 

14,626 

3t 

Joint expenses— Debut 


32 

Joint expdnses — Credit 


33 

Total cmy/]|aneous 

l4,6'26" 

34 

Total PaODticnoN ExPENSEi— H vbaaulic Powu 

56i,4?_^ 




A Initial report, properties formerly operated under lease by Altoona 
&. Losan Valley Electric Railway Co 







































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Expenses 

Oregon I Pennaylvania 


Oregon 

Penoiylvanii 



Maintenance 








Supervision and en|in«ring 

157,625 ! 

565 

2,236 

250, 813 

11,380 

3,300 

1,268 

Stnjcturea and unproveraents 

Station equipment 

Storage battery equipment 

10,088 

97,617 

1 

12 

741 

1,222 

3,916 

54,718 

389,395 

2,328 

17,476 

254 

Overhead system 

Underground system 

432,765 

69,614 

1,672 

12,637 

479, 556 
87,868 

102,985 

10,417 

1,060 

7,697 

Line transformers and devices 

115,329 

1, 242 

4,l9l 

82,838 

27,635 

6,603 

1,481 

Services 

105,691 

891 

2,514 

158, 103 

21,246 

3,196 

1,752 

Meters 

Installations on customers premises 

Leased properly on customers premises 

39,108 

171 

2,739 

167, 506 

10,880 

7,318 

654 


Street lighting and signal system 
Total maintenance 
Miscellaneous 
Rents 

Joint eapenses — Debit 
Joint eapenses — G-edil 
Total miscellaneous 


Total Distribution Expenses 


CUSTOMERS ACC TING AND COLLECTING EXPS 
Supervision 

Customers contracts and orders 
Credit investigations and records 
Meter reading 
Collecting 

Customers billing and accounting 
Miscellaneous expenses 
Uncollectible accounts 


Total Customers Accountino and Coll Exps 


SALES PROMOTION EXPENSES 
Supervisinn 

Salaries and commissions 

Demonstration 

Advertising 

Miscellaneous sales expenses 
Rents 

Merchandising lobbing, and contract ivorlc 


Total Sales Promotion Expenses 


ADMINISTRATIVE AND GENERAL EXPENSES 
Salaries of general officers and executives 
Other general office salancs 
Expenses of general officers 
Expenses of general office employees 
General office supplies and expenses 
Management and supervision fees and expensca 
Special services 
Legal services 

Regulatory commission expenses 
Insurance 

Injuries and damages 
Employees welfare expenses 
Pensions 

Miscellaneous general expenses 
Maintenance of general property 
Rents 

Cotnrtissions paid under igency sales contracts 

Franchise rerjuirements 

Duplicate miscellaneous charges — Credit 

Administrative and general expenses transferred— Credit 

Joint expenses— Debit 

Joint expenses— Credit 



56,829 

112,019 

20^738 

174,286 

153,741 

333,963 

17,216 

12,000 

10.292 




47,351 

136,612 

6,511 

81,522 

41,679 

6,259 


WSKSsi 


106,980 

327,013 

24,96j 

14,373 

65,947 


27,186 

110,000 

75,702 

299,940 

62,633 

631387 


134, 126 
346,039 
793 
265,153 
272,067 
572,117 
6,932 
50,400 
124 . 139 


W^\ 



152, 471 
963, 490 
12,972 
33,798 
77,792 

46,393 
67,672 
198,853 
122,407 
84,606 
190, 458 
659,896 
204,726 
186,746 
A 357,891 







A Includes $225,456 undistributed rent for plant leased from other 


B Initial report, properties formerly operated under lease 
BY Altoona &. Logan Valley Electric Railway Co 









































STATISTICS OF ELEOIUC inUlTIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Ekdrk Optrathtg Exp€tues 



nOOUCnON EXPENSES 


Ofcatum 

St^laUr 

M 


MtT*(»fOLIT*« 

£t>130M 

COMrAMT 


42.05* 

729,653 

6,975,311 

39,750 


NatMoka 
tlGHT A 
Povt* 
Com^aav 


NgKfHCRM 

PtNII$yLVAlllA 

PoVtR 

COMFANr 


Totil flptqtlAA 
UiaMMce 
JufctnMpa m4 
Sumtnamimfmematt 
NJti pbM Kftif a rt* 

CaeMt Mti ttegic c y i pnrt* 
Tatil o i tmn iA cr 
Mn c rit«Ki »» 

Itoti 

&a«i Cmi AtiKt wnxi 
CnJit 


jAMtftf f i ri O tM 
Ttal lirillinrniH 


Tnr.i p»rwimQW Emmis— Sam h>ra 


H/dnalic portr 
OpenOM 

SnptfVitiM enjwandf 
ibtioa Uier 
WlMf fofpowtf 
SopplMi Md cxpcoct 
TaeilAIKtitMA 
Mmotpuacc 

SupemaM aoJ Ofiateitai 
Stoiduni wj wynvqaB m 
KattvoiA, j<na, >14 utcmjn 
GtocnMt AO* dntnc 
tsi^ nilnidi, »* 

TotU i M i itun i oM 
MuttUMcM 
lUoti 

Jout opoua— tVht 
jswt cifias— OcJit 
ToUj fMaUuiMX 


Total hooccnow acwwa-HWMmrOcIWiA 


CB^pOC pOVCf 

OpcnMa 

Supcnruna aaj ai|uiectui( 
StibaiUnt 
EnfMcfud 
SoppiiaMtdapaKi 
TftilapcnbaA 
Uunteuatt 

Supemm AsJ ttiHttna j 
Stnctura and NpmoMati 
fud heUco, prainom, ud lOXMiu 
GcwnOaC aad dectnc c^upoMat 
Total MiMCMaCC 

l<ata 

Jouit cxpoM— Ocb« 
jout 

Total imorllimtan 









hidiueil paver 
btaKkoopc pmwr 
OdHropcOita 

}WttCIp«B*(l— 

Jeat w pei u g Credit 


TRANSlIUSiON (XPEN^ 
OpentM 

SkpecViHlo nd (BgiMcnnf 
Looil dopatdiaif bbor wd expeoMS 
5» Sbtmt 

fo Uw 

^1 Total opentMO 

Miiiitrtiiiicf 

Sopentbon tod eii|utacfln| 

0 StauctaRt and uopKneownU 

H StaMoefopaBoM 

dj OnriKod jpMcn 

U lJnilK{rp>Hd apilaD 

Kaodi tti mill 
Tobl (MintwRiicB 
MbcetlaaoMa 
Xeab 

}oa al laptai va— Odm 
Jftti tipeBldi^— Otdd 
T<*»iW i>tall ia ( oi i» 


991,664 

826,845 

i2S7,650) 





PCNNSyl. VANIA 

Pennsylvania 

PENNSYLVANIA 

Povt* 

POVCR A 

Water & 

Company 

Liqht 

Povt* 

COHPAMY 

Company 


EtEcrme 

COMPAMr 



21,143 

24,303 

2,412 

469,220 

28,822 






fsa^si 


50,627 

128,639 

541,601 

15,990 



icatgai: 


9,453 

1,260 

4ffi.576 




760 

23,605 

3,316 

105,509 

360 


HBUm ^ }M 

j-m 


375 

11,848 

1,439 

13,861 

3,934 

15,874 

2,174 

24,793 

3.022 




373,170 

430,124 

2,260,700 

1.051.652 




276 11 
u 

Id 

5,703 1} 
16 
17 




28,606 

118,630 

8,691 


77,733 

159,374 


11,766 

58,845 

3,459 

22,484 

104,916 . 

3,102 

14,370 

85,727 

6 327 1 

4.498 






1,510,307 

6,569 

1,343,941 

157,837 

26,215 

845,299 

(196,845) 

2,929,946 

2,780,789 

265 

1,125,153 

(540,357) 

9,615,767 

(2,000,029) 


9,865 

3,460 

27.379 

67,681 

48,309 

44,027 

179,570 

18,763 

14,830 

25,140 

111,259 

95,340 

76,700 

226,221 

239.777 

. 

21,502 

96,786 

29,933 

51.841 

57,627 

161,519 

120,811 

64.669 










9,467 

6,174 

17,104 

37,8*7 

21 

78,895 

44,509 

219,892 

406,700 

10,840 

9,980 

11,459 

25,395 

19,971 

1.846 

91,418 

31,964 

212,020 

81,344 

32,072 



1— fyy.igM 

!■— mrini 

1,855 

76,484 

544,529 

48.587 

1,481,175 

_ _ 1.^3 



lliwi mT 1 


IlHIfijnafV'.-yJ 


IgiTTii^ai 


A IMTCRNU. C0MPU3TI0M INBIItt POWf* PRODUCTIOK tXPCHStS IMCLGOID WITH 

JdyDIIAlK.d« HOOycTloH 4XPTNSC1. 























































STATISTICS OF ELECTRIC UTIUTIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, IMS 

Eltdru Optrathg ijcptmes 


43U 



DISTtIBiniON EXPENSES 
Ojitnte) 

Supetvuwfl wd csfiacenni 

dupilduqf Ubcf and cqjcmo 
Dabftu^ o£ce optaici 
SOtiCOf 

Staaft bttttaes 
Uaet 

Sctwa OD outooea pfcaiw 
Street |{|btia|aiid Itful tpttau 
Tottl «|>entMa 
MttPtcMaot. 

Supemston ind cn|ilKcfUlf 
Structuia end myor troeo U 
Sut)Mc<|ui(i«eM 
Swti|e bett^ c^fMeM 
Ovefhcid qnttni 
Uoderground iptcn 
Ijm tmufonnen tod donees 
Sennets 
Uctea 

92] ^astslUtrou on eustotners preausei 
9} leucdprspertyoneuSMnKn prenues 

Street li jhtoj ind ngiul sfittm 
Tottl numtctuncc 
Mucelliaeoui 
lents 

Jouit expciucs— Debit 
9S Joint etpcnses—Oedit 

991 Totil outctlUacDus 


CUSTOMBIS' ACCTING AND COUiCTtNG BXK. 

101 Si^eivuioa 

102 Ootomen anirtcb tod orders 
10) Ciedit lovotifitxiu tod leeoedt 
lOd Meter itidiai 

10) Colleetuif 

100 Gutotntrs billing tod leeouniiog 
107 MuodltiMOUs expenses 

101 Uncollectible ictoiincs 
109 Rents 


SALES PROMOTION EXPENSES 

111 SupttvisKW 

112 Slitcseitnd tc snm lstw iu 
11} Demmitntioo 

114 Advcftitini 

11) Mucelliaeous Mia expenses 

llS. lents 

117 Merclwndising, jobbing, sad coatitet wocit 
Total SAtn Piomotsok ExrtKtts 


MtTROPOLI tan 
Eo 1 SON 
COMPAMY 



Natrona 
Lioht L 
Power 
Company 

Northern 

Pennsylvania 

Power 

Company 

Penhsylvami* 

Electric 

Company 

i 

t 

1 

577 

49,784 

310,576 


2,504 

88,319 

226 

8,245 

204,182 


27,273 

249,936 

1,824 

43,650 

777,081 

4.582 

71,571 

299,691 

1.004 

8,143 

69.847 


POWM 


Pennsylvania 

PENNSYLVAN lA 

Power i 

Water 

Light 

Power 

Company 

CONPANY 


26,675 

39,190 

9,622 

128,517 

75,639 

150,873 

21,844 

4,800 




554,672 

148,686 

208,215 

434,098 

1,478,049 

639,999 


525:279 

57515 

2157 m 



■M'H H HI I'll 

48,507 

4,223 

523 

20,011 

83 

93,376 

41,915 

19,691 

7,757 

264,498 

52,453 

59,581 

15 

17,597 

364,283 

57,653 

418,093 

167 

414,090 

9,047 

13,531 

96.823 

536,146 

18,390 

102,357 

399 

1,109,760 

3,842 

54,141 

476 

18,232 

177,910 

28,091 

207,143 

63,731 

4,881 

14,339 

119,134 

22,951 

198,282 

21,893 

2,680 

8,883 

47,973 
. 144 

22,802 

59 

248,141 

6 

198 

IBTiIH n 


5.224 


48.105 

136.113 


in iri 


57,990 

388 

3,670 

85,000 

152 

6,463 

111,999 


3,348 

74,801 

8,644 

5,429 

97,116 

16,740 

315 

10,606 

2,183 

24,599 

311,223 

54,005 

31,460 

237,483 

42,731 

32,478 

391,199 

63,652 

3,996 

51,372 

430 

2,400 

6,125 

3,600 


361,745 
130,384 
3,480 
526,954 
434,041 
709, 101 
52,372 



218,092 

13,790 

100,810 

139,994 

1,549 



510,764 

498,551 

110,506 

157,320 

292,230 

29,585 



130,775 

1,547,243 

77,450 

561,793 

36,292 

37,358 




ADMINISTRATIVE AND GENERAL EXPENSES 

119 SsIxmstffenenlnCmstndelceutm 

120 Other gencrtlolBasitiiia 

121 Expensa ol fenersl oficers 

122 Expeasa si gtncfsl office emplopea 
12 ) Gcnersltiffict supplies tnd expenses 

124 Msnignnent tnd ntpervumn lees tnd expensg 
12) SpecitJ terrlea 
Legs! scmces 

legultMtp ootnnusMon expenses 
Insunace 

Injuna tnd dsmigo 
Effiplopea sitlltft e^eiua 
Pemans 

Mbcdltncnus gcnctti t xpen i es 
Miintcnsace el gtncnl pnpcrtjr 
Icnb 

Cesnnistiens ptid under igencp stks oMlMcli 
Ertnehue tt^ulitfflents 
Duplicste muodUamia diteget— Cftdn 
Adninislntivc tnd |cacril eqicnMt tnatlemd— Credit 
Joint txpcniet— Debit 


TOTAL ELECnUC OPERATING EXPENSES 


91,433 

284,266 

14,523 

9,000 

120,496 

6,744 

22,257 

3,509 

42,138 

25,728 

114,396 

403,865 

79,881 

80,099 


112,119 

764,703 

18,428 

40,001 

74,099 

40,523 

17,375 

487 

79,844 

76,357 

331,196 

419,428 

46,697 

100,199 

18,856J 


61,031 

120,551 

13,466 

2,104 

39,566 

47,735 

5,300 

4,406 


448,596 

1,869,072 

43,221 

76,383 

306,418 

63,413' 
95,712 
2,580 
88,516 
108,937 
147, #48 
632>301 
323,651 
229,570 
12,565 


130,140 

202,043 

5,777 

i4,285 

27,694 


316,092 

1,736,321 

19,017 

42,598 

499,494 


275,149 

213,683 

472,530 

900,000 

694,109 

66,412 

6,116 








































STATISTICS OF ELECTRIC UTHITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Ekctnc Otferaiing Bypenses 

^ FlMAM^Ivanii Sha 


Philadelphia Safe Harbor Scranton 

Electric Vater Power Electric 

Power CtjRRdRAT ion Company, The 
Comp AMY 
(A) 


SoLiTH Penn 
Power 
Company 


Southern 
Pennsylvan I A 
Power 
Company 


Ptoinylv»iu« 

West Penn 
Power 
Company 


Blackstone 
Valley 
Gas and 
Electr ic 
Company 


Narragansett 
I Electric 
Company, The 


PRODUCTION EXPENSES 
S*e»m power 
Openooo 

Supervuioo tod eofUAnsg 

Stitiec liboi 

Fuel 

■UPitet 

Supplia uid expecMi 
toeil openlno 
Uialeatoa 

Supervuioo ud engioeenog 
StnKtures tnil unpro,«iiMiit$ 
j Boiler pilot spupoieit 

10 Genet^gindetetnreijuiptiient 

11 Toil nuintm i ooe 
Mwellioew 

U Rrntj 

Ij Stem flam Dtlier sourcei 

H Stem tnnJftned— Credit 

■ ij Joint eipauel—Debit 

IJ Jontt expente*— Credit 

17 TotifinucdUiiaiia 

]g Tot iu. pAODMcnoM EwiNsm— S tum Powa 

HpdnolK power 
Opeiitioo 

19 Supervuioo ind eoginecnng 

20 Stilioa liBor 

21 WUer for power 

22 Suppliei lod expeiuei 

23 Tstil opention 
MAuteniiice 

2d Saperviuoo ind engioeering 

23 Stnittaru and lapievoDeou 

2S Reservoir! dims, tod wilerwip 

27 Generttm* ud electric equiptnew 

U Roidi, nilnudr, and bndgei 

29 Total Bumterunce 
Kucelianwiu 

30 Read 

31 JoiQt eipouev— Debit 

52 Joint exptaies— Credit 

35 Total mucelUneoui 

34 Tor aL PtooucnoN Euiww— H ycmuui: fom 
JntetnaTaSKisdMrapnepovor 

Opctatian 

53 Snpemsiaa aad enguieenng 

Ji Stitioo labor 

37 Eogioe fuel 

35 SupplicfindexpeaMt 

39 Total opentioo 
Hainteoancc 

40 SitpetvuiOA ud engiBeefuig 

41 Strurtnrei and improvoneab 

42 Foci boldefs, piodticeti, and arceuones 

43 GeoRituiE ud electric cqaipamt 

44 Total raiutteniDCe 
MmlUseoua 

43 Kents 

44 Joint openies— Deto 

47 Joint (jpeniei— Credit 

48 Total mjaceHmema 

49 Tor UPaon BxM^lNTWNALCoia ^cTPima 

}0 Purdiaied power 

jl Interdiinge power 

}2 Ober eiqwuei 

93 Joint expenses— Ddnt 

jif Joint expeoiei— Credit 

jj Total other pnidinboo expenses and Credits 

36 Total Paqihjchoh Ectwsis 

TRANSMISSION EXPENSES 
Operatioo 

37 Supervision tad engineenag 

3g Load dupatcfalng labor and expensea 

39 Statioos 

do lines 

d) Total apetitirn 

Mainttflincc 

.62 SopetYlslon and engineering ^ 

63 Stnictures and unproeementi 

64 Stabon equipment 

63 Overhead SjUteoi 

66 Undergrouml sjrstnn 

67 Rnedi and triilt 

68 Total niaintcnantc 

A^sceUineom 

69 Kents 

70 Joint expenses— DeWt 

7t Joint expenses— <Wit 

72 Total miseellaneoua 





A Mot an operating company, plant and property leased to Philadelphia 
Electr i c Co 


Represents respondent’s portion of the operating expenses of 
Beech Bottom Power Co , Inc. which operates the Windsor steam 
ELECTRIC generating STATION FOR THE BENEFIT OF WEST PeNN PoWER Co 
AND The Ohio Power Co. 




































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Expemet 


432 A* 


Peuurlriitu Rlxidc Iiltod 


PcDiu/lviaii 
Rliodc Itlanil 


Ph iladelphia Safe Harbor 


Electr I c 
Pow er 
Companv 
(A) 


Water Power 


Scranton 
Electr i c 


Corporation Company, The 


South Penn 
Power 
Company 


DISTRIBUTION EXPENSES 
Operation 

Supervision and engineering 
Load dispatching labor and expenses 
Distribution ofHce expenses 
Stations 

Storage batteries 
Lines 

Services on customers premises 
Street lighting and signal systeim 
Total operation 
Maintenance 

Supervision and engineering 
Structures and improvements 
Station er^uipment 
Storage batteiy eejuipment 
Overhead system 
Underground system 
Lne trinsfotfflers and devices 
Services 
Meters 

Installations on customers premises 
Leased property on customers premises 
Street lighting and Signal system 
Total maintenance 
Miscellaneous 
Rents 

Joint expenses — Debit 
Joint expenses — Credit 
Total miscellaneous 


Total Distribution Expenses 


CUSTOMERS ACC TING AND COLLECTING EXPS 

101 Supervision 

102 Customers contracts and orders 
t03 Credit snvcstigalions and records 
lOd Meter reading 

103 Collecting 

tod Cuslomera billing an * accounting 

107 Miscdllineous expenses 

108 Uncollectible accounts 


Southern 

Pennsylvania 

Power 

Company 

West Penn 
Power 
Company 

Blachstone 

Valley 

Gas and 
Electr i c 
Company 

t 

t 

t 

2,575 

420,930 

79,664 

34, 572 

3,274 

252, 127 

56, 662 

543 

353,643 

106,731 

18,036 

750,777 

35,938 

8,612 

838, 198 

166,793 

172 

84,022 

37,847 

■" 33,21^ 




NarRasansett 
Electr ic 
C oNPAMY, The 



Total Customers Accounting and Coll Exps 


SALES PROMOTION EXPENSES 
Supervision 

Salaries and commiosions 

Demonstration 

Advertising 

Miscellaneous soles expenses 
JUnts 

Merchandising lobbiog and contract work 


Total Sales Promotion Expenses 


ADMINISTRATIVE AND GENERAL EXPENSES 
Stlancs of general officers and executives 
Other general office salaries 
Expenses of general officen 
Expensea of general office employees 
General office supplies and expenses 
Management and supervision fees and expenses 
Special services 
Legal services 

Regulatory conuniosian expenses 
Insurance 

Injuries and damages 
Employees welfare expcniei 
Pensions 

Miscellaneous general expenses 
Maintenance of general property 
Rents 

Commissions paid under agency silucontracti 
Fcanchiseite<)u!cetnents > 

Dupbcole miscellaneous charges — Credit 
Administrative and general expenses transferted — Credit 
Joint expenses — Debit 

Joint expenses— Credit 


Total Administrative . 


, TOTAL ELECTRIC OPPRATING EXPENSE 


A Not an operating company, plant and property leased to Philadelphia 
Electr i c Co 


































^ ScMt]iM*u 


STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. W8 

0tctm 0p*r4thig Bxptnsts 





























































STATISTICS OF ELECTKIC UTILinES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

EltOrk Optraimg 

raliu I ! 



DISnUBimON EXPENSES 
OixnlMfl 

SupenuKW iwi ca jwnnoj 
tat<Ldi>|nU:hifi{lil>0< and cxfouci 

Dutributua oAct cxpaucs 
StatHMi 

StonjC baltcnti 
Lno 

Smncts Ctt CitMnWH pitmiMi 
Stmt lighting and aignil $pLttia 
Toutopnalwn 
Maintenance 

SupcTviuon and cng<a«tin| 

Stnctutei and impravemenli 
Sutxm cquipmcDl 
Stengr bMtcT^ eijuipmcnt 
Ovefheid'sjranin 
Undcfgmnd ifstein 
Line tnioLoimen anidctiot 
Stnica 
Mettn 

Initallatiom onciatonicn pfemud 
Leaacd pnpeitp on outwnen prcnuKi 
Sifete lighting and ugnal lyttem 
Total mainlenance 
Mncellaneoui 
Icnti 

Joint expmaca — Debit 
Jotnt aptnaet^-CndK 
Total initctUaneout 


OJSTOMEIIS' ACCTINC AND COLUCTtNC EXPS 
IM Supentnon 

10] Cuatanaen aMncta aeiil orden 

103 OnkMM'tttigalnruaiid iccoedt 

104 Hcttf itadnig 
103 CoHaMg 

106 Outomera billing and accounting 
MiaceUuu’ttu capenKi 
UtKoUtcribkaccounU 
Icata 


arAL CtlarOMIu' AccooNitHO AND 


SALES PIOIIODON EXPENSES 
Su pe rv in on 

Demanaltation 

Admntiog 

HtkoUnMoui iile eipcMti 


APMINISTHATIYE and CINtltAL EXPENSES 
Salanea o( gcfttMl oftctfi wd euculivea 
OtW ganenl adki aalaiiia 
laptnaea 0 / gcatnl edkeia 
lapiaaaa of ganotal qAcc otiiplaims 
GmioI oAco auppba and expentca 
tt an a ieoii nt nnd niptivBioa tm and i ipm ati 
Spociat aeavKU 
Upl mmat 

legnlatOf} (otmtaaton capetuet 
Innmace 

lapanti and dnoiafia 
I iptiy tr i welliit ct^coota 

MiacilbMMtMaa gnicnl flspenHa 
Mnht e n m wod gnmal f eoy ei t; 

. Eaaia 

CoMMadoM paid Mderggnejr aaliannincia 
Piaad ha e lafdraaoati 
IhtfHtaii ■MoeUiwiMnEaigB— Ctidd 
Adbaannttataiio and gmeaal anpenoaa t i a nidae ie J ^Cfadit 
jabM cipeiMaa-^^Dddl 


Newport 
Elcctnic 
CORPORAT ION 

Rhode Island 
Power 

Transmission 

Company 

S 

s 

14,141 


8,aa6 

1,193 

1,711 

13,684 

39,528 

5.907 

5 

1,923 

S3^ 











nntfl 




Lockhakt 

Poviit 

CoMPAtiy 

(A3 


South 
CdPOl tNA 
EttcTftic & 
Gas Company 


South 
Carol iNA 
PowiR 
Company 


fikACK Hills 
PONCN AMO 
L 16HT 

Company 







1,595 

14,887 

10,666 

98 

1,333 

926 

22,911 

28,540 

31,932 

3,335 

35,234 

75,910 

333 

225 

7,644 

21,421 

40,568 

3,412 

5,854 

14,4r7 

1,022 

6,920 

15,999 

522 




02,035^ 

111,870 

10,296 

577 

25,573 

6,701 
19,545 
2,373 
13,571 
29, ice 
77,215 
77,054 
153,324 
19,060 
2,609 




NoNTHVESTtRM 
Public 
S tNY ICt 
Company 






hWytVvi 


iDI 


8,903 

18,700 ' 

132 

1,162 



333 

1,358 

14 

1,713 

2,218 

190 


• • i:aa 




3,866 

13,201 

17,094 

12,304 

11,211 

33,602 

1,100 

37,979 

868 

11,783 

136 

3,720 

4,716 

30,906 

49,973 

14,768 

7,276, 

28,043 

55,471 

37,912 

15,032; 

n,oaf 

30,294 

41,672 

53,683 

28,778 

19,158 

41,793 


14,568 

19,159 

5,591 

3,346 

2,626 

10,142 

t4’9) 

216 

1,689 


(19 7. 15 2 ) 


a 29,230 


flKfZnfR 




8. InCLVDCS |27,521 aNClAESmCO AMIIAItTNAYIVE ANO SCMtNAN IlftRltS. 






































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Electric Operating Expenses 


Tcututs Tmm 


Kinssport KNoxvuLt Memphis 
Utilities, Power Geheratimo 
Incorporated Cohpant CoMPAMr 


Central 
Power and 
L lfiHT 

Company 


CoMHUN ITT 
Public 
Service 
Company 


Dallas 
Power & 
Light 
Company 


El Paso 
Electr [C 
Company 


Gulf States 

UT tL IT lES 

Company 




PRODUCTION EXPENSES 
Stcuftpowei 
Operjiion 

Supccvuioo ind esginanog 

StatiooUboi 

Pud 

'ffllt! 

Supplifs and cxpcnsca 
Total opcntion 
Miiacctunce 

Supecvtsion and cngintcnog 
Slrocwrjs iftd ifflpiovffliMts 
Boiler plant etpiipment 
Geoentng and eleanc eiqiupment 
Total maintenoiicc 
MHCrilaneoui 
Rents 

Steam Fimn other sourcci 
Steam tionsferred— Credit 
Jocnl npensM— Debit 
Joint expenses — Credit 
Total mistellajieoiis 


Hydraulic power 
Operation 

Supervision and engineering 
Station ld»r 
UPiter for power 
Supplies and expenses 
^ Total operation 
Mainlemnte 

Supetvisiun and engineering 
Structures and improvemenu 
Reservoirs djuns, and witerway i 
Generating and electric etguipment 
Roadh tulroads and bridges 
Total maintenance 
Miscellaneous 
Re«i 

Joint expenses — Debit 
Joint expenses— Oedit 
Total rmscelloneous 


Intehul (Ombustion engine power 
Operation 

Supervision and engmeetmg 
Sutioa labor 
Eogme fuel 
Supplies and expenses 
Total opeiation 
Maintenance 

Supemsion and enguieenng 
Sttuctures and imptovemencs 
Fuel holders ptoduceri and accesinnes 
Ccflctaling and eiecttic equipment 
Total itaintenince 
Miscellaneous 
Rents 

Joint expenses— Debit 
Joint expenses— Credit 

. Total miseellaneous 

49 Tot hl Pxod Exis — IntmiNivl CogiA. En(L Posnit 

50 Purchased power 

51 Interchange power 

5j Other expenses 

5j Joint expenses— Debit 

5.j Joint expenses— Credit 

55 Total other production expenses amt credits 

5d Totai, PltODUCnON &tptNsts 

TRANSMISSION EXPENSES 
Operation 

57 Supennsion and engineering 

58 Load dispatching labor and expenses 

38 Stations 

do Lines 

61 ' Total operation 
Jdarntenarice 

62 Supervision and engineering 

6j Structuies and improvements 

64 Station equipment 

65 Overhead systerri , 

66 Underground system 

67 Roads and trails 
Total maintenance 

Miscellaneous 
Rents 

Joint expenses — Debit 
Joint expenses— Credit 
Total miscellaneous 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Expenses 




K 1 NGSPQRT 

Knoxville 

Memphis 

Central 

COMMUN 1 TY 

Dallas 

El Paso 

Gulf States 


Utilities 

Pover 

Gemerat ing 

Power and 

Publ I C 

Power &. 

Electr I c 

UT 1 L IT 1 ES 

ITEM 

I NCORPORATED 

Company 

Company 

Light 

Company 

SeRV 1 CE 
Company 

Light 

Company 

Company 

Company 


DISTRIBUTION EXPENSES 
Operation 

Supervision and engineering 
Tmil diipatching labor and wpenses 
Distribution office ejpcoscs 
Stitions 

Stonge batteries 
Lines 

Services on customers premises 
Street lighting and signal systems 


I 


Total maiiitenincc 
Miscellaneous 
Rents 

Joint expenses — Debit 
Joint expenses — Credit 
Total miscellaneous 


Total DisruBtrnoN Expenses 


CUSTOMERS ACC TING AND COLLECTING EXPS 
Supecvisiort 

Customers contracts and orders 
Credit investigations and recoids 
Meter leading 
Collecting 

Customers billing and accounting 
Miscellaneous expenses 
Uncollectible accounts 


ts 


Total CusTOKERs Accountinc and Coll Exps 


SALES PROMOTION EXPENSES 

111 Supecvuion 

1 12 Salines and commissions 

113 Demonstration 

1 14 Advertising 

1 IS Miscellaneous sales expenses 
1 Id Rents 

117 Metchandisinu lobbina and contiiet work 


Total Sales Promotion Expenses 


I 


ADMINISTRATIVE AND GENERAL EXPENSES 
1191 Salaries of general officers and executives 
Other general office salanes 
Expenses of geoetal officers 
Expenses of general office employees 
1 23| General office supplies and expenses 

Management and supetvision fees and expenses 
Special sfivicea 
Legal services 

Regulatory commission expenses 
Insurance 

Injudea and damages 
Employees welfare expeniea 
Penaiona 

Miacellancous general expenses 
Maintenance of general property 
Rents 

Cpmmiasioni paid under agency sales contracts 

Ffinchne re<]ultenients 

Dbpileate miscellaneous chirgei— Credit 

AdWutrative and general expenses tcaniferrcd^redlt 

Joint expenses— Debit 

loint cXnenSes— Credit 


Total Administra' 



Miintenince 

Supervision and cngm«nng 

11,612 

4,815 

Slructuces lod improvements 

165 


StaAoo ei]uipmenC 

1,630 

2,593 

Storage battery equipment 

Overhead system 

11,351 

23,452 

Underground system 

356 


Line transformers and devices 

8,503 

6,110 

Services 

3,918 

6,523 

Meters 

2,015 

3,133 

Installations on customers premises 

Leased property on customers premises 

Street lighting and signal system 

1.375 

2.133 




6,400 

7,150 

6,742 

10,400 

8,561 

2,346 

1,756 



17,028 


22,914 

5,253 

31,293 

437 

356 

7,630 

7,162 

3,427 

18,000 

2,240 

> 7 

2,386 

1,062 

3,625 

987 

20,357 

19,004 

15,788 

8,747 

3,580 

1,937 

1,979 

434 

2,168 

2,894 

3,269 

21,003 




1 1.432.061 

502 . SOI 1 



115,650 

523,815 

38,679 

79,071 

121,74-2 

53,526 

14,545 

44,459 

73,798 

5,539 

125,848 

170,901 

53,619 

66,985 

29,536 


160.290 
31,559 
51,056 

105.291 



6,572 

512 

44,302 

10,097 

65.910 





43,078 

230,776 

13,872 


16,883 

48,694 

18,017 

77,242 

37,936 

147,623 

32,161 

138,013 

90,122 

296,028 

534 

18,066 










































STATISTIGS CM? ELECTWC UTIUTIES IK THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

EUctrk Optratmg Expanses 



A, fttraiTT rpft Tn* cnbcb- A«a. 31, 1946. 

B. Au rammauM wMUtioa miMatt i«iu*c» aim Hro4*»iie p6v« 

BRBUCTrsa UMvait. 













































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR TEAR ENDED DECEMBER Jl. IMS 

Ekanc Operatmg Exptm^ 



1 

Houston 

SoUTHtfCSTtSN 

SoUTHWtSTtRH 

Southvistinn 

Texas 

TtXAS Hydro 

Texas 

Texas 


L lOwT hNG i 

EtCCTR 1C 

Gas AND 

PUBL 1C 

CltCTPIC 

Clcctric 

PovtR 

Power 6 

ITEM 

Povcif 

CoHrANf 

SlNNICl 

COMfAMT 

(A) 

CLEeTNie 

Company 

SCPYICt 

Company 

SiPvict 

Company 

CoPPORAYlOM 

CoKPOSSTIOM 

LtSHT 

Company 



DUTUBUnON EXKNSES 
Opmiil* 

Suptnraiai caiPattmt 
Lo^ JtifMckiag Ukor >aJ cxpouo 
DuuMm «Aix «ip(flia 
SUMU 

Stw^ktutna 

Ima 

Sttvuti M aatemn pHaUia 
JtiMl Ufhliag ia4 iigul ipttDi 

TfOToftniitii 


j ^ rn n w mi tup t mti ig 
Suaaitmm4mftntna*i 
imitM l yi p n wt 

Sktngt U l Mi j f «y if > iw 
Ov tiki iJiyi 
UlhtgfHMt l|WtMI 
LanUKufonam anJ icnco 

MMff 


M CMMatK P««MI 
Simt Iiih^ Md nfM 
Tiial maitMact 
XiniWiawiH 
bMi 

jMotHpMia— D)bM 
)sait opMaia— Citdil 
TtUl PWtClWM* 


MUt rBOMCHQN UtniMB 

tafunam 




iUMONISTMTIVtiUiO cmOAL tXIlN^ 
>i U i wi «Itwt«il>S ww wd uw i > l» n 
Oktr irhnI MKm ailMiM 
§mmI adbHi 






IUMmo «d jMOt |M(Mf 

•mm 

CiBBjiiim ^^4 vi4tf CHifKii 

FMPiMm MfdMMWM 


^•bUMMHw Md fMMil flpMMf tlMHdHffd-"'''CiiAt 



10,818 

104 

14,726 

4,337 

7,817 


awrotORl ACCnNG Ahm COIXiCTING EXK 

13,468 

45,929 

19.397 

34,479 

CuMHHtM atiuatmJttiui 

121,358 

1.809 

35,715 

47,923 

Cw4t ■«nNi|MiiMi mU hcmAi 

44,485 

184.434 

ii.aoj 

92,760 

95,310 

CMkcliv 

177,753 

10,075 

109,294 

82,389 

CwnaHH Mlill Mki ICTWMMII 

332,794 

46,039 

224,971 

191,902 

MiflllMNWM up«Mn 


941 

36,891 

34,816 

IhKtUartilijmMto ** 

34.361 

5.248 

12,768 

17.720 

38.444 

1— 1 1 1 1 1 1 1 1 ri T 18 1 — 




5S‘.2W 


51,191 

179,560 

89^ 

166,855 

83,539 

42,170 


197,7*5 

684,368 

12,435 

28,736 

251,122 




156,817 

37,372 

1,234 


147,880 

309,275 

38.097 
28, 7» 
50,012 
43,574 
10,825 
69,316 

2,000 

32.097 
36,127 
56,446 

108,828 

60,980 

35,292 

1,325 

H,S«7 

12,199 

220,998 



51,344 

108,151 

20,661 

36,263 

33 

68,^738 

104,711 

98,003 

150,676 

124,130 

32,682 

24,060 


143,910 



123,364 

965,432 

19,989 

37,267 

138,332 

145,71? 

68,891 

33,960 

62,823 

96,120 

210,637 

135,270 

95,933 



10,080 

9,395 

2,516 

1,691 

259 

1413 

1.183 

1,666 

3,711 

1.405 

3,600 

2,965 

4,635 

2,774 

4,347 

3,457 


121,895 

1,013,611 

2T,B05 

108,945 

268,642 


29,938 

122,997 

98,400 

300,335 

184,529 

49,388 

102,497: 

1,714 

1,714 

382,100 
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STATISTICS OF ELECTRIC UTIUTIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Electric Operating Expenses 


PRODUCTION EXPENSES 
Sleun power 
Opetitioa 

Supervii^ rod en^ioeenug 

Sutioo Ubot 

Foel 

Wjtet 

Sappliei jiid eipewes 
i Toul openiioa 
Mimtfliina 

Supemsion ud enjmcennj 
SCiuctuies lod icnpiavcmenU 
Boilei pUnt e<piiptiiciit 

to GefltfUmg ind eloctnc eipupment 

tl Tool mwteiuiaic 

MuccUucoiu 
12 Renb 

U Stam from other jourco 

H Steun (TiiufHTed— Credit 

1 j Joint apmuj— Defalt 

IS Joint otpeajcj— Credit 

]2 Totil miscelUatoiu 

IB To tal PnoPUcnoN Ejcpinsh-Steah Powu 

Hydraulic power 
Operation 

19 Superauion end cngioeenog 

20 Stiuoti Ubor 

Jl Witer for power 

22 Supplier >nd expenses 

21 Totil openhoa 
MuoleiuiKe 

K SupervuioD ind etigineenng 

2 i Structu res uid improvemeots 

26 Kesenoirs dams and watctsnys 

27 Geocratiog and elcctnC cejuipmciU * 

23 Roads, railroids, and bridges 

29 Total Daioteiunce 
Mtscellaneous 

30 Rents 

31 Joint e*penses—D<bie 

32 jorntexpiaies— Oedie 

33 Total tmscellaaeout 

34 Tot al PaonucnoN Extensb— Htohaolk: Poerm 
Internal condwstion engine power 

Opentioo 

33 Superaisioo and engineering 

36 Stabon labor 

37 Engjoe Itiel 

38 Supplies and expenses 

39 Total operation 
Maintenance 

40 Supervision and engineering 

41 Structures and ucprovemenb 

42 Fuel holders producers and iccessones 

43 I Generating and electnc equipment 

44 Total maintenance 
MlacelUncws 

45 Rents 

46 Joint expenses— Debit 

47 Joint expenses— Oesiit 

49 Total miscellinams 

49 Tot al PxOD Exm— IwthhalComb Emc Poya 

JO Purchased powret 

51 Interchange power 

52 Other expenses 

jj Joint expenses— Debit 

54 Joint expenses — Credit 

55 Total ot her production expenses and credits 

36 Total Paopticnow Eatusis 

TRANSMIiSION EXPENSES 
Operation 

37 Supervision and engineering 

39 Load dispatching labor and expenses 
39 StatKins 

60 Imes 

61 Total operation 

Maintenanoe 

62 Supervision and engineeting 

63 SUuctiueS and improvements 

64 Stab on equipment 

6j Overhead system 

66 Underground syttea 

67 Xottls and Inuls 

Total roamtenioce 
MiJtellineoua 
Renta 

Joint expenses— Debit 
Jouit expenses— Credit 
Total rnucelkneaiu 


fcil.!i6,3»»I.UJtiil.ll!.)!l-J 


West Texss 
Utilities 
CoHPAMY 


34,469 

235,009 

1,054,271 

4?,S04 

31,370 


Southern 
Utah Power 
Company 


Telluride 

Power 

Company 


Miiii m 1 








Utah Power 

& LlliHT 

Company 


26,858 

216,569 

988,065 

24,849 

14,535 


Bellows Falls 
Hydro- j 
Electric , 
Corporation 1 
(A) 


Central 
Vermont 
PUBL I c 
Serv ice 
Corporat ion 


Green 

MOUNTA IN 

Power 

Corporat ion 



2,650 

60,953 

13,566 

438,629 

58 

1,810 

4.543 

70.075 


I iiw il 1— iiw I II 





204,128 

18,302 







1,571 

7,491 

4,532 

143 

1,466 

66,669 

1,473 

8,673 

535 

6,727 

1,772 

114,909 

153,381 

8,816 

10,870 

758 

1.046 

10.482 

140 





15,934 

112 

295 



1.259 



406,337 2,911,690 

3,983 




2,721 

5,483 

21,609 

26,447 

5 

696 

2,974 

1,729 

1,075 

100 

5,619 

11,066 

95 

1,897 

13,934 

32,823 

64,411 

2.065 



1,180 

2,809 

1,279 

7 

1 

14,6 

11,8 


4?^ 

17.957 

115.134 

1— ■' mill 

SVT 

2,033 

400 


48,417 

10,410 

5,8- 






PusL I e 
Electb I c 
Light 
Company 


5,542 
26, 560 
189,542 
300 
1,436 


185 

847 

191 

1,344 

3,307 

11,120 

12.710 

366 

10,609 

1.111 

mmmatasm 

■TTITfri 

" 12.(586 



5,285 

4,420 

1,815 

14,279 

2,969 

13,084 

6,851 


30 

36,433 11 


138,920 30 

51 


497 37 
58 

51 59 
2.771 So 



Company acouireo by New Cnolamd Power Co on July 26, 1948 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 194? 

Electric Operating Expenses 


Teut- 



Uuh 

Vermont 

L 


West Texas 

Southern 

Tellur.de 

Utah Power 

iELLows Falls 

Cehtral 

Green 

PUBL IC 

■ 



Ut 1 L IT 1 ES 

Utah Power 

Power 

4. Light 

Hydro- 

Vermont 

Mountain 

Electric 

■ 

E 

ITEM 

Company 

CoHPAHY 

Company 

Company 

Electric 

Public 

Power 

Light 

■ 

N 

0 






Co rporat ion 

Service 

Corporat ion 

Company 

1 






(A) 

Corporat Ion 





$ 

t 


i 


$ 

J 

% 



DISTRIBUTION EXPENSES 











OpentJDQ 

37,888 










Supervision and cdgineering 

2,592 

7,199 

71,934 


37,388 

30,765 

684 

74 


Load dispatching labor and expenses 

1,086 



6,317 


2,524 

3)545 

75 

76 

DistnbuUofl office expenses 

83,786 

2,240 

3,653 

87,506 


13,390 

15,186 


76 

77 

SUtlOQS 

6,383 

10 

1,851 

102,088 


30,399 

33,816 

401 

77 

78 

Storage battenes 

85 







7B 

79 

Lines 

106,138 

5,680 

23,881 

240,783 


100,698 

47,612 

11,373 

79 

80 

Service! on cujtoracn pteniisej 

348,446 

9,277 

15,629 

277,257 

695 

76,298 

63,400 

4,824 

ao 

81 

Street Ejhtwig and sifnal spttna 

26,043 

1,777 

193 

71.650 


17,930 

13; 736 

fit 

82 

Total operabon 

SD9,S62' 

21,579 

— Mil 

857.541 

655" 

— III ■111 

1 

1 

17.285 

82 

85 

Muntenance 

Supervision ud es^eenn; 

24,325 


1,751 

21,811 


26,804 

12,243 

734 

fl3 

84 

Structures and unprovetnenU 

3,108 

62 

215 

9,868 


2,016 

1,782 


84 

83 

Station eipiipment 

41,928 


3,747 

45,574 


13,087 

19,313 

4,176 

85 

86 

Storage ^tery equipment 

68 





86 

87 

Ovethead system 

110,833 

2,708 

13,596 

229,275 


96,381 

43,745 

12,657 

87 

88 

Undetpound sfstan 

4,361 



3,999 



2,055 

88 

89 

Line transformers and devices 

64,319 

1,637 

7,291 

90,364 


11,031 

24,445 

6,317 

89 

90 

^rviccs 

56,265 

749 

2,101 

76,87? 


14,189 

17,515 

3)005 

90 

91 

Meters 

26,681 

339 

2,617 

38,221 

97 

10,054 

1,875 

2,042 

91 

92 

Installations on customers premises 

7 





28 



92 

93 

Leased property on customers premises 

1,361 








93 

94 

Street lighting and signal system 

18,261 

313 

6.290 

40.608 


5.759 

4.968 

2^486 

94 

93 

Total maintenance 

3B1T5’J2' 

57S09’ 

37.612 



iTif IMsfSa 

127.946 

31)421 

93 


Miscellaneous 










96 

Rents 

16,255 

60 


31,872 


25,009 

4,941 


96 

97 

Joint expenses— E^it 

18,204 







97 

98 

Joint expenses— Credit 








98 

99 

Total misccUooeous 

■■inEESii 

60 


— HI llTI 


24.802. 

4.941 


99 

100 


959.435 

27,448 

90,021 


■Ml 

482. 7B9. 

340,952 

48.706 

100 


CUSTOMERS ACC TING AND COLLECTING EXPS 










lOI 

Supecvision 

45,692 



18,635 


52,849 

10,093 

253 

lOl 

102 

Customers contracts and orders 

19,217 

) 13,109 

I 23,593 

62,031 

841 

4,906 

14,078 

102 

103 

Oedit investigations and records 

199 

1 


2,170 


103 

104 

Meier reading 

62,307 

1 

J 

111,770 

391 

57,119 

34,611 

9,775 

104 

105 

Collecting 

113,610 

) 

J 

154,965 


17,368 

59,265 

1,358 

lOJ 

106 

Customers billing and accounting 

166,500 

3,333 

14,490 

277,583 

2,138 

151,338 

40,688 

9,706 

106 

107 

Mucdlaneous expenses 

12,418 

1,100 

57 

5 

11,251 

6,221 


107 

108 

Uncollectible accounts 

420 

240 

8,426 

5,146 

10,037 

783 

108 

109 

Rents 






25-Sa5_ 


600- 

109 

no 

Total Customeas' Accounting and Cou Exps 


— i—si 

— rnri'n 



—I rnrni 


22, 476. 

110 


SALES PROMOTION EXPENSES 










111 

Supervision 

71,790 



48,781 


7,956 

3,990 

1,152 

U1 

112 

Salaries and comnussions 

20,072 


169 

114,753 


21,505 

2,981 


in 

113 

Demoostratiofl 

29,061 

) 1,098 

) 8,929 

23,563 


1,354 

1 

) 361 

113 

114 

Advertising 

64,239 


156,419 

5,074 

1,489 

13,422 

1 

IH 

115 

Miaceltaneous salca expenses 

23,975 

) 

) 

83,687 

1,729 

25,491 

18,811 

) 

115 

116 

Rents 



13,233 


(55.339) 

120 


U6 

117 

Merchandising jobbing, and contriet work 

(401,487) 





ll>l>!' 1 


U7 

118 

Total Sales PiOMonoN Expenses 

—III H 1 1 n 

TTW 

9,098 

maEsacim 


—f ITTl 


1,5.13, 

IIS 


administrative and general expenses 










119 

Salanes ol general odkers and executives 

72,848 

8,600 

15,600 

128,900 

11,837 

00,301 

27,726 

30,400 

119 

120 

Other general office salaries 

310,345 

7,470 

. 17,374 

665,153 

14,716 

169,075 

65,846 

10,340 

120 

121 

Expenses of general oAken 

6,278 

1 5,020 

6,735 

17,209 

717 

5,445 

5,019 

7,966 

121 

122 

Expenses of general office employees 

34,428 

37,358 

139 

5,823 

814 

m 

123 

General oAee lupplia and expenses 

42,733 

3,751 

10,453 

107,786 

850 

38,076 

6,770 

5,031 

123 

124 

Management and supervision fees and expenses 

36,545 






124 

125 

Specul lennccs 

20,620 

832 

2,020 

40,850 

400 

15,428 

1,353 

6,781 

125 

126 

legal services 

32,624 

900 

6,129 

12,105 

433 

6,154 

525 

4,711 

126 

127 

Regulatoiy commission expenses 

5,595 

1,200 

5,793 




127 

128 

Insurance 

20,102 

9,592 

4,332 

27,946 

1,625 

S,004 

4,233 

1,567 

128 

129 

la|unes and damages 

40,542 

75 

6,800 

71,282 

7,764 

12,767 

4,141 

4,268 

129 

130 

Employees welfare expenses 

63,782 

1 1,796 

2,389 

85,824 

1,990 

24,500 

12,570 

2,220 

130 

131 

PenaaoQS 

134,252 

355,677 

5,844 

12,043 

45,063 

4,285 

131 

132 

Miscellaneous general expenses 

54,104 

1,406 

6,109 

70,406 

4,042 

26,839 

8,944 

3,347 

132 

133 

Mainlenince of general property 

68,176 

581 

688 

42,618 

15 

17,861 

3,328 

8,476 

133 

134 

Rents 

8,405 

1,080 

1,415 

46,443 

1,860 

13,223 

1,680 

1,575 

134 

135 

Commissions paid un^ agency fales contracts 








135 

136 

Fnodtue requirements 

500 

1,000 


44,394 





i3d 

137 

Duplicate miscellaneous charges— Credit 



44,394 


63,156 

676 

26,516 

137 

138 

Adminislrative and general expensa transferred— Credit 

45,836 



267,659 



138 

139 

Jout expenses — Debit 









139 

[FT 

JcMot expcnse»-'-Crcdit 









140 

[W 

Total AwiwmiiATivi and Genual Expensu 


.47,702. 

si. 247: 

—iwniiriii 1 


— Ill H 1 ■ 

HHbIwKES 


141 

ss 

TOTAL ELECTRIC OPERATING EXPENSES 

■BpLMildl 

,376.915 

509.077 

wBsmm 

■■KMKUrJ, 



6£1a7S^- 

142 


A Company acquired by New England Power Co on July 28, 1948 






































STATISTICS OF ELECTIIC UnUTIES IN THE UNITED STATES FOR YEAH ENDED DECEMBER 31, 1948 

Ehdru Oftenfng Exftnses 



eftAODOCK 
LitNT &. PoWtK 

Ihcoa^oraiio 


East Coast 
EuIct* ic 
COM»AIIK 

( A ) 


ASTERK Shore 
PUILIC 
SCRVItt 
Company op 
V iRSINIA 


Northern 

ViRaiNIA 

PovtR 

Company 


Old Dominion 
PovtR 
Company 


r * ODUcnoNEX«Htts 
SMia paver 
Of « M»N 

SuptmuoR ud Mfowmt 

SiMtealiket 

Fud 

■WMtr 

SufpUBudcxpeuct 
Total openbui 
MaNNwmN* 

Sii|itfnao« and cii|pMtfia( 

Stnutum aad MB p iowaN M a 
BaikiptaiNt<lii 9 a*<at 

to] GcMOMitandctcctncc^iupaitnt 

It Total ttiaotmiocc 

UnoIIaiicoui 
IJ «ttt» 

t) SttaATnaxodKiMutcR 

SceuB tniuftntd~-Cndit 
1 ) jemt opcaao— Di* 

Ij Joint ope»at»—Ct«d< 

17 Total g n c d U nton i 

It Tot al Ptflcocnow twimB-S^lwA 

Hjrdtiiilic pom 

OpeuUaa 

19 Sapetvwon ud a|iiNeno{ 

30 Slauon lilicir 

31 Vatttfoepom 

33 SupplM uid opauB 

3} Taalopcntiim 

Huntaiiia 

34 Sopemiion ind Mtuetno^ 

3} Structuta aadpnpravaiuati 

Roomin, dun, and watavajn 
Gcotmiag tod (keinc epupocM 
(oidi, nltnub, and bnd|B 
Total naoiteoaotc 
VCatellitMoiu 
Reali 

Joutc opciuot— DdM 
Jotnt cxpdiuci^-Credit 
Total mxtUiiKeiH 


Total Proooooon ExMeNao— HTmuucJtowtt 


a|iae power 

Opaotwo 

Supoviaun and ai|iiwcfiii| 
Jtabod Uior 
Ei|iacfacl 
Supplm and eapeno 
Total opcation 


Supommii iiidaa|iaceBi| 

Stnacturea and apraraacoti 
Fjd tulden, piaduixn, lad ■ooMkKKa 
GenwalMf and tfactneep o pinant 
Total tBaaoteoiooc 
MtaoeUancoai 
lata 

Jowtaapa u e a Dth N 
fomtupwan Qidd 
Totcl miotUt>coiH 




Virginia 
ElEctreC and 
P oVER 
CONPANY 


139,847 

1 , 204,249 

13 , 586,394 

68,002 


56,128 

92,283 

920,474 


Pacific 

PovtR &. 

1 , IGHT 
Company 
0 ) 







TILUXSMISSIONfXnNSES 

'Opoatioa 

Supeavaioa and aaimcnop 
Lo^ dupattliiot later and optnata 
ScMibh 

lima 

Total opcaauon 
MaiotaMiKt. 

SupemaKM aad ca)|iMcna( 
Stnidiina and lapMniiMnli 
StaiMB aquipnatt 
OnriMidapIcdi 
Uodrigniiad apuni 
leadaandUaib 

Tcti] 

Mtaodbocoua 



Jowt npouta— Dibit 
JftnpWMi Caite 
Total niwtlllROOllI 











36,688 

231,526 

29,182 




2 , 285,872 

18,887 

94,651 



PUGET Sound 
PoVER A 
Light 
Company 


24,572 

191,606 

1 , 180,333 

8,008 


9,471 

14,396 

114,103 



26,502 

241,619 

29,666 




49 

787 

1,473 

7,929 

749 

14,641 



2 , 659,586 

( 84 , 453 ) 

409,934 


1,859 ; 

53,159 

18,475 

775 

61,604 

32,229 

57 

138,446 

75,795 

7.234 

134.346 

62.858 



62, 100 ‘ S ’ 

386,234 “ 

26,707 


9,744 

12,505 

30,946 

22,668 

13,850 

72,682 

126,288 

46,987 

260,373 

74,645 

11,211 

144,006 


iSSiM 


81,032 P 

31 

32 
53 
34 



1 , 873,-429 30 
1 , 404,862 31 
4,812 52 
33 

3.148 34 1 



15035 

SRTSST 

9,405 

2,472 

21,499 

48,169 

231 

12, 153 
8,551 
45,145 
39,329 




76,019 4 » 

|70 
71 
73 
73 


Report RtriCCTt AcauitiTiou or properties or Tioevater EiteTRie 
Service C * , roRMtRir leareo to reiponbent ; acouireo Apr 30 , 1947 


8 Report reflcctr acquisition or NoRTHvrsTCRN Electric Co .; acouireo 
Hat 31 , 1947 
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STATISTICS OF ELECTRIC UTIUTIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 19^8 

Electru Optratmg Eif ernes 


Vuyiu 

WnfiftMi 



Braddocn 
L lOHT A Pqver 

East Coast 
Elects ic 

Eastern 
Shore Publ ic 

Northern 
V iRG in lA 

Old Oom in ion 
Power 

ITEM 

0 

Cqhpaht, 

tNCORPORATEO 

COHPANV 

(A) 

Service 
C onrANY or 

VlRDINIA 

Power 

Company 

Company 


DlSTWBUnON EXPENSES 
Opcntion 

Su(i«vuion atui cnpacenilg 
Ity/i dnpatduDj fabor and cxpciua 
Dutiibution o&x opeiuct 
SUHKU 

(uttcncs 

Lina 

Sovica on automcn premifa 
Stmt lighlm j mil ngiiil lysttou 
Total opentton 
Maialduiice 

SupovoKw uul cnfUKcnng 
Stnictufa and impiovtRUMS 
Station c^pmcnt 
StonjC btattf a)uipnicnt 
Ovnbeid aptan 
Underground ayrttm 
Lne Iranifoonen and deruxa 
Servica 
Mclert 

IfutalUtiOni on outoRieri prerniaca 
Leued property on cuatomett prcmiaca 
Stmt lighting and signal system 
Total maintenance 
MucellaneOui 

Kents 

Joint tapenses— Dibit 
Joint cicpciuea — Credit 
Total imacellaneoui 


Total Cuitomiu' Accountinc and Coll. 


SALES PROMOTION EXPENSES 
Supervuion 

Salana and commianoai 

Dcmonittation 

Adveitismg 

Miscdlancoui saki expenSM 
Icnta 

Meidianduine, lolibuii, and contract woik 


Total Salu Piohoiwn Exmnhs 


ADMINISTRATIVE AND GENERAL EXPENSES 
Stlacia ol geocttl oAcert and caeoitiva 
Other geMtal oAce iiUnci 
Eapensa of genenl oAcen 
Eapeiua of general oAoc empkiyca 
Genctil office lupplia and capenaa 
Management and lupcnisaixi fca and eapensa 
Special aervicea 
Legal aervKa 

Regulatory comnuaijan eapeiua 
Inaurance 

In|uika and damaga 
Eoployca arelftie capenta 
Penaana 

MuceUanemu geoctal capenaa 
MiiiUenaace of genera) propeity 
Renta 

Coawiiuaana paid under agency itia contiacti 
Piaadiue rc^uinmenta 
Duplicate miicelUBeoua charges— Credit 
Admiatntiire nd genen) apewa tnniferrcd— Credit 
Joint capenaa— Offiilt 
Jomt 


Total AoiuNBTnATive and Ginual BxreNiis 






CUSTOMERS ACCTING AND COLLECTING EXPS 
Supeevumn 

516 

Cmtomeri cmtncti and ntdeia 

3,721 

Credit investigitioiu and Koordi 

475 

Meto reading 

2,557 

Collecting 

2,313 

CuNomett liining and iccmntmg 

3,118 

Mucelltneout capenaa 

Uncollectible accounti 

154 

Renta 




1,361 

3,658 

5,192 

1,774 

86,040 

68,104 

14 

19 

2,158 

22 

32,503 

8,363 

6,637 

1,270 

21,003 

8,574 

237,727 

48,048 

18,023 

12,542 

42,847 

15,491 

833,843 

161,008 

320 




50,886 

15,783 

9,965 

2,582 

13,746 

7,644 

128,640 

90,300 1 

6,190 

4,294 

5,447 

10,633 

130,596 

58,477 

972 i 

1,796 i 

3,459 

1,461 

70,332 

49,229 : 

2 i 


38 

18 



2.020 

937 

1,509 

1.696 

36,377 

41.515 











IB, 225 

97 

1.784 98| 

99 
100 



2,076 

1 

17,368 

5,248 

60,466 

24 

4,960 

21 

105,060 

94 

567 

21 

10,067 

19,055 

15,274 

300,857 

3,792 

16,657 

15,259 

225,347 

19,653 

670 

21,163 

14,440 

234 

395,825 

266 

525 

735 

13,018 

1.008 

7.113 


26.291 


57,990 

96,523 

lOl 

68,444 

95,594 

102 

14,364 


103 

128,585 

171,748 

IM 

131,069 

409,744 

105 

311,887 

484,759 

lOd 

30,202 


107 

52,000 

54,777 

IM 




16,492 

183,172 

46,254 

179,382 

49,578 

4,150 





361,582 

694,690 

25,540 

14,869 

198,299 


54,674 

153,605 

3,843 

42,550 

61,944 

17,919 


k'itlllrlhyj 


108,997 

415,651 

29,247 

57,642 

96,891 


31,567 

34,531 

72,298 

257,712 

249,560 

7,687 

55,075 




135,113 
288,172 iiJ 
731 ««3 
166,851 “-I 
50,156 “J 
22,997 114 




274,032 119 
724,374 iM 
34,085 iji 
8,502 121 
149,537 123 

124 

156,676 12? 
108,166 


39,394 

108,383 

128,080 

254,558 

181,655 

97,272 

74,818 

4,701 

4,849 

129,145 




A. Report replects acquisition or properties or Tidewater 

Service Co., poRmerly ieaseo to respondent, acquired Apr 30, 1947 


Report reelects acquisition or Northwestern Clcctric Co , acquired 

May 31, 1947. 














































Wuhiniton 
Welt Virpiu* 


STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Electric Operating Expenses 



A Report replects acquisition or Houston River Power Co , acquired 6/30/1948 C Transmission expenses included with distribution expenses 

B Company optRATEs the Windsor steam electric semerating station tor D Company has no utility Alant but leases and operates the Lake Lynn 

THE ACCOUNT OF ITS TWO OWNERS, WEST PeNN PoWER Co AND Ohio PoWER Co , HYDROELECTRIC GENERATING STATION OWNED BY WEST PENN PoWER Co 

















































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Eccpenses 


WiihiDgton I Weit Virgmia 


438 a 

WuhiQftcfl 
Vmc Vu^fiou 


L 

1 

E 

N 

0 

ITEM 

Washington 
Water Power 
Company, The 

ApPALACH IAN 

Electric 

Power 

Company 

(B) 

Beech Bottom 
Power 
Company, 

Inc 

(c) 

Kanawha 

Valley 

Power 

Company 

Mo NONGAHELA 

Power 

Company 

Potomac 

Light and 
Power 
Company 

West 

ViRG INIA 

Power and 

TRANSM 153 ION 
Company 
(F) 

Wheel I no 
Elects ic 
Company 

L 

1 

H 

£ 

H 

0 



} 

t 

t 

t 

5 

t 

i 

t 

■ 


DISTRIBUTION EXPENSES 









1 


OperatiOD 









H 

74 

Supervision and engineering 

63,487 

553,346 



150,855 

49,403 


60,447 

M 

75 

Load dispatching labor and expenses 

10,458 





5,493 



M 

76 

’Distribution office expenses 

34,089 

619,937 



12,485 

10,609 


62,466 

76 

77 

Stations 

122,595 

154,196 



156,033 

8,191 


19,349 

77 

78 

Storage batteries 









78 

79 

Lmes 

159,312 

650,361 



229,299 

39,104 


53,393 

79 

80 

Services oo custoiners premises 

349,152 

486,037 



187,741 

41,953 


71,781 

SO 

SI 

Stccet lighting and signal systems 

37.809 

60,187 



34,634 

4.582 


9)594 

SI 

82 

Total operation 

776.908 

MHIIW'lll 



7?i.052 

159.341 


277.054 

82 


Mainterunce 










83 

Supervision and engmeeting 

31,511 

422,357 



102,270 

9,011 


33,918 

83 

84 

Structures and improvements 

21,103 

24,744 



1,946 

11,315 


483 

84 

85 

Station equipment 

73,318 

226,257 



99,408 

27,921 


6,370 

83 

86 

Storage battery er^utpment 









86 

87 

Overhead system 

162,919 

487,261 



285,429 

46,732 


41,934 

87 

SB 

Underground system 

5,706 

1,581 






8 

88 

89 

Line iramformers and devices 

61,534 

146,844 



79,100 

7,222 


9,700 

89 

90 

Services 

64,724 

77,488 



62,282 

7,841 


12,566 

90 

91 

Meters 

34,050 

58,626 



15,366 

5,660 


6,406 

91 

92 

Installations on customers premises 









92 

93 

Leased property on customers premises 









93 

94 

Street lighting and signal system 

28.411 

34.762 



28,577 

1,402 



94 

95 

Total maintenance 

483.280 

MmilfHTIl 



■TfHTIl 

117.107 


— ITU ni 

93 


Miscellaneous 










96 

Rents 

15,593 

65,018 



20,534 

3,669 


1,575 

96 

97 

Joint expenses — Debit 









97 

98 

Joint expenses— Credit 


11,833 







98 

99 

Total miscellaneous 

15.593 

53.184 


iBBaa 

20.534 

3.669 

■■■■■■ 


99 

100 

Total Distribution Expenses 

1.275.782 

4.057,178 


EBBB 

1.465.969 

E 280.119 


— TTiri'i 

100 


CUSTOMERS ACC TING AND COLLECTING EXPS 










101 

Supervision 

2,103 

150,402 



113,073 

17,625 


20,358 

101 

102 

Customers contacts and orders 

43,744 

155,457 



30,914 

3,649 


12,507 

102 

103 

Credit investigations and records 

9,349 

55,643 



282 

186 


1,028 

103 

104 

Meter leading 

105, 874 

413,723 



251,285 

22,233 


32,664 

104 

103 

Collecting 

101,897 

378,722 



169,849 

24,211 


40,539 

105 

106 

Customers billing and accounting 

130, 733 

564,266 



136,850 

29,847 


72,884 

106 

107 

Miscellaneous expenses 

6 

29,112 



51,218 



5,415 

107 

106 

Uneollectible accounts 





4,600 

825 



lOS 

109 

Rents 

15.049 

14.558 







109 

no 

Total Customers Accounttoo and Coll Exes 

408,758 





— 1 1 wnl 


1RR 3QR 



« 

SALES PROMOTION EXPENSES 










tu 

Supervision 

101,052 

429,060 



67,344 

8,454 


27,071 

111 

112 

Salaries and commissions 

181,670 

312,933 



363,584 

16,457 


24,968 

112 

113 

Demonstration 

41,704 

96,362 



39,303 

17,434 


22,079 

113 

114 

Advertising 

24,390 

123,246 



97,403 

14,259 


16,360 

114 

115 

Miscellaneous sales expenses 

61,622 

177,814 



177,272 

78,858 


11,250 

115 

116 

Renta 

1,642 

8,285 




1,314 



116 

117 

Merchandisinjt jobbing and contract work 

(2,346) 








117 

118 

Total Sales Promotion Expenses 

?b9T73F 

OTTTTTB" 



—rnriiTH 

mmTjwi m 


. .. 1Q1,73L 

118 


ADMINISTRATIVE AND GENERAL EXPENSES 











Salancs of general ofEcen and executives 

115,926 

204,557 



109,520 

45,622 


23,539 

119 

UO 

Other general office salaries 

451,403 

778,284 


4,095 

360,539 

42,550 


95,796 

120 

121 

Expenses of general officers 

35,626 

59,569 



13,704 

4,845 


7,453 

121 

122 

Expenses of general office employees 

28,177 

27,555 



13,318 

1,764 


1,761 

122 

123 

General office supplies and expenses 

110,026 

95,984 


771 

49,522 

6,941 

38 

19,070 

123 

'24 

Management and supervision fees and expenses 









124 

125 

Special services 

214,483 

208,986 


615 

14,958 

2,401 

14,412 

20,172 

123 

126 

Legal services 

91,306 

77,620 

5,607 

734 

30,203 

3,472 


4,665 

126 

127 

Regulatory commission expenses 

37,554 

7,106 


3,686 





127 

128 

insurance 

19,817 

126,929 

29,535 

4,201 

41,580 

4,079 

2,194 

5,388 

128 

129 

Injuries and damages 

46,196 

82,406 

6,819 

400 

5,757 

6,868 

579 

6,566 

129 

IJO 

Employees welfare expenses 

119,726 

754,740 


1,388 

143,502 

4,039 

(982) 

46,513 

130 

131 

Pensions 

A 278,656 

616,957 


1,541 

_ -24,749 

71,671 

3,513 

73,162 

131 

132 

MiscellaneDiu general expetuei 

195,357 

92,434 

0 164,463 

140 

55,549 

4,710 


5,654 

132 

133 

Maintenance of general property 

53,977 

148,020 


22 

35,257 

7,731 


9,310 

133 

154 

Rents 

22,412 

11,372 


600 

22,816 

6,707 



134 

135 

Commissions paid under agency sales contracts 









135 

136 

Fianchise requirements 

45,745 

10,024 



27,097 

1,527 


6,399 

136 

137 

Duplicate miscellaneous charges— Credit 


46,208 



3,637 

1,527 


17,295 

137 

138 

Administrative and general expenses transFerred— Credit 

22,830 

3,724 



78,408 

12,683 



138 

139 

Joint expenses— Debit 









139 

140 

Joint expenses— Credit 


44.443 



92.620 




140 

141 

Total AnstiNisniATiVE and General Expenses 

■■KKfkSsfailsil 

■■i pninriTii 

206.4^5' 

18.198 


wiKKSSauitsm 

19,757. 


I4l 




29.416.702 

6.412.324 

244,820 


HJIIIv'jkhM 

■ 79Q-.933. . 




A Represents cost or past service retirement annuities 
B Report reflects acquisition of Houston River Rover Co , acquired 
June 30, 1940 

C Company operates the Windsor steam electric qeneratinq station for 
THE ACCiUNT OF ITS TWO OWNERS, WEST PENN PoWER Co AND OHIO PoWER CO 
AND IS reimbursed by them For all OPERATIHU EXPENSES 


D Includes $3,000 interest and $55,257 taxes 
E Transmission expenses included with distribution expenses 
F Company has no utility plant but leases and operates the Lake Lynn 
hydroelectric senerating station owned by West Penn Power Co 




















STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Ehtru Offeratmg Ei^ensts 



WODUCnONEXPINSHS 
Steun ftmt 
Ofmlita 

SofenouB u>i mpotemi 

SWMQ labor 

Ftnl 

'Viut 

SuppUiond opcMci 
Total opctatioa 
Mainwniiatr 

Sujdvaioa i&d niiMtniig 
Stnictufti and impnrtoicfltt 
Bodrr {ilaat c^ttifnKOt 
Gnentinj and electnc etjntpiixiit 
Total naiDtcnance 
MuceUaimad 
RMb 

Stctn rren otbtt miKti 
Steuo IwufeiTni— CmU 
Joint eapmua—Dab^ 

Joul cxpauca— Credit 
Total amUiMeua 


HjrdniUic poorer 
OpoalMii 

Superriwia and apaetmg 
Statun labor 
Vittt fw pow 
Supplicjanilcipaiao 
Total opmtMo 
Mauilmancc 

Supetvutoii md cnginomng 
StrucluRa and unpmvnMfit] 
Rciervoin, dimi, and antenrijn 
Ceotratifli and ckcttx c^ptMM 
Jtoidt, railraodt, aod bndpa 
Total Bwltriaan 
MauUureaus 
Koti 

Joul cipcnio— Dtbtl 
Joat cxpOnu-Ocdit 
Total t mndl iotoiu 


SoppM aod apaoa 
Total opcralioa 
Maintenance 

SupcmiMil and cii|to<cn(i| 

Stroctuioi and mptoytomli 
Fnd hoUen, praductn, and acoauna 
Carefatiof a^ dfctnc c^uipoMiit 
Total mainltoiiico 


Iml] 

Joint etpenaa—Cafait 
Jowt eapcnrei Credt 
Total wierllaiitniii 


. t? Tot ai. face, gxaa.— iHTiawnL Coaia iito. foro 

jg Fuicfaaied ptrerer 
)1 Inttfduoja poorer 
)} Otbaro^tnaa 
]3 Joint apMata—Dahit 

}d Jowt cipcnici— Citdil 


TIANSMISSION miKSES 
Opcfabao 

37 SupoviMM and tnfimht 

it ' Lo^ d np at d i m i lato and eaptnaca 


Total opmtMn 
Maiotaiaaoe 

SnpttviiioAaod cn|iMaiii| 

63 StAxtortl and inpromieoti 

64 Staton t^panot 

6) Omheadtpatem 

66 Undtiitoii^ Tfittm 

67 Knodt aod traib 

61 Total nawtcnaoce 

MiaceilaaoDoi 
6p loll 

70 Jowt openjti— DcU 

71 Joint opeoMi—Cradit 

71 Total oiiirHIintnoi 


mtm tiTTTatiTtM'i'.r'i'.'ni'niirrn 


71 

72 

22,654 17} 



























































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operatmg Expenses 
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Consol i dated 

Interstate 

Interstate 

Lake Superior 

Madisoh 

Menominee 

Northern 

St. Croix 


Water Poveb 

Light aho 

Power 

District 

Gas and 

AND Marinette 

States 

Falls 

ITEM 

Company 

Power 

Company 

Company or 
Wisconsin 

Power 

Company 

Electric 

Company 

Light and 
Traction 
Company 

Power 

Wisconsin 

Inprovchcnt 

Company 


DISTRIBUTION EXPENSES 
OpentKW 

74 Supervuton ind enginetnnj 

7} L^dupudungliboraiidcipauei 

76 Distribution office expenses 

77 SCitioos 

78 Stonge battenci 

79 lines 

80 Services on custooicn premises 

81 Street bghtmg'snd signs! systems 

87 Total operatioa 

Maintenance 

83 Supetvisioo sod engmeenog 

84 Stnictuies and improvements 

85 Scatiaoe<]tupaienl 

86 Stonge batteiy equipment 

87 Oveiliesd system 

88 Uodcrground system 

89 Line trans/ocmcn and devices 

90 Servica 

91 Meters 

97 InstsUstions on customers premises 

93 Leased property on customers premises 

94 Street lighMg and signal system 

95 Total msinteosoce 

btiscellsncous 

96 Rents 

97 Joint expenses— Debit 

98 Joint expenses— Credit 

99 Total miscellaneout 

100 Total DisTaiauTioN Exmnses 


CUSTOMERS' ACCTING AND COLLECTING EXPS 
Supervision 

Outomers conirscts and oeders 
Credit investigations and records 
Meter rading 

103 | collecting 

Customert billing and sccounting 
MisccUaneous expenses 
Uncollectible aceounb 
Rents 

Total CusToanas' AccouNtinc and Coll. Exi^ 


SALES PROMOTION EXPENSES 
SuperviiMO 

Salstics and commissioos 

Demonstratioo 

Advertising 

Miscetlaneous talcs expenses 
Rents 

Merchandising, [obbint and contria wort 
Total SALuihioMOTioN Exrsxsis 




2,495 

2,160 

4,783 


319 

168 

200 


960 

5,604 

14,019 

171 

1,660 

6,333 

6,994 

17,532 

5 

453 

1,564 

1,672 

11,988 

443 

716 

1,968 

10,059 

1,992 

285 

729 

5,386 

4 

2 

207 

533 

1,142 

4.396 



1,087 

5,205 

1.087 

5.205 

5Q.136 

194.608 

756 

560 

2 

7,087 

7,253 

7,805 

8 

13,104 

218 

299 

18,213 

30,158 

37,271 

12,865 







i-ass 


54.990 


1,383 

18 

26,532 

1.401 

26,532 

1 

l,00i;393 

2,300 

262 

21 

6,372 

4,136 

7,571 

140 

1,306 

19,112 

16,556 

8,730 

76,043 

75,585 

143,633 

590 







ADMINISTRATIVE AND GENERAL EXPENSES 
Salanca oi general oAcetsand executives 
Other general office Stlinet 
Expenaca of general officers 
Expenses of general office employeet 
Gcnceal office supplies and cxpenics 
MaoigcaKnt and uperviiwn fees and expenses 
Special scrvKti 
Legal jcrvicci 

RcguUiocy commmion expenses 
Insurance 

|n|unci and damages 
Employees welfare expenses 
Peniiocu 

MisceHaoeoui general expenses 
Xfaimenance of general property 
Rents 

Commissions peid under agency lalca Contracts 
Franchise itquitemcnts 
Duplicate miaccHancniii charges Credit 
Adminulitlivt and general expenses tianifcrrtd— Credit 
Joint cxpcnsci— Debit 


64,601 

199,476 

13,578 

10,019 

35,851 
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STATISTICS OF ELECTiaC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electnc Operating Expenses 


ffitconiin [ Wyoming 


Superior Wisconsin Wisconsin Wisconsin 

Water, Electric Gas 4. Hydro 

Light and Power Electric Electric 

Power Company Company Company 

Company 


Wi SCONS I n 
Michigan 
Power 
Company 


Wisconsin 
Power and 
L 1 sht 
Company 


Wi SCONS I N 
PUSL I c 
Scry ice 

CoRPORAT I ON 


Cheyenne 
Light, Puel 
AND Power 
Company 



PRODUCTION EXPENSES 
Slum power 
Operibon 

Suptrvoion •nd enpnurmg 
Station tabor 
Fuel 
Warn 

Supplies and cxpeiues 
Total aperatiOo 
Maintenance 

Supervision and enjineermp 
Stmetura and improveroems 
Boiler plant eijuipraent 
Generaiing and electnc ei^uipmcnt 
Total maintenance 
Mucellaneoio 
Rents 

Steam from other sources 
Steam transferred— Credit 
Joint espenses— Debit 
Joint mtpenses — Credit 
Total mucellaneous 


Total PnooucnoN Eutinsts— Steam PoMeei 


Hydraulic power 
Operation 

Supervision and cngiDcenag 
Station labor 
Water for power 
Supplies and eapenses 
Total operatirm 
Mamtenuice 

Supervision and engineenng 
Stnirturu and unpiovements 
Reservoirs dams, and waterwiys 
Generating and elcctnc e<lu iprnent 
Roads, tailroads and bndges 
Total numtenance 
Miscellaneous 

Rents 

Joint djpenscs— Debit 
Joint ea; pen ses— Credit 
Total miscellaneous 


Total Production ExyENSK-HYPitAuuc Power 


Internal combustion engine power 
Operabon 

Supervision and engmeenag 
Station labor 
Engine fuel 
Supplies and esipenses 
Total operatioti 
Maintenance 

Supervision and engineering 
Stnictures and improvenients 
Fuel holders peodecen and actessones 
Generating and electnc equipment 
Total mamtenante 
MtsccUaoeous 
Rents 

Joint expenses— Debit 
Joint esepenses— Credit 
Total misccUaneous 


30 Purchased power 

51 InlerClumge power 

52 Other otpenses 

5 j Joint expenses— Debit 

54 Joint expenses — Credit 

5 5 Total other production 


TRANSMISSION EXPENSES 
Operation 

37 Snpervisitjn and engineering 

38 Load dispatching labor and expense; 

39 Stations 

60 Does 

61 Total operatioQ 

Maintenance 

62 Supervision and engineering 

6} Structures and improvements 

64 Stibon equipment 

65 Overhead system 

66 Undergeound system 

67 Roads and tiiils 

68 Total maintenance 

Mucellineous 

69 Rents 

70 Joint expeniei— Debit 

71 Joint expenses— Credit 

72 Total miscellaneous 




Cost or steam for resale 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 


Electric Operating Expenses Wiiamiin 

^ ^ ^ W;.con.m I Wycmmi 


L 

1 

N 

E 

N 

0 

ITEM 

Super i or 
Water, 

Light and 
Power 
Company 

Wl SCONSI N 

Electric 

Power 

Company 

Wisconsin 

Gas & 

Electr I c 
Company 

Wisconsin 
Hydro 
Electr i c 
Company 

Wl scons 1 N 

Ml CH IGAN 

Power 

Company 

Wisconsin 
Power and 
Light 
Company 

W 1 scons i n 

PuBL 1 C 

Servi CE 
CORPORAT 1 ON 

Ch EYENNE 
Light, Fuel 
AND Power 
Company 




i 

8 

4 

i 

} 

4 

s 

t 



DISTRIBUTION EXPENSES 











Operztion 










74 

Supervision and engineering 

1,505 

138,890 

72,438 

11,542 

18, 180 

128, 984 

75,636 

17,766 

■^4 

7) 

Load diipatthing Ubot and (xpenses 

2,444 

42,601 


1,031 





75 

76 

Distnbution officf Ofpenjes 

5,535 

123,434 

43,350 

2,447 

17,260 

45, 227 

41,898 

8, 944 

76 

77 

SUbons 

24,585 

335,772 

50,919 

1,463 

1,417 

71, 460 

20,064 

68 

77 

78 

Storage batteries 









78 

79 

Lnes 

14,852 

277,902 

190,261 

14,169 

79,853 

287,488 

123,645 

9,313 

79 

80 

Services on customer? premises 

28,655 

926,938 

102,981 

10,936 

69,398 

255,048 

205,299 

17 . 773 

80 

81 

Slretl lighting and signal systems 

4.265 

37.600 

24.405 

757 

10.229 

40. 493 

21.383 


m 

82 

Total operation 

81.845 

■■WIHIHIil 


42.349 

196.350 

■■■ I'ni 1 1 ■ 



la 


Maintenance 










83 

Supervision and engineering 

1,280 

111, 132 

42,712 


20, 574 

44,883 

71,528 

1,743 

83 

84 

Structures and improvements 

405 

51,860 

1,192 


599 

987 

986 


84 

85 

Station e({uipment 

2,181 

217,666 

34,896 

1,915 

24,361 

54,205 

23,623 

16 

85 


Storage battery erjiiipraent 









86 


Overhead system 

8,126 

420,841 

119,904 

12,430 

90,462 

274,256 

179.589 

5, 386 

87 


Underground system 

992 

171,590 

804 



1,062 


51 

88 


Line transformers and devices 

2,128 

77,335 

43,716 

942 

20,558 

44,814 

60,785 

3,559 

89 


Services 

3,923 

123,754 

35,088 

3,431 

13,957 

52,154 

33,048 

4,420 

90 

91 

Meters 

1,419 

52,016 

23,655 

1,373 

7,045 

34,452 

22,824 

1,514 

91 

92 

Inatallaliona on customers premises 

85 







' 162 

92 

93 

Leased property on customers premises 









93 

94 

Street lighting and signal system 




111 

— 

. ^827 

14.909 

797 

94 


Total maintenance 


1,321,492 

318.333 




407, 39V 

17,652 

95 


Miscellaneous 










96 

Rents 

249 

4,862 

780 

622 

5,671 

26,868 

11,125 

2,163 

96 

97 

Joint expenses— Debit 







1,326 


97 

98 

Inmt expenses— Oedit 



768 



11,018 



98 

99 

I ital miscellaneous 


4.662 

11 


■■IKKBI 


p— waisHi 

2.163 

99 

100 

lOTAL Distiubution Expenses 



802.705 





80,934 

lOO 


CUSTOMERS ACC TING AND COLLECTING EXPS 










LOl 

Supervision 

1,046 

55,406 

15,445 


10,479 

24,002 

21,269 

5,495 

101 

102 

Cuslomers contracts and orders 

4,449 

68,296 

21,503 


11,618 

65,836 

13,710 

4,753 

102 

103 

Credit investigations and records 


30,240 

6,563 

48 

3,049 

1,832 

3,280 

49 

103 

104 

Meter reading 

10,353 

166,103 

65,840 

10,785 

37,534 

160,982 

109,449 

5,057 

104 

105 

Collecting 

4,393 

147,607 

41,665 

15,223 

39,666 

131,930 

56,542 

5,960 

10! 

106 

Customers billing and accounting 

12,521 

321,884 

87,603 

10,251 

46,875 

240,332 

126,769 

16,404 

106 

107 

Miscellaneous expenses 

1, 181 

7,318 

14,512 

2 

7,695 

49, 192 

8,237 

4,250 

107 

I 08 

Uncollectible accounts 



1,921 


7,401 


5.274 


108 

109 

Rents 


1.125 


474 

2.184 




109 

no 

Total Custonbrs Accounting and Coll Exps 

33.945 

— ll IW1II 

Him ■ 


166.504 

.. 68Q.,^34_ 

361.340. 

44,570 

110 


SALES PROMOTION EXPENSES 










111 

Supervision 

6,356 

80,519 

21,122 

1,390 

6, 296 

81,094 

55,467 

424 

in 

112 

Salaries and commissions 

13,605 

539,424 

68,033 

1, 238 

13,590 

122,497 

78,946 

4,504 

112 

113 

Darioostration 

3,231 

107,865 

14,599 


9,539 

49, 126 

11,392 

442 

113 

lU 

Advertising 

13,012 

64,309 

22,747 

362 

18,634 

102, 188 

24,402 

7,210 

114 

113 

Miscellaneous sales expenses 

4,266 

62,648 

14,332 

514 

17,835 

76,655 

33,353 

2,440 

115 

116 

Rents 




204 

180 

1,894 

5,919 

1,320 

116 

U7 

Merchandising lobbing, and contract work 







1.191 

1.142 

117 

118 

Total Sales Promotion Expenses 


— lUll III 

140,834 

3.709 

66.076 

■—Tm 1 1 1 

210, 675. 

17.484 

118 


ADMINISTRATIVE AND GENERAL EXPENSES 










119 

Salaries of general olTicers and executives 

23,626 

151,113 

100,632 

12,996 

82, 987 

101,748 

88,771 

8,960 

119 

120 

Other general office silanes 

25,933 

684,341 

,212,490 

24,089 

150, 298 

362,872 

243,231 

10,878 

120 

121 

Expenses of general officers 

3,706 

14,965 

6,814 

4,963 

10,716 

6,619 

6,423 

1,61d 

Ul 

122 

Expenses of general office employees 

899 

11,043 

8,559 

36 

3,305 

16,906 

23,396 

88 

122 

123 

General office supplies and expenses 

14,698 

262, 517 

34,908 

6,196 

25,355 

81,895 

52,515 

3,928 

123 

124 

Management and supervision fees and ^penscs 






60,717 



124 

1?^ 

Special services 

8,744 

7,848 

8,495 

6,255 

10, 111 

42,741 

14,749 

1,047 

12} 

126 

Legal services 

6,395 

1,364 

5,343 

4,509 

8,541 

28,355 

23,032 

5,703 

126 

127 

Regulatory commission expenses 

410 

17,546 

9,011 

362 

1,956 

4,421 

4,847 


127 

128 

Insurance 

2,940 

167,872 

5,651 

10,830 

14,802 

39,902 

31,220 

2,322 

128 

129 

Injuries and damages 

1,975 

52,286 

24,033 


37,005 

46,772 

29,058 

2,660 

129 

130 

Bmployees welfare expenses 

8,102 

160,824 

46,156 

4,284 

38,451 

105,706 

124,943 

1, 430 

130 

131 

Pensions 

3,897 

1, 232,069 

145,054 


92,620 

212,528 


1,055 

131 

132 

Miscellaneous general expenses 

3,756 

285,996 

26,344 

5,254 

33,648 

112, 233 

115,339 

17,080 

132 

133 

Maintenance n' general properly 

1,467 

154,161 

8,540 

660 

25,503 

62,738 

20,579 

97 

ls3 

134 

Rents 




2,244 

1,883 

4,118 

8,182 

1,800 

134 

135 

Commissions paid under agency soles eontraets 









131 

136 

Franchise requirements 








16,200 

136 

137 

Duplicate miscellaneous charges — Credit 


87,454 

18, 504 


19,752 

491 


2,306 

137 

138 

Administrative and general expenses transferred— Credit 

8,717 

26,433 

8,131 


10,648 

118,319 



138 

139 

Joint expenses— Debit 


4,173 

4,260 


4,947 


1,152 


139 

140- 

Joint expenses— Credit 


33.187 







140 

I4l 

1 or / , Administrative and General Expenses 


3,06mi 

619.660 

82.687 

511.737 


— 1 iW 1 1 ■ 


141 


TOTAL ELECTRIC OPERATING EXPENSES 



6.834:314 

733,346 

4.752.068 


PjllllilWlTl 














































STATISTICS OF EUECrRIC UTIUTIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Ekctm Optratmg Expemts 



Southern 

WtSTERM 

WtOH IKS 

PVBL 1C 

UT IL it lES 

SERVICE 

COMPAMY 

CoHPANY, The 


WODUCnoN EXPEMSES 

StClffl [l«W« 

Opcfibod 

Svinruun ind cn|iiiecnng 

Steboa liEci 

Fad 

Vita 

SupplK) icul cxpai5ci 

Total opeitNO 
Munttnioct 

Saptrnjwo UKlonginetnai 
Stnvtiuta ud ifflpnveoait] 
Bciil«pl»Mtquipmwt 

10 Goienliiit isd dconc n^uipnoit 

I] Total mamtnuiifo 

MucdUnocus 

12 RrftJ 

13 Steam froia atbct UuiEO 

14 Steam Imuferml-^jwltt 

I] Joint eapenie — Debit 

jj Joint ejpemei— Credit 

12 Total rmictllineom 

U Tot al PaOMjenoN ExftKsEi— S team foreii 

Hydraulic (OTtr 
Operatmn 

19 SupcToiion and engiocennt 

20 Statioa labor 

21 Water for power 

22 Suppiiea lai eapemet 

23 Total opeiatun 
Maiotcnance 

24 SupervtaOn and eniioceriog 

23 Stiucturs and impisvementi 

25 Keservout, dams, and waterways 

27 Generating and dectrie eepupment 

2> Koadi, raitroada, and bodges 

29 Total maiatenaote 
Muallaoeous 

30 XeoB 

31 Joint eipeiucj— Debit 

32 Joint erpimes— Credit 

33 Total ituacdUoeoui 

34 Tom PaoQuenoN EatnaMsta— Hroanuije Powu 


Supplies and eipeiues 
Total operatioo 
Maintenance 

Sopcrnaion and engmeeiiiig 
Stmetuns and unpioreneiits 
Fuel boUera, pndiieeti and aoesaonea 
Genetating and deetde equipment 
Total maintenance 
Mualhneaus 
lieiits 

Joint eapetisea— Debit 
Joint expeiucs— Oedit 
Total miicelleneoiu 


49 Tot al Paot) Exps — iNTttNALCotci Fnc - Pow 

50 Putchased power 

51 Intciciange power 

52 Other eapefuea 

53 Joint eapenaea— Debit 

54 Joint eapeoies— Ciedit 

55 Total other production 
}6 


TRANSMISSION EXPENSES 
Operatum 

57 Supemaiofi and engmeenng 

58 load dupatdiing labor and capeniej 

59 Stationa 

60 linei 

61 Total opccatlon 

Maintenance 

62 Supctyuioo and cngiMetuig 

63 Structures and unpcovemaits 

64 Statioa equipment 

63 Ovetbead agatem 

66 Underground lyatem 

67 Roads uni tiiila 

68 Total miinlenancc 
Mlacdlaneoui-* 

69 ReOtl 

70 Jouit eapensei— Ddiit 

71 Joint opmaea—Credit 

72 Total mlicdUneoui 


spsaaggpi 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Electric Operating Expenses 




Southern 

Western 

Wyoming 

PUBI 1 C 

Utilities 

Service 

COHPhNY 

Company, The 




DISTRIBUTION EXPENSES 
Operatiofl 

Superviuoa and engineering 
Load dispatching tabor and expeme 
Dutnbutioo affice atpeases 
Sutioiu 

Stonge batte ties 
Laos 

Services (Ml customets premises 
Street lighting inJ signil systems 
Total optntion 
Maintenaiice 

Supervision and engineering 
Structures and improvements 
Station e<iuipment 
Storage batteiy esjuipnxnt 
Overhead system 
Underground system 
Lme transformers and devites 
Services 
Meters 

Installatjans on customers premises 
leased property on customers premises 
Street lighting and signal system 
Total mainlcnince 
MisceltanMus 
Kents 

Jomt expenses — Debit 
Joint expenses — Credit 
Total miscellaneous 


CUSTOMERS ACC TING AND COLLECTING EXPS 
Supervision 

Customers contracts and orders 
Oedit investigations and tKOtds 
Melee reading 
Collecting 

Customers billing and accounting 
Miscellaneous expenses 
Uncollectible accounts 
Rents 


SALES PROMOTION EXPENSES 
Supervision 

Silanes and comitussions 

Demonstration 

Advertising 

Miscellaneous sales expenses 
Rents 

Meichindising, lobbini ird contract votic 


Total Sales Psohotiqn Expenses 


ADMINISTRATIVE AND GENERAL EXPENSES 
Salaries of general officers and executives 
Other general office salaries 
Expenses of general officeis 
Expenses of general office employees 
General office supplies and expenses 
Management and supervision fees and expenses 
Special services 
Legal lervices 

Regulalnry commission expenses 
Insurance 

InjucKl and damages 
Employees welfare expenses 
Peiuioiis 

Miiccllsneous geneni expenses 
Maintenance of general property 
Rents 

Cooimisilons paid under agency sales contracts 
Franchise recpiirements 
Duplicate miscellaiieous chargea— Cndit 
Admmiitntive and general expenses transferred— Credit 
Joint expenses— Debit 

Dint expenses — Credit 


Total AniuiNisTxA'nVE anb Genbrau Expenses 


TOTAL ELECTRIC OPERATING EXPENSES 





486 


533 

) 

2,162 

) 4,143 

1,984 

6,672 

4,579 

189 



mS^\ 




g S 

























SECTION VI 
UTILITY PLANT 





statistics of electric utilities in the united states for year ended DECEMBER 31. 1948 



Alabama 
PqvEP 
Cqm PAN y 


VttUty Plant 

AI»bAmi I AnioioL 


Birmingham Abuona Abi’cna 

PuECTnic Edison Pobep 

Company CoMpAiiy, Inc Company, The 

(4) 


Central 
Arizona 
Light anp 
Power 
Company 


Citizens 

Utilities 

Company 

(E) 


ELECTRIC UnUTY PUNT 
Ucility plAnt in service 
Utilily plAnt Itued to oth«s 
CocstiuLtion work lo pragress 
Utilit) pliof Eeld for future use 
UiiIhj pUtit 3ci]unition iJ]ii!iments 
Unliiy pLint in pctxcss of rerlissification 
Total 

Reserves for dcprccutioa and amortiutian 


GAS LTILITY PLANT 

10 Ltility plant m sen ivc 

11 Utilit) pUnl leased to others 

12 ConstruLlion »orkinpto£iess 

1 3 Utility plant field for future use 

14 Utility plant acipiisitLon adjustments 

10 Utility plant in process of reclassificatiQn 

16 Total 

17 Reserves for depreciation an] amortmtion 

15 Total G ssUTiitTY Plant LessResebves 

OTHER UTILITY PUNT 
ID Utilnj plant in service 

70 Utility plant leased to others 

21 Construction vvork in progress 

22 Utility plant held for I ulurc use 

23 Utility plant aciyuiiitmn adjusunenti 

24 Utility plant in process of ledassiGcation 

23 Total 

26 Reserves for deptev lotion and amortmnori 

22 Total Other Utilits Plant Lfss RESiRvtii 

TOTAL UnUTY PLANT 

28 Utility plant in service 

29 Utility plant leased to others 

30 Construction ^oilc in ptogtess 

31 Utility plant held for Lture use 

}2 Utility plant acquiunon adj luuncnts 

33 Utility plant in process of teclassiScation 

34 Unclassilied and undistriiiuled 

33 Total 

36 Reserves foe depieciation and amottiaation 

37 TOTA L imUtTY PUNT LE 5 S RESERVE 


175,642,130 24,558,261 


9,079,926 

1,909,638 

6,760,219 


73,271 
125,930 
}, 998, 137 
6,692,267 


2,530,388 

454,409 

5.016,945 33.002.147 


Tucson Gas, 
ELEeTR 1 - 
Light a n i 
POWCP 

Com PAN , Tit 


y,L''’ 9 ^iT 5 ^ ij 
'^‘+4 , sou 3 



6,^59,335 

173,413 

, 

9.133.249 

2.908.613 

6.224.635 



DETAIL OF ELECTRJC UTILITY PLANT IN SERVICE AND IN PROCESS OF RBCU5SIFICAT10N 



JNTANGJBa PLANT 
OijpouatiDn 
Frinchises md coDseots 
Misccliincouf intin^lc pli/it 




STFAM PBODUenON PLANT 
Loud and Und rights 
Structures and uDBrovements 
Boiler pluit equipment 
Engines and engine driven genentors 
Turbogenerator units 
Accessory electric equipment 
MiKclkneouj power plant equipment 


HYDRAUUC PRODUaiON PLANT 
Land and land rights 
Structures and iraprovenients 
Reservoirs dams and waterwoyj 
Water wheels turbmej, ind gencfitorr 
Accessory clectnc equipment 
Miscellaneous power plant equipment 

p 1 -,,j -Ji I 


INTERNAL COMBUSTION ENGINE PROD PLAN! 
Lind and land rights 
Structures and improvemenw 
Fuel holders producers and accessories 
Internal combustion engines 
Generators 

Accessory electric equipment 
Miscellaneous power plant equipment 


TofAL Internal Combustion Engine Prod Plant 


TOTAL PRODUCTION PLANT 





1,475,753 

6,383,937 

7,569,398 

6,359,281 

1,594,616 


6,095,191 

6,548,860 

26,026,709 

3,786,919 

3,942,416 

435,228 




$ 

31 


17 



8, 

,808 

13, 

,444 


, 169 

4, 

,010 

1, 

,783 


814 






NR Nor reported 
A Total, heating $695,130, transportation $12,384,907 
B Gas utility plant included with other utility plant 
C Heating utility 

D Includes $15,621 undistributed depreciation reserve 
E Report reflects acquisition of Bancor Gas Co , acquired Nov 28, 194S 


Total, ice $94 277, telephone $234,013, water $952,909 Less 
reserves, ice $71,103, telephone $170,692, water $614,938 
Common ut il ity 

Unclassified internal combustion engine production plant included 
with steam production plant 
1947 DATA 































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 


Utility Plant 

Alabaoia \ ArizoAA 



Alabama 

BiRM I NGHAM 

AR IZONA 

AR I ZONA 

Central 

ClTI ZENS 


Power 

Electr 1 c 

Edison 

Power 

HP I ZONA 

Utilities 

ITEM 

Company 

Company 

Company, Inc 

Company, The 

(fJ 

Light and 
Power 

Company 

(C) 



1 

1 



Com PANT 


DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFICATION— CimifW 



A iTRANSM I SS ION STRUCTURES AND IMPROVEMENTS AND STATION EOUIPMENT 

included with DISTRIBUTION STRUCTURES AND IMPROVEMENTS AND STATION 
EQU I PfIENT 

B UNCLAiSSIFIED ELECTRIC PLANT 


C Report reflects acduisitidn of Bangor Gas Co acouired Nov 29, 
1948 

Dt Includes 424,236 uNCLAssiF lED electric plant retirements 
E See note to) to item 126 

F 1947 DATA ' 


















































CAUSTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Uttbty Plant 


Arkahsas- 

Missouri 

Power 

Company 


Arkansas 
Power i 
Li fiMT 
Company 


Arkansas 
Ut I UIT I E5 

Company 


ArkADUi I CihfeiraiA 


Arklahoha 
CORPORAT I ON, 

The 


C IT- 1 ZENS 
Electric 
Company 


Calipornia California- Coast 

Electric Pacific Counties 

Power Utilities Gas and 

Company Company Electric 

Company 


BLECnUC UTHJTY PLANT 
Ublitjr pilot m semce 
Utiiitf pUat leucd to otfaon 
Cotutnictioa wodc ui pnkgicu 
Utililj pilot iicld lor future me 
UdUtjF plant inpuaboo idputments 
Utility piut in pneeu af raltwiatica 
Total 

Reserres for dcpreoinoo and unoitizitioo 


Total Elictuc Uttutt Plant Lm lUsEiva 


GAS imUTY PLANT 
UtiUty plint in jervice 
Uciiity plut kii«l to otbeis 
Coflstniction »forit IB piostesa 
Utility pUnt held for future me 
Utilily pUnt icqaistbcxi iiljmtmeoti 
Utility pilot in piQceu of KdasuSatioo 
Total 

Racrra for depteoitioa ind imoitnatioo 


OTHER UTILITY PLANT 
Utility pitot m toy tee 
Utility plant leued to otben 
Gmstructioa work in progress 
Utility pilot belt! for future use 
Utility pUnt sciyuuitioci idjustmenti 
Utility pilot 10 process of reeliuificitioa 
Total 

Reserves for deprecutioa lod smmnutioa 


Total Othi* Umlrv Plant Less Ris 


TOTAL UTILITY PLANT 
Utility plint in service 
UlUity pUot leased to otben 
Cwucnictioii Mik in piogiess 
Utility plant held for future use 
Utility plani tcijuuitioo ad|mtnienls 
Uuli^ plant IQ procesa of nclaniiicatioa 
Uaclssufied and undblcibutetl 
Total 

Reserves for depicaaMn and amoitixitioa 


TOTAL UTIUTY PLANT LESS RESERVES 



8,794,212 

1,309,635 

349,163 


82,282,004 

2,974,277 

634,764 

6,793,760 


704,799 

1,273,060 

54,666 


3,604,174 

1,137 


1,819,678 


37,152,465 6,504,841 8,846,352 

1,317,822 199, 235 


1,317,822 


2,210,719 

10,460,525 

42, 266 

E 



1, 462,746 

925, 687 

373 

E 

1.462.746 

284.235 

D 1.178.511 

F ^26 . 060 
379. 593 

10,178,307 

20,232,564 

241, 674 

E 3,500 





DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROaSS OF RECLASSIFICATION 



INTANGIBLE PLANT 
3g Organuatioo 

3P Fnncbiscs and emsents 

<10 Miscellaneoiu intangible plant 


STEAM PRODUCTION PLANT 
Land and land ngbts 
Structures and improveainifs 
Boiler plant eipiipmcnt 
Engines and engine driven genentors 
Tuibogenentor units 
Acccssoijr clettfic equipment 
Miscellaneous power pUnt 


HYDRAUUC PRODUCTION PLANT 



Laod iftd Uad nghts 

17,496 

Structures and improvoneab 

9,076 

Reservoin, daou and waterways 

96,679 

Water wheels, turbines, uid genentors I 

51,508 

Accessory clectnc equipment { 

13,740 

Misreilaoeous power plant equipment , 

Koads, nilroads ini hrtdm 

704 


Total Hydrauuc Pmoducyion Punt 


INTERNAL COMBUSTION ENGINE PROD PLANT 


1,167,568 

1,109,662 

3,935,397 

1,424,459 

247,028 

iaa,539 




$ 

t 

39,866 

5, 

7,095 

5, 


7,286 

92,326 

242,870 

251,705 

25,349 





$ 

10, 573 


2,270 



Not am electric operatino company, electric plant ano property leased 
TO Arkansas Power A Light Co . « 

Total, ice $128,466, water $242,755 Less reserves, ice $38,060, 
water $229 183 

Not am electric operatimg company, plant and property operated under joint 
lease by Arkansas Power 4 Light Co , Oklahoma Gas 4 Electric Co , 

AMD Southwestern Gas 4 Electr ic Co 


D Total, telephone $74,458, water $1,252,632, wholesale gas $20,018, 
COMMON $115,637 Less reserves, telephone $54,836, water 
$1,018,150, WHOLESALE GAS $15,990, COMMON $89,535 
E SEE note (g) to item 34. 

F Total, water $171,494, common $754,566, 

G. Unclassified utility plant acquisition adjustments 
H Plant removed from service Dec 31. 1948 










































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Utility Plant 

AriuniM I Qalifofaw 



Arkansas - 
Ml SSOUR I 
POWCR 
Company 


Arkansas 
Power &. 

Light 

Company 


TRANSMISSSION PLANT 
67 Lind ind land nghts 

Qcanng land and rights of way 
StrucTurea and tmprovemenU 
Station ei^ipment 
Towers and fixtures 
Poles and fixtures 
Overhead conductors and devices 
Underground conduit 
Underground conducton and devices 
Roads and trails 


Total Taansmission Plant 


DISTRIBUTION PLANT 
Land and land rights 
Structures and improvements 
Station ecjuipment 
Storage battery er^uipmcnt 
Poles towers and fixtures 
Overhead conductors and devices 
Underground conduit 
Underground conductors and devices 
Line transformers 
Services 
Meters 

Installations on customers premises 
Leased property on customers premises 
Street hahtlnc and signal systems 


Total Distribution Plant 


ADDITIONS 

1 10 Intangible plant 
Production plant 

1 1 1 Steam pr^uction plant 

112 Hydraulic production plant 

11 } Internal combuslion engine production plant 

1 U Total production plant 

IH Transmission plant 

116 Distribution plant 

117 General plant 

118 Total Electric Punt Adoitions 

RETIREMENTS 

1 19 Intangible plant 
Produebon plant 

120 Steam production plant 

(21 Hydraulic production plant 

122 Internal combuslion engine production plant 

123 Total production plant 

l2d Transmiaalon plant 

12 } Distribution plant 
126 General plant 


NET ADDITIONS 

128 Intangible plant 
Production plant 

129 Steam pr^uctlon plant 

130 Hydraulic production plant 

131 Internal combustion engine production plant 

132 Total production plant 

13 } Transmission plant 

134 Distn'bution plant 

133 General plant 


Not an electric operating company] electric plant and property leased 
TO Arkansas Power 4 Light Co 

Not an electric operating company, plant and property operated under 
joint lease by Arkansas Power 4. Light Co , Oklahoma Gas &. Electric 
C o , AND Southwestern Gas 4 Electric Co 


Includes *668,900 und i str i but ed electric plant solo 
SEE note (C) to item 126 


















































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

IJttbty Plant 

Califsnui I Colsndo 


PACif IC 
Gas and 
Electr ic 

COHPAHY 


San Di eso 
Ga 5 & 
Elects IC 

COHFANT 


Southern 

California 

Edison 

Company 


Vallejo 
Electric 
Lfoht and 
Power 
Company 


Colorado 

Central 

Power 

Company 


Frqnti er 
Power 
Company 


Home 
Gas and 
Electric 
CoHPANYj The 


PUBL I c 
Service 
Company or 
Colorado 


ELEOrWC UmiTY PUNT 
Uhbtj plint in Ktvec 
UhhlY pUnt leutd to otbm 
Coojtirurtion i«i(t m pKgita 
Utilrty plant hcM for future ujc 
Utilitp plant utpiintiofi adjiutnunta 
Utility plant m ptotesa of ttcliuifcaium 
Total 

Rtxrfts for deprecialtoo and amortmtioo’ 


GAS urriJlY PLANT 

10 Ulility plant m senicc 

11 Utifiiy plaet Icued to otfaera 

12 Cnnsiniilion»oitinptO|tt 5 s 

13 UiSt; pbet lurd for future UK 

lA UeiStypEmtirquairjaD adjustment] 

13 UtiBryplintin psottatof teclaBikation 

IS Total 

17 Kcaetvei fnr Jeptttulioii luiti imotlintian 

jg TOTAL Gas Unurv Punt Lem Risa\a _ 

OTHER mUlTY PLANT 
15 Uriflly plant in Kmct 

20 Utifity plant leased to olheta 

21 Construction wntlc cn ptopess 

22 Utility plant held for future use 

23 Utility plant acquisition id{usicnent3 

2^1 Utility plant in pvctu a! tetkialkition 

23 Total 

2 S Reserves for deptec sati on and amottmtion 

27 Total Othm UTiunY Punt Lem Rouivm 

TOTAL UTILITY PLANT 
23 Utility plant in service 

29 Utility plant leased to otlien 

30 Construction wort in projtesi 

31 Utility plant held for future use 

32 Utility plant acquisiaon adpiatnents 

33 Utility plant in pcocess of rectassidcation 

34 Unclassi&ed and andistsnbuted 

35 TtJtAL 

36 Reserves for depieaalion and imortisanoa 

37 TOTAL UTTUTY PLANE LESS RESERVES 


337,047,879 54,036,930 454,866,123 1,764,371 3,628,155 3,404,597 3,292,196 67,167,593 

Q1 qf;a '77'A ? 26.861.933 165,348 29,024 2,711,824 


91,954,773 2,515,398 26,861,933 

62,150 2,341,778 

707,881 3,763,453 


16,389,257 

246,730 

581.534 


18,681,688 4,577,373 



5, 284,000 


29,024 2,711,824 

187,318 
D 


20,413,244 10 



75,003,560 

454,866,123 ! 

1,764,371 

! 

3,628,155 

! 

3,627,588 

3, 292, 196 

2,769,192 

1,289,415 

26,861,983 

2,341,778 

3,763,453 



165,348 

84,784 

29,024 


118, 882 

13 



3,671,398 ‘P 

20 

141,797 


187,318 51 
D 32 



DRTAII OF ELECTRIC UTIUTY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFiaXION 




INTANGIBLE PLANT 
Otganualioti 
Franchises and consents 
Miscellaneous intanyble plant 


STEAM PRODUCTION PLANT 
Land and land iijhts 
Stnicturcs and improvements 
Boder plant equipment 
Engines and engine driven geneiatois 
Turbogenerator units 
Accessory electric equipment 
Miscellaneous power plant equipment 
49 i Total Steam PaonuenoN Plant 


HYDRAUUC PRODUCTION PLANT 
30 Land and land rights 

51 , Structures and improvements 
32 ReKWOirs, dams and waterway] 

53 Water wheels turbines, and generators 

54 Acreosoty electnc equipment 

55 Miscellineouj power plant equipment 

34 Roidl mltoadi and bridges 

37 Tjt al HviutAtjLic PaoDuenoN Plant 

internal combustion engine prod plant 

59 Land and land righls 

59 Stmetures and improvements 

SO Fuel holdctsTpiodurers, and icccssocies 

61 Internal combustion engines 

62 Generators 

63 Arcessoty electnc cqutpiMfit 

64 Mlicellsneoui power plant equipment 


total production plant 


NR Not reported 

A Total, heatihb $1,021,473, water $6,515,434 commom $19,674,167, 

0 iMCLUffEsr $14,560,846 cost of acouisition im excess or historical 

COST ap WfOPERTIES ACOlilREO 

C Total, he-vtiimo $273,863, common $4,310,574 Less reserves, hlatins 
$142,670;; oammon $2,870,256 


1,160,383 
473,729 51 

6,967,118 52 
868,975 53 
319,890 5^ 
66,754 55 
36 


58 

59 

17,366 ^ 
185,681 
27,624 ^5 
11,775 ^ 


D See note (F) to item 34 

E Heating $574,974, transportation $36,204, common $3,202,017, 
F Unclassificd utility plant acquisition adjustments 

































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Utility Plant 



California I Colonilo 


San Di eigo 
Ga5 a 
El ECTR I c 
CoMPANy 


Southern Vallejo Colorado Frontier 

California Electric Central Power 

EorsoN Light and Power Compant 

Company Power Company 

Company 



Gas and Serv i ce 

El E CTR 1 c Company of 
Company, The Colopaoo 





UpJeffifOund conduflors ifld device! 
Road:i And trails 


Totm Transmission Plant 


DISTRIBUTION PLANT 
Land and land rights 
Structures and improvements 
Station equipment 
Storage battery equipment 
Poles towers and fixtures 
Overhead condurtors and devices 
Underground conduit 
Underground conductors and devices 
Line transformers 
Services 
Meters 

Installations on customers premises 
Leased property on customers premises 
Street Itchtini! and signal sv stems 


Total Distribution Plant 


GENLRAL P 
Land and land rights 
Structures and improvements 
Office furniture and equipment 
Transportation equipment 
Stores equipment 
Shop equipment 
Laboratory equipment 
Tools and work equipment 
Communication equipment 
Miscciiancou! equipment 

Subtotal GrNtttAL Pl^ni 
Other tangible property 
Electric plant purchased 
Electric plant sold 

Dorutmns in aid of construction—Credit 


Total Gcneral Plant 


TOTAL ELECTRIC PLANT IN SERVICE AND IN 
PROCESS OF RECLASSII ICATiON 


DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFICATION— Ow/mi/Ad’ 


13,933,800 
642, 624 
4,546,028 
33,893,757 
14,785,175 
3,870,218 
20,037,063 
14, 285 
41,905 
1.804.747 





1,819,804 

5,252,416 

31,467,828 

32,764,080 
27,328,992 
3,993,542 
3,370,603 
36 022,904 
9,257,207 
15,868,748 
9,963 





iwmm iJLU I 



BBWkklWSa] 1 

1, 250, 683 

57,338 

7,225,476 

115,788 

1,470,637 

41,517 

3,204,219 

45,941 

704,122 

1, 143 

852,479 

892 

6,248 

1,354,251 

3.732.644 



■ I H 1 1 B li ■ 


680,629,727 1 54,036.930 | 454.866.123 I 1.764.371 



441,639 

Ii? 

141,978 

68 

73,974 

69 

1,305,246 

7U 

884,150 

71 

531,065 

12 

1,725,344 

73 




553,514 

7y 

203, 

338 

4,449,795 

HO 




SI 

815, 

724 

4,401,179 

82 

791, 

226 

4,2rjO,567 

«3 



341,549 




372,526 


630 

449 

3,980,822 

86 

233 

662 

1,328,559 

87 

289 

456 

2,792,593 

an 



54.464 

89 



ADDITIONS AND RETIREMENTS OF ELECTRIC PLANT 


ADDITIONS 
Intin);iblc pUnt 
Proiiuclion plant 
btcam protluLtion plant 
H)Jraiiljc production plant 
Inletnal combustion engine ptoJuction plant 
Total pcotluction plant 
Tranunicston plant 
Distnbulinn plant 
General plant 

Tot/cl ELLcTitir Plant Adoitions 

RETIRhMLNlS 
Intangible plant 
Ptoduition plant 
blcam production plant 
Hjdtaulic production plant 
Internal combustion engine production plant 
Total production plant 
1 rammission plant 
Distribution plant 
General plant 

TtaTALLLruitirPiANl RhTiitPMl'Nns 

NET ADDITIONS 

Intangible plant 
Productinn plant 
Steam producrlon plant 
Hydraulic production plant 
Inlernal combustion engine production plant 
Total production plant 
Transmisiion plant 
Distribution plant 
General plant 


27,084,493 

21,492,551 

3.947 



5,224,520 22,559,468 

3,058,171 


■aaraifJKgBlI 


8,453,143 

34,987,017 

1.901.376 


i|iW U W li'ilBMill I 




807 

48,142 

2,847,575 

178,715 



914,592 

4,708,162 




102,475 890,620 

549,227 9,201,838 




17,764 


(2,675) 

NR 

5,176,378 

19,711,893 

NR 

2,879,456 

NR 



47.008. 103 

—wffgn 




1,343,894 

4,326,738 

13.623 


NR Not reported 
A Unclassified electric plant 

B Represents unclassified retirements $14,777, less unclassified electric 
PLANT $13,992 


t 

i 

t 

i 


1,173 


115 


727 


80, 235 




606,354 


727 i 


686.590 


C INCLUDES $13,818,320 unclassified additions 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAE. ENDED DECEMBER 31, 1948 

Jjultty Plant 

Cotorado [ Copnecucut m , - , — i i 


SoUT HERN 
CoiDRADO 
Power 
Company 


Western 

Colorado 

Power 


Connecticut Connecticut Danbury and 

Licht and Power Bethel Gas 


Derby 
Gas and 


Company, The Company, The 


Company, The and Electric Electric 


HARTPoRO 

Electr I c 
Light 


Light 

Company, The 


Company, The Company, The 


Com pany, The e 


2,568,516 3,957,719 41,211,179 1,159,405 

197,215 145,522 4,406,690 18,894 



ELECTRIC UnUTY PLANT 
LltJity plant m attVKi 
Utility plant leased la others 
Coflitmction writ in progress 
Utility plant held for fuhue use 
Utility plant iLipiisitJoa ad|ustmcnts 
Utility plant in ptoceas of tedastification 
Total 

Reseres for deptecoligo and intortitatioo 


GAS UTIUTY PLANT 

10 IftilKy plant in strvia 

11 Utility plant leased to ethers 

12 Conslniction work in progress 

13 Utility plant held for future use 

H Uulity plant i£t[ui5ition adjustinenti 

1 5 Utility plant iii process of reclassification 

16 Total 

17 Reserves for depreoatioo and ainotlsgtiM 

18 Total Gas UTiun Plant Less Reseives 

OTHER UnLITY PLAOT 

19 Utility plant tn service 

20 Uulity plant leased to otheti 

21 Construrtion work in ptogttis 

22 Utility plant held for future use 

23 Utility plant ictjuisilioh idjusunents 

24 Uulity plant ra process of rrclasiificatioii 

25 Total 

25 Reserves for deprccutiotl and amorttzatton 

27 Total Ontsa UnLirY Plant Less Rlservbs 

TOTAL UTIUTY PLANT 

28 Utility plant m service 

29 Utility plant leased to others 

jq Constniction woHe in ptogress 

31 Utility plant held fflf future use 

32 Uulity plant ictjuisiuoii ad|u«iitenu 

33 Uulity plant in ptocess of reclaaiilkition 

34 Unclassified and undisttibuled 

35 Total 

36 Resesvw for depfecialioa and amortualion 

17 Total unuTY PLANT LESS RESERVED 


12,855,566 

3,517,549 

6,551,610 

45,362 

113,277,166 

15,064,367 

644,267 

9,364,319 

37,193,406 

2,616,584 

43,323 

51,846 

4,214,615 

237,076 

6,260,251 

63,005 

165,890 

6,547 

41,211,179 

4,406,690 

1,265,675 

20,082 

■ 16.373 .''US" 

4.456,883 

TOlftSsS' 

~~g:S'9g~.97T 

22! Boa! 34$ 

116,341,770 

39,905,1^' 

l0!267!4gr 

■ sr:?5!r69r 
9$0,53'6 
OSOST" 

6. 495. 1^9?' 
i.^l6.3^ 
4.969.351 

" 45.617.87(3 
11.122.703" 
34.495.166 

236.078 

1.049,679 


DETAIL OF ELECTRIC UTIUTY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFICATION 



INTANGIBLE PLANT 
39 Organiiation 

39 Frarchisei and temients 

40 MisceUaneousiotingiblepUnt 



4 

3,625 

39,204 

1 

2,466,937 

t 

15,000 

3,598 



18,598 


STEAM PRODUCTION PLANT 

42 Land and land nghts 

43 Stnjctures and improvements 

44 Boilcc plant etjuipment 

45 Engines and engine driven genetators 

46 Turbogenetator units 

47 Accessory elecliic erjuipraent 

49 Miscellaneous power plant equipment 


77.993 

747.814 
1,454,828 

153,550 

1,163,961 

277.814 


14,606 

212,527 

726,929 


NR Ndt reported 
A , Transportation utility 

B Total, water $970,432, lidueeied petroleum gas $11,086, 


3,512 

6,851,306 

7,927,911 

5,404,410 

1,848,118 




Report reflects acouisition of The Torringtoh Electric Light Cq 
acquired Apr 30, 1947 
Heating Ut il ity 
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STATISTIG OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Utthty Plant 

Colorado I Coonecticut 


Colorado 
Conrtoc trout 



Southern 

Western 

Connect icut 

Connecticut 

Danbury and 

Derby 

Hartford 

Myst 1C 

L 


Colorado 

Colorado 

Light and 

Power 

Bethel Gas 

Gas and 

Electr j c 

Power 



Power 

Power 

Power 

Company, The 

AND Electr 1C 

Electr ic 

L IGHl 

Company, The 

E 


Cohpahy 

Company, The 

Company, The 

(A) 

Light 

Company, The 

Company, The 








Company, The 




B 



Land and land right] 

Structures and improvements 
Office furniture and equipment 
Transportation equipment 
Stores equipment 
Shop equipment 
Laboratory equipment 
Tools and work equipment 
Communication equipment 
Miscellaneous equipment 


SUBTOTAt GHNEBAL PuNT 


Other tangible property 
Electric plant purchased 
Electnc plant sold 

Donations in aid of construction — Oedit 


Total Gsneral Plaiut 


TOTAL ELECTRIC PLANT IN SERVICE AND IN 
PROCESS OF RECLASSIFICATION 


ADDITIONS AND RETIREMINTS OF BUCTRIC PLANT 


ADDITIONS 

110 Intangible plant 
Production plant 

111 Steam production plant 

1 1 2 Hydraulic production plant 

1 1 5 Internal combustion engine production plant 

1 14 Total production plant 

115 Transmission plant 

116 Distribution plant 

H7 General plant 

US Total Electric Punt AppmoNi 

RETIREMENTS 
119 Intangible plant 
Production plant 

170 Steam production plant 

121 Hydraulic production plant 

122 Internal combustion engine production plant 

123 Total production plant 

124 Transmission plant 

125 Oistnbution plant 

126 General plant 




NET ADDITIONS 

128 Intangible plant 
Production plant 

129 Steam production plant 

130 Hydraulic production plant 

131 Intemil combustion engine production plant 

132 Total production plant 

133 Transmission plant 

134 Distribution plant 
133 General plant 



4 

4 

4 

4 

561 




768,252 

5,289,367 

112,253 

8,918 

7,867 

16,616 

5,720 





(341) 




492 


3,560 

726,447 

7,375 

5,038,052 

15,976 

99,413 

4,391 

(36,729) 


118,039 



155,090 

22.303 



Report reflects acquisition of The TorRinoton Electric Light Co , 
ACQUIRED Apr 30, 1947 


























































Confi. OelawArc 
D^C. Florida 


STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Vttkty Plant 

Conntoicat I Dd»i«« 1 Diwiet of Cblumbu | Floml* 


United 

kt-UHIN^t ING 
CoMP/kHv, The 


Del*u»he 
Power & 

L IGHT 
CoHPAur 


Potomac 
Electr I c 
Power 
C oHPAur 


rcoRiBA 

Power 

CoRPORAT ION 


ftOR lOA 
Power fi. 

Light 
COMPAN y 


PlOR I DA 
PUBL 1 C 
UTILITIES 
CoMPANT 


GULf 

Power 

Company 


Tampa , 
Electric n 
Company E 


ELECnUC imUTY PLANT 
L/I'iIi <7 plant to ntvra 
Utility plant lostd to othcn 
Coostntttion wodt la ptogroi 
Utility plant lieU for future uK 
Utilny plant acijuiMtwn jd|uslm«its 
Utility plant in precca of reclassifcatron 
Total 

Rcsttv cs for dcptcrution and amomaboo 


Tot/l EtRCTiic Umnv Plaht Lesj iaEtvTs 


G/S UTfUTTPUNT 

10 Utiliiy plant m service 

1 1 Utility plant leased In others 

11 CcHistruaioa woA in process 

13 Utility plant held lot future use 

U Utility plant acquisition adiustments 

15 Ul ility plant in process of rcclassihcatioa 

IS Total 

17 Resen ei for deprecialioo and anwftnation 
tS 


60,051,931 22,901,299 130,910,723 51,589,195 

2,314,299 1,974,019 406,091 1,270,775 

335,524 251,557 7,727 

2,503,101 853,632 


OTHER UTIUTT PLANT 

19 Utlity plant m service 

20 Utility plant leased toothers 

71 Coiutsuction woiL in progress 

27 Utility plant held (or future use 

23 Utility plant acquisitioci adjustmeoa 

24 Utility plant m process of teclaasification 

25 Total 

2S Reserves for deprecution and amoiliiation 


TOTAL UTILITY PLANT 
23 Utility plant m service 

29 Utility plant leased to others 

30 Ctmstruaion woA in pragrtsa 

31 Utility plant held for future use 

32 Utility plant acquisition adiustmenls 

33 Utility plant in process of recfassilicatioa 

34 Unclassihed and undistributed 

33 Total 

3 (i Reserves for depreciattoo ui atnomtatiofl 

37 TOTAL UnUTY PLANT LESS RESERVES 



DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF RECLASS IFiaTION 



INTANGIBLE PLANT 
33 Or^iZAboo 

39 Franchises and cofuents 

4a Miscellaneous mtangtbie ptaat 

11 Total Intangible Plant 

ST£AM PRODUCTION PLANT 
Land and Und nghts 
Stnicturci and improvemcnis 
Boiler plant ^uipment 
Engines and engine driven generators 
Turhogencf2lor units 
Accessory elettnc equipment 
Miscelianeous pow<f plant e^uipcnent 



INTERNAL COMBUSTION ENGINE PROD PUN! 
Land and land rights 
Structures and improvcricnts 
Fuel holders producers and accessories 
Internal combustion engines 
Generators 

Accrtsoiy elcctnc etjuipmcnt 
Miscellaneous power plant es^uipment 


Total Internal Combustion Engine Proo P 


TOTAL PRODUaiON PLANT 



} 

t 

250 

11,643 

477 

250 

12.120 

488,433 

7,855,503 

15,088,139 

349,623 

3,523,766 

5,803,242 

12,649,975 

7,814,473 

6,038,358 
1,377, 082 




NR Not REPoi?TE:D 

A Common utility Ice properties sold during 1948 
B Original cost studies indicate approximately $10,000,000 hay be 

JNCLUDIBLE IH ELECTRIC PLANT ACQUISITION ADJUSTMENTS 


C Water utility (ce utility solo Dec 31, 1948 
D Gas utility sold Apr 26, 1948 
E Ice utility Water utility sold Sept 30, 1948 








































STATISTICS OF ELECTRIC UTIUTIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Utthty Plant 





of Columbia Flonda 


Potomac 

Electric 

Power 

Company 


Florida 

Power 

Corporation 


Floh ioa 
Power & 
Light 
Company 


FloR tOA 

Gulf 

Tampa 

Public 

Power 

Electric 

Ut 1L IT 1 ES 

Company 

Company 

Company 




DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFICATION— 0)h</W 


TRANSMISSSION PLANT 
Land and land nghtt 
Cleanng land and nghtJ of way 
StniCtuiea and rniprovanenU 
Station ccjuipment 
TowCK and fistura 
Poica and liatuKi 
Ovuhead ronducton and devices 
Underground conduit 
Underground conductors and devices 
Roads and trails 


Total TaanshBSION Plant 


3,523 

476,352 



241,366 

223,925 

222,320 

261,223 


616,439 

215,193 

49,030 

617,299 

718,747 

919,788 

1,285,550 

46,825 

1,221,685 


580,265 

653,404 

290,871 

3,746,459 

761,159 

1,441,266 

3,160,250 


Mfl'IT 1' I'llT m 



AL PLA 
Land and land rights 
Structures and improvements 
Office furniture and equipment 
Ttamportation equipment 
Stores equipment 
Shop equipment 
Laboratory equipment 
Tools and work equipment 
Communi atioA equipment 
Miicellaneous equipment 

Su>totalG8NEAal Plant 

Other tangible property 
Electnc plant purchased 
Electric plant sold 

Domtioni in aid of construction — Credit 


Total Ceneaal Punt 


TOTAL ELECTRIC PLANT IN SERVICE AND IN 
PROCESS OF RECLASSinCATION 






888,136 

101,420 

2,948,926 

398, 887 

680,061 

326,522 

618,218 

620,207 

81,739 

16,447 

79,865 

30,741 

229,853 

57,421 

257,374 

45,166 

i305,124, 

229, 196 

7.780 

31,492 



0,061.930 

22,901,299 

130,910,723 1 

51.589.195 


ADOmONS 

110 Intangible plant 

Produebon plant 

1 1 1 Steam pr^uction plant 

1 1 2 Hydraulic production plant 

1 1 } Internal combustion engine production pUnt 

114 Total production plant 

1 1 A Transmission plant 

116 Distiibution plant 

117 General plant 


RETIREMENTS 

1 19 Intangible plant 
Production plant 

1 20 Stcarfi production plant 

121 Hydraulic production plant 

1 22 Internal combustion engine production plant 

123 Total production plant 

114 TransnUSSi^ plant 

123 Distribution plant 

126 General plant 




NET ADDITIONS 

128 Intangible plant 
Production plant 

129 Steam pt^uction plant 

Hydraulic production plant 
Internal cornbuslion engine production plant 

Total production plant 

133 Transmission plant 

134 Distribution plant 

135 General plant 

136 Total Electaic Punt Net Ad 


ADDITIONS AND RETIREMENTS OF ELECTRIC PLANT 


7,330,154 7,040 668,880 3 



7,040. 

668. aao.. 

■ 1 B 1 mil 1 

J 

888,102 

2,029,540 

444,020 

7,465,745 

1,452,428 

3,079,524 




Includes i248,.733 unclassified electric plant 
Includes $45,140 undistributed electric plant 


C. See note (B) to item 117 
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STATISTIG OF ELECTRIC UTILITIES IM THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Vttbiy Plant 


Geors I a 
Power 

COHPANV 


Georsia 
Power ano 
Light 
CoHPA«y 


Savannah 
Electric and 
Power 
Company 


Idaho 

Power 

Company 


Central 
Illinois 
Electric ano 
Gas Co 


Central 

Illinois 

Light 

Company 


Central 
Illinois 
PUBL I c 
Service 
Company 


Commonwealth 

Edison 

Company 


ELECTRIC UnUTY PLANT 
Uuliiy plant m service 
Utilitjr plant kiied to othm 

CMSttucnon w* m pro^nss 
Utiliqr plant held Tor iutute use 
Utility plant Kijiiismon Adjiutmeno 
Utility plant m pioceM of retUsnicautin 
Total 

Rcseives for depreciation and amoftiaation 


GAS UTIUTV PLANT 
Utility plant in scnice 
Utility plant Icaicd to otbett 
Construction work m ptojtess 
Utility plant held for future use 
Utility plant ictjuisitioo ad]u 5 Upoite 
Utility plant lu process of reclassifkation 
Total 

Reserves for deprcnatioo and imortiaation 


Total Gas Utiutv Plant Less Reseives 


OTHER UTIUTV PLANT 
IP Utility plant in service 

20 Utility plant leased to others 

21 Cnnstniction work m progress 

22 Utility plant held for future use 

23 Utility plant acqiusilioa adjastinents 

24 Utility plant in process of reclassiScation 
2J Total 

2 fi Reserves for dcoreciation and amottization 


Total Othm Utiuty Plant Less Reserves 


TOTAL UnUTY PLANT 
Utility plinl in service 
Utility plant leased to others 
Consttuction work in progress 
Utility plant held for future use 
Utilsty plant scipiisiaon adjustments 
Utility plant in process of redasssEatioa 
Unclassified ind undistributed 
Total 

Reseives far depreciation and amerwattoa 


TOTAL UnUTY PLANT LESS RESERVES 


12,705,259 58,243,176 15,004,815 35,264,778 91,331,382 490,941,288 

fi 1,556 729 12,144,877 8,060,683 6,411,763 4,774,667 31,076,CX)6 

^ ' 40^934 

2, 155,624 5, 207,703 2,758,888 G 



5,837,563 

1 

9,903,671 

1 

5,386,280 

4,142 


81,245 

627,096 

1,613,873 

G 



214,009,797 6,942,905 12,705,258 58,243,176 23,694,194 48,246,872 96,831,619 490,941,288 

^ 335 369 

6 494^595 42,478 1,556,729 12,144,877 8,176,761 6,411,763 4,855,913 31,076,006 

10!798,979 40,934 

24,300,000 2,155,624 5,834,799 4,372,761 



DETAa OF ELECTRIC UTIUTY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFICATION 




INTANGIBIE PLANT 
38 Otganustion 
39' Fianduses and consents 

AQ Miscellancoiu intangible pl^ 

41 


STEAM PRODUCTION PUNT 

42 Lanai and land rights 

43 Structures and improvements 

44 Boiler plant eijuiptneot 

43 Engines intl engine dnven genentars 

4 £ Turbogenerstor units 

47 Accessory clectrK cijuipinent 

Miscellaneous power plant 


Total Steam Production 


i 


HYDRAUUC PRODUCTION PLANT 

30 Land and land rights 

3 1 Stnictures ind iinpiovements 

37 Reservoirs dams, and witerSvays 

33 Water wheels, turbines, and generitors 

34 Accessory electnc etjuipment 

33 Miscellaneour power plant equipment 

36 Rotds, tsilrosds, and bnd 


iRfl'IifillHHitiSnilnWUllBitJ 


198,752 

6,950,668 

12,658,368 

4,111 

10,946,294 

2,436,758 

400.132 




3,552,950 
4,670, 203 
23,304,606 
6,883,320 
1, 232,451 
385,909 
240.062 


INTERNAL COMBUSTION ENGINE PROD PLANT 
3S Land and land rights 

3; Structures and improvenents 

60 Fuel holdets. psoducers and accessories 

il Inlrmtl combustma cogfnts 

67 Genertunts 

63 Accessoiy electric equipment 

64 Mucellaneoua power plant^uipnieiit_ 


A Gas utility solo Aus 13, 1948 

B Total, HEAiiNa $1,698,231; transportation $10,710,109. Less reserves, 
ncatine $884,641, transportation $5,350jI15 
E Heating $710,811, transportation $1,224,050, water $1,028,891 



10,338 

79,751 

382,370 

356,609 
’ 71,641 
2.903 


264, 528 
1,534,085 
1,360,376 

1,303,680 

708,850 

17.185 





t 

t 

i 

16,975 

33,233 

145,018 

57,499 

47,416 



128, 124 
570,658 
1,735,211 

1, 024,650 
566,745 
78.030 

714,060 

3,447,084 

4,741,644 

273,390 

4,007,174 

2,026,451 

141.705 

145,706 

7,219,711 

9,974,789 

7,193,843 

2,009,613 

364.303 

4,098,249 
52,680, 279 
63,786, 292 

36,211,429 

32,786,7'!! 

2,290,573 

ini [ n rn 

15,351.310 




1,467 , 482 
4,096,630 
9, 450,380 
4,270, 195 
826,902 
42,666 
71.450 

151,673 

9,239 

124,221 

96,180 

243 

mmmsm 

381.558 

628 

51,799 

7,348 

4,955 

109,770 

93,540 

27, 135 

6,546 

15,853 



mssiEm 



Total, heating $2,477,855, common $600,567 Less reserves, 
$1,145,639, COMMON $390,078 
See note (J) to item 34 

Heating utility. Water utility solo Oct 31, 1948 
Unclassified utility plant acquisition adjustments. 















































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Utility Plant 

Gcorgit I Idiho I Illmou 



Georg i a 
Power 
Company 


Georg i a 
Power ano 
Light 
Company 


Savannah 
Electric and 
Power 
Company 



Central Central 

Illinois Illinois 

Electr ic and Light 

Gas Co Company 


Central 
Illinois 
Public 
Serv ice 
Company 


Gear|u IdAho 

IIluioii 


Commonwealth 
Ed I SON 
Company 


DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFICATION— 


TRANSMISSSION PLANT 
67 Lind and land rights 

Clearing land and rights-of way 
Structures and improvements 
Station ecjuipment 
Towers and fixtures 
Poles and fixtures 
Overhead conduaors and devices 
Underground conduit 
Underground conductors and devices 
Roads and trails 


1 


2,986,666 
894, 142 
595,053 
11, 191, 399 
3,661,854 
4,660,339 
10,816,169 
181,314 
181,087 
34.644 


vaKSOBta] 


Total Distribution Plant 


AL PLAN 
Lind and land rights 
Structures and improvements 
Office furnitute and ec]uipment 
Traniportation equipment 
Stores etjuipment 
Shop equipment 
Laboratory equipment 
Tools and work equipment 
Communication equipment 

Miscellaneous equipment 

Subtotal General Punt 
Other tangible property 
Electric plant purchased 
Electric plant sold 

Donations in aid of construction — Oedit 


Total Gbneral Plant 


TOTAL ELECTRIC PLANT IN SERVICE AND IN 
PROCESS OF RECLASSIFICATION 



278,617 

292,848 

3,382 

1,771,748 



DISTRIBUTION PUNT 

Land and land rights 

980, 896 
1, 298,340 

39,984 

65,356 

57,402 

Structures and improvements 

1,695 

2,822 

368, 157 

Station equipment 

18,572,788 

370, 110 

629,087 

5,250,099 

Storage battery equipment 

Poles towers and fixtures 

14,504,604 

743,603 

996,254 

6,174,453 

Overhead conductors and devices 

13,856,023 

793,528 

1,327,937 

4,089,754 

Underground conduit 

2,921, 570 

248 

303,762 

373,896 

Underground conductors and devices 

2,218,923 

589 

626,341 

358,083 

Line transformers 

12,970, 196 

582, 165 

946,411 

5,096,518 

Services 

6,422,560 

228,798 

607,346 

1,200,240 

2,105,650 

Meters 

a, 561,237 

509,805 

739,524 

Installations on customers premises 

Leased property on customers premises 

Street lighting and signal systems 

1.899.164 

90.864 

32,234 

237.836 

273.602 



276, 247 
41,811 
34,008 
693,894 
346,313 
173,591 


1,473,657 
697,299 
103,945 
6,764,169 
998, 280 
5,245,322 
7,193,041 


2,790,411 67 
253,015 68 
3,436,379 69 
21,981,809 70 
4,112,229 71 

72 

3,450,76 4 7J 
74 

10,053,703 73 
58.694 76 





ADDITIONS 
Intangible plant 
Production plant 
Steam production plant 
Hydraulic production plant 
Internal combustion engine production plant 
Total production plant 
Ttinimission plant 
Distribution plant 

General plant 

Total Electric Plant AmotnoNS 
RETIREMENTS 
Intangible plant 
Production plant 
Steam production plant 
Hydraulic production plant 
Inicrnal combustion engine production plant 
Total production plant 
Transmission plant 
Dutribution plant 
General plant 

Total Electric Plant Retirements 
NET ADDITIONS 
Intangible plant 
Production plant 
Steam production plant 
Hydraulic production plant 
Internal combustion engine produchon plant 
Total production plant 
Tranunission plant 
Distnbutlon plant 
General plant 
Total Electiuc P 


mkUfkLUffRVIUllJ. 


ADDITIONS AND RETIREMENTS OF EUECTRIC PLANT 


11,752,625 

15,630 


i 

t 

t 

$ 

626,928 

114,280 


164, 137 

127 


4,065,130 

28,850 

190,768 


637 







123,332 I 4,960,773 I 1,635,048 
1,535,180 2,795,240 17,614,261 

98.552 











2,000 


37,964 
20, 480 

43,282 

127 

10,015 

864,294 

1.385 

4,057 

67,803 

766 




1,200 

150,364 

61,604 

267,434 

141,394 

15.S33 

55,665 

22.564 



15,651 

293,343 






766 I 376,124 |'20 


216,598 

454,119 1 1,571,719 


14,077,002 2,851,773 


ElVArJlMKlI 


4,744,181 1,476,549 

2,341,121 16,042,542 




A UNCLRSSirlED RETIRENCNTSf 

B Includes $3, 957,184 unclassified retirement 




























































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDEI> DECEMBER 31. 1948 

Utihty Plant 


electric imUTT PLANT 

Uclirfy pUftt « Mfviu 
Utility pliitf Icficd to others 
CoojtmcnoQ work m p/o^wi 
Utility pUnt bdd im fubire use 
Utility pilot icr^tioo djustfoents 
Utility plaoi m pnx «5 of feciisii&ation 
Total 

Reserves for deprecratioA uid unortuation 




GAS imUTY PLANT 
10 j UlilitT pto HI Jtmee 

11] Utility plant ItatJioadiefj 
Coojtroaiofl wotfcw.pms'^ 

Utility plant helil lot hutaame 
Utility plant jcquuituKi adjnstotnta 
Utility plant in pnxcsi of wluaiUcation 
ToTia 

Xcxrva /or dopitciation and amortiaation 




TOTAL UTILITY PLANT 
23 Utility plant in tenice 

Jp Utility plant leawd to others 

30 Constiucticn wsilc in progress 

31 Utility plant held /or fvlute use 

32 Ubtity plant actjuisition adiustineata 

33 Utility plant in proceia of rrtlassilKatton 

34 UnclassiSed and undutrihuled 
33 Tom 

35 Reserves /or depreaition and imnitaatKjn 

37 




Illinois 

Northern 

Utilities 

Cohpahy 

Illinois 

Power 

Company 

_J 

t 

36,242,462 

1,700,538 

* 

83,420,022 

23,384,791 

B 

37, 94?, 981? 
NfF 

107.'304,ffU 

3,832,948 

263,734 

16,963,828 

5,850,439 

B 


Intefstate 
Light & 
Power Co 


1,710 

812.254 



Kewanee 

Public 

Service 

Company 

Mt Carmel 
PUBL 1C 
Utility, Co 

Northwestern 

1 LL IND IS 

Gas Sl 
Electric 
Company 

t 

t 

i 

168,871 

1,141,789 

1,214,316 

11 994 


1,902 

869.265 


(1,077) 

■ l,t)50,l^ 

574,925' 

475,208' 

1.141.789 

NR 


15,272 

122,123 

164,906 

39,286 


201 

925,638 




Produce 

T ERH INAL 
CoRPORAT lOH 


PuSL 1C 
Serv ice 
CoHPANT OF 
Nor THERM 
I LL I HO I s 


188,702 6,443,054 

208,672 



DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFICATION 




41,276 

2,410,512 

2,935,348 


INTANGIBLE PLANT 
38 Ofganiaition 

3 Jr Franchises and tonsents 

4a Miscellaneous intangible plant 

U Total lwTANOUH.t Flaht 

STEAM PRODUCTION PLANT 
42 Dnti and land fighia 

45 Stnictsires and improvements 

44 Boiler plant erjuipmcnt 

4 ! Engines and engine dnven geneiatois 

4s Turbogenetator units 

47 Accessory electric equipinent 

48 Miscellaneous posver plant equipment 


Total Steam PtODuenoN 


HYDRAUUC PRODUCTION PLANT 
Land and land rights 
Structures and improvements 
Reservoirs dams and watenoiya 
Water wheels turbines, and generalore 
Accesses electric equipment 
Miscellinenus powei plant equipment 
Roads railroads and bridges 


Total Hycraouc PaonuenoN Plakt 


INTERNAL COMBUSTION ENGINE PROD PUNT 

Land and land rights 

Structures and improvements 

Fuel holders, producers and accessaries 

Intemil combustion engines 

Genccaton 

Acceisoty electnc equipment 
Mixdlaneous power plant equipment 


NR Not reported 
A Common ut ility 

8 See note (D) to item 34 ... 

C Total, heating $1,712,115, ice aKd vJater $584,978 


t 

227,061 

97,564 

36,325 

1 

10,326 

77 

i—nwif 

ICTJOr 



D UNCIASSIFIEO utility PLANT ACQUISITION ADJUSTMENTS 
E Total, heat ing $905, 411, common $11, 109,926 


L aofWftttHT Mumw tmci 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Utility Plant Illinoii 


L 

\ 

H 

E 

H 

0 

ITEM 

Illinois 

Northern 

Utilities 

Company 

Illinois 

Power 

Company 

Interstate 

Light 

Power Co 

Kevanee 

PUBL IC 

SeRV ICE 
Company 

Mt Carmel 
Public 
Utility Co 

Northwestern 

111 iNo IS 

Gas &, 
Electr ic 
Company 

Pro duc e 

T CRH INAL 

Corporat ion 

PlBL IC 

SeMV ICE 

Company of 

NORT HERN 
Illinois 

L 

N 

E 

fi 

0 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF RE 

CXASSIFlCATI ON-Contwutd 


transmisssion plant 

Land and land njfals 

Qeanng land and nghti-of way 

Structures and unprovements 

Station equipment 

Towers and fixtures 

Poles and fixtures 

Overhead conductors and devices 

Underground conduit 

Underground conductors and devKes 

Roads and trails 

t 

370,910 

85,898 

2,513,662 

2,302,185 

2,543,481 

7,114 

t 

1,665,644 
107,194 
242,141 
10,620,669 
180,175 
6,468 776 
5,367,360 
4,126 
59,560 
60,972 

4 

6,4A4 

185 

508 

55,672 

1,456 

49,708 

40,471 

4 

333 

1,327 

4 

4 

3,290 

37 

11,664 

49,047 

52,243 

4 

4 

4,971,038 

3,178 

611,976 

10,260,940 

7,398,965 

6,806,257 

2,297,553 

911 

77 

Total Transmission Plant 

773237252 ' 

' 24,776,623 

154.448 

1.661 


116.338 





DimUBimON PLANT 










78 

Land and land rights 

13,658 

138,039 

3,400 

532 


948 


1,060,328 

78 

79 

Stnicturn and iinpri)''cnient5 

27,486 

413,073 

459 

3,938 




2,398,206 

79 

80 

Stabon equipment 

1,573,924 

648,613 

27,771 

168,413 


20,510 

224,535 

22,183,394 

80 


Stonge battery erjuipment 


7,477 







81 

82 

Poles towers and fixtures 

5,679,994 

8,607,824 

62,932 

91,548 

82,346 

117,675 

112,490 


m 

83 

Overhead conducton and devices 

4,692,074 

8,777,896 

49,689 

97,890 

68,755 

75,592 

67,435 


i 

84 

Underground conduit 

594 

81,620 



517 

486 

296,939 


m 

85 

Underground conductors and devices 

1,429 

178,530 


258 


185 

322,903 

3.234.797 

8S 

86 

Line transformen 

2,802,357 

5,033,699 

32,529 


114,845 

100,572 

310,495 



87 

Services 

742,547 

2,419,204 

21,504 

33,169 

32,416 

30,010 

58,670 


la 

88 

Meters 

1,712,745 

2,906,708 

44,496 

56,020 

64,489 

57,554 

43,643 


8H 

89 

Installations on customers premises 


96,326 


883 



43,131 


89 

90 

Leased property on custoniers premises 

960 

2,241 



no 




90 

91 

Stnxt lighting and signil systems 



16.024 

2.782 

8.709 

21,136 


618.460 


92 

Total Disttisution Plant 



■Tm ■ 

535.897 

372,191 

424,672 

■’iiinrni 

myMtvmpM 


93 

GENERAL PLANT 

Land and land right) 

127,727 

335,024 

5,103 

3,028 


9,480 


231,778 

1 

94 

Structures and iinprovemenls 

227,260 

1,115,545 

21,743 

1,931 

67,462 

52,048 


745,061 

94 

93 

Office furniture and erjuipment 


482,430 

16,546 

16.315 

7,963 

14,426 

4,090 

1,058,711 

95 

96 

Transportation etjuipment 

475,449 

1,065,342 

13,272 

15,106 

13,262 

10,215 

33,332 

1,010,056 

96 

97 

Stores equipment 


110,114 

2,473 

36 

264 



139,991 

97 

98 

Shop eeiuipment 


5,947 

52 

116 

2,834 


17,381 

234,299 

98 

99 

Laboratory e<]uipment 


136,198 

3,570 

2,843 

1,338 

2,764 

241 

220,344 

99 

100 

Tool) and worL etjuipmeot 


44,155 

1,653 

2,203 

69 

2,093 



ina 

toi 

Communication equipment 

126,018 

69,103 

3,957 

50 

69 

131 


914.228 

ini 

102 

Miscellaneous equipment 


190.385 

832 

93 

619 




102 

103 

Subtotal General Punt 

■■kkfdlikyi 

3. 554. 252 

69.2(37 

41.726 



55.046 


105 

104 

Othec tangible property 

A (676,543) 



A (304,4^ 




A (2,369,942) 

104 

105 

Electric plant purchased 




726,414 





105 

106 

Electric plant sold 









106 

107 

Donations in aid of construction — Credit 









107 

108 

Total General Plant 


3.554.252 

69.207 

463.733 

93.885 

91.159 

55.046 


m 

109 

TOTAL ELECTRIC PLANT IN SERVICE AND IN 








Bhih 



PROCESS OF RECLASSIFICATION 

36,242,461 

83.420.022 

1,375,872 

1.038.137 

1.141.789 

1.214.316 

5.395.740 


■ 


ADDITIONS AND RETIREMENTS OF ELECTRIC PLANT 



t 

4 

4 

4 

4 

4 

i 

4 



ADDmONS 










LLO 

Intangible plant 


2,578 







110 


Production plant 










111 

Steam production plant 

31,023 

6,322,199 

15,343 


157,329 

100,339 

563,644 

2,110,429 

111 

112 

Hydraulic production plant 

17,481 

40,381 







112 

113 

Internal combustion engine production plant 









115 

114 

Total production plant 


hHEVliLKlfli'H 

15.343 




RfiT 1 fR44 

? iin.A?9 

114 

115 

TnnsmissiDn plant 

1,960,025 

2,582;777 

15,327 



6,T03 


3 ; 247,376 

nj 

116 

Distribution plant 

1.841.561 

2,753,443 

29,599 

59,657 

44,783 

48,760 

180,608 

13,253,636 

IIS 

117 

General plant 


702.942 

4.065 

3.471 

3.194 

2.946 


103.062 

117 

118 

Total ELCernte Plant Additions 


12.447.142 

64.335 

6S.l^ 

205.307 

158.150 





RETIREMENTS 









H 

119 

Intangible plant 











Production plant 









■ 

120 

Steam production plant 

16,906 

254,279 

3,395 


29,407 

3,116 

12,209 

235,602 

120 

121 

Hydraulic production plant 

10,544 

23,301 







vW 

122 

Internal combustion engine production plant 









IQ 

123 

Total production plant 


277.580 

3.395 


29.407 

3.116 

12.209 


^9 

124 

Transmisa on plant 

16,094 

746,903 

3,375 



655 


321,042 

124 

125 

Distribution plant 

39,895 

1,552,092 

5,904 

10,463 


6,378 

9,575 

2,098,896 

125 

126 

GeneraJ plant 

B 211.247 

113,913 

940 

1.083 

3,104 

281 

1.076 

D 1.187,451 

126 

127 



2. 690 1489 

13.613" 

11 , 54 V 

"" 32.5ir 

10.931 

22.861 

3,642,992 

127 


NET ADDITIONS 










128 

Intangible plant 


2,578 







12s 

129 

Steam production plant 

14,117 

6,067,920 

11,948 


127,922 

97,223 

551,435 

1,874,827 

129 

150 

Hydraulic production plant 

6,937 

17,080 







130 

■ 31 

IntemaJ combustion engine production plant 


42.820 







IJl 

U2 


21.054 

6.127.821 

11.948 


—T'PITTIil 

— riiWFM 

551.435 

1.874,827 

132 

153 

Transmission plant 

1,943,931 

1,835,874 

11,952 



5,448 


2,926,334 

133 

134 

DistributioiFplint 

1,801,666 

1,201,351 

23,695 

49,194 

44,783 

41,882 

171,033 

11,154,740 

134 

135 

Geheral plant'' 

C (47.725) 

'589 '.029 

3.125 

2.388 

90 






Total Electric Punt Net Additions 


■KHrifiEiriikidl 

50.720 

51.582 

172.795 




Mi 


A Umclassified retirements 
B Includes tl87,036 unclassified retirements 
C See note (B) to item 126 


0 Includes $587,295 unclassified retirements 
E See note (D) to item 126 


























































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Utility Plant 


Sh ERRARD 
Power 
Sksteh 


South Beloit 
WateSj 

Gas and 
Electr I c 
COMPANT 


Union 

Electric 

Power 

Company 


Western 
United 
Gas and 
Electr I c 
Company 


Chicago 
D I 5tR I CT 
Electr I c 

GENERAT 1 NS 
CORPORAT ION 


Cl Tl ZENS 
HEAT, Light 
and Power 

COMPANY 


Indiana 
&. Ml CH 1 GAN 

Elects i c 

COMPANY 

(C) 


Indiana 

Service 

CoRPORAT I ON 


ELECTRIC UnUTV PUNT 

1 Utility plaat in Kf^ice 

2 UbJjty plant lewed to others 

3 Construction work in progrtw 

4 Utility plant held for future use 

3 Utility plant acquiiitioa adjustments 

5 Utility plant m prtxess of ttclassification 
7 Total 

g Ite 5 ef^'es fur depteciAtion and amortization 


GASUnUTY PLANT 
Utility plant in service 
Utility plant leased tc odietj 
Construction work in progress 
Uulity plant held for future use 
Utility plant accpmitiOQ idjustmeaU 
Ulihty plant lo ptocess of recUssifiottoti 
Total 

Reserves fordepreuatioo and atnortizatioo 


OTHER UnilTY PLANT 
Utility plant in service 
Utility plant leased to others 
OmstructioQ work in progress 
Utility plant held for future use 
Utility plant aci^uuition adjustmenb 
Utility plant in process of reclassification 
Total 

Resetves for dccreciation and amortizatioo 


633,660 123,786,356 18,099,632 43,302,886 

19 948 6,194,582 881,048 185,446 

116,403 


1, 010. 127 

1.198.380 ~653.60'g 

443,674 191,48?' 


I 



1,207,095 

19,051,818 


1,140,941 


Total 0th ei Uiumf Plant Less Reseeves 


TOTAL UnLITY PLANT 


Utility plant id service 

Ublity plant leased to ethers 

187,663 

Coostructian work m progress 

Utility plant held for future use 

589 

Uttllly pUmI acsjuisUioa lUjustmoiB 

Utililp pUnt la process of cecUssiScatioii 

UccluLijcU in4 ua4isuibutc4 

1,010, 127 

Total 

1 '5flO 

Reserves for deprcoation iii4 smortiiatian 






:Hkl)sldh-Kiri 

mi lirLtl—.BT7w ,]Ti 


1,072,490 92,648,354 

19,786 

12,924 7,768,533 

156,934 





101.368 

101.310 

227,461 

606,527 

22,386 

3,594 

j 



876,659 124,993,451 39,845,498 43,302,886 

44,405 6,194,582 2,179,929 185,446 

116,403 


1,299,952 93,450,394 14,505,758 

19,786 

16,518 7,769,111 1,491,776 

156,934 


251.731 


DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFICATION 




intangible PLANT 

Of^nuotton 
FanUuses and consents 
Miscellaneous intangible plant 


STE4M PRODUCTION PLANT 
Land and land rights 
Structures and irnpcovements 
Bodcr pfant equipment 
Engines and engine driven gmeraton 
Tutbogeneraor units 
Accessory electric equipment 
MtscclUoeotis power plant equipment 


HYDRAUUC PRODUCTION PLANT 
Land aAd land rights 
Sfnicturej and iroprovemcnti 
Reservoirs, dams and waterways 
Waterwheels turbines, and generators 
Accessory electric equipment 
Miacelianeous power plant equipment 
Roads railroads and bridecs 


Total Hydraulic Production Plant 


INTERNAL COMBUSTION ENGINE PROD PLANT 
Land and land rights 
Structures and improvements 
Fuel holders producers, and accessories 
Internal comlwstion engines 
Generators 

Accessory electric equipcwnt 
MiKcIUneous power plant equipment 


Total Imtwnal CoMnusnoN Encwe Phod Plant 




NR Noy rERORyED 

A Water utility 

B Total, heatim° $259,082, common $2,592,906 

C Report reflects acquisition of Indiana Service Corp , acquired Auq 
31, 1948 

D Total, heating $584,142, switching $22,385 Less reserves, heatins 
$81,685, switching $12,096 



571,645 

52, 992 

22,699,175 

1,153,679 

22,909,251 

3,269, 065 

15,710,444 

1, 557,454 

11,677,097 

876,024 

653_,^120 

58.099 

tmamjuam 

6.567 315 


7,049,853 
1, 120, 116 
5,787,112 
4,652,537 
927,331 
136,300 





f 

1 

11,993 

5,000 


76,009 

4,939,747 

11,850,770 

252,044 

1,003,109 

7,055,502 

1,826,182 

803,960 

90,428 





Z Respondent's transportation and water properties sold on Apr 30, 
1948 and Aug 3, 1946, resp ect i veuy On Aug. 31, 1948, company 
WAS acquired by Indiana 4 Michigan Electric Co 
P Switching utility 









































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Utility Plant 


508 A 



general plant 

9 ) Land and land rights 

94 Structured and improvements 

95 Office furniture and ecjuipmcnt 

96 Transportation eijuipment 

97 Stores equipment 

98 Shop equipment 

99 Labocata^ equipment 

100 Tools and work equipment 

101 Communication equipment 

102 Miscellaneous equipment 

lOj Subtotal General Plant 

lO-I Other tangible property 

10} Electric plant purchased 

100 Electric plant sold 

107 Donations in aid of constru ction— Credit 

108 Total General Plant 

109 TOTAL ELECTRIC PUNT IN SERVICE AND IN 
PROCESS OF RECLASSIFICATION 



ADDITIONS AND RETIREMENTS OF ELECTRIC PLANT 


ADDITIONS 
Intangible plant 
Production plant 
Steam production plant 
Hydraulic production plant 
Internal combustion engine production plant 
Total production plant 
Transmission plant 
Distribution plant 
General plant 


Total Electiuc Plant Additions 


RETIREMENTS 
Intangible plant 
Production plant 
Steam production plant 
Hydraulic production plant 
Internal combustion engine production plant 
Total production plant 
Transmission plant 
Distribution plant 
General plant 




NETADDraONS 

Inttngible plant 
Production plant 
Steam production plant 
Hydraulic production plant 
Internal combuttlon engine production plant 
Total production plant 
Transmiuion plant 
Distribution plant 
General plant 


Total Elbctiuc Punt Net Anoino 


UNCLASSiriEO RETIREMENTS 



1 

i 

4 

t 


16,002 




14,860, 119 
747,592 

74,772 

1,065,004 


— aia»MwiKM 

74.772 




16,002 

14,532.156 
612; 785 

50,451 

530,280 

15.144.921 

mamamm 

— Tm^ini 



3 Includes t35j582 unclassified retirements 
: See note (b) to item 126 

3 Report reflects acquisition of Indiana Service Corp , acquired 
Auq 31, 1948 

E Reflects ill9,603 unclassified credit adjustments to additions 
" Reflects ^49,393 unclassified debit adjustments to retirements 

842507 0 - 49 - 24 


See Notes (E) and (F) to items 117 and 126 

Respondent's transportation and water properties sold on Apr 30, 
1948 AND Aug 3, 1948, respectively On Aug 31, 1948, company 
WAS ACQUIRED BY (NOIANA 4. MICHIGAN ELECTRIC Co • 

Unclassified electric plant 


Includes 1119,603 unclassified additions 
See note (k) to item 117. 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 3L 1948 

VtiUty Plant 

■> Induo* Io«» 


iNDIANAPOl tS 
POVEfi 4. 

Lighi 

Company 


Macisom 
Light aho 
Power 
Cokpany 


Northern 
Indiana 
PUBL ic 
Service 
Company 


PUBL IC 
Service 
Company of 
Indiana, Inc 


Southeastern 
Ikd I ana 
Power 
Company 


Southern 
Indiana 
Gas and 
Electric 
Company 


Central 

States 

Electric 

Company 


Interstate 

Power 

Company 


ElECTWC imUTY PLANT 

Uolitj plint tn Kivice 
UciCtT pbat basal to others 
CaostruCtKin voiit in progms 
UtiljtT plant hdd /or /umrr use 
Uulitj plant aci}uuiUon adjustments 
l/ulity plant in pcocess of reclasiification 
ToIaL 

Reserves for depreciatioa and amorutatma 


BiffW 


GAS LmUTY PLANT 
Utility plant lO service 
Utility plant leised to others 
Cocutniction work m progress 
Utility plant held for future use 
Utility plant aciyuuttion adjustmenu 
Utility plant id process of rtclauification 

Total 

Keseivcs for depreciation and amortitaiion 


OTHER UnUTY PLANT 
Utility plant m service 
Utility plant leased to others 
Coiutructioc work m progms 
Utility plant held for future use 
Ulrhry plant acquisitfan adfiutznenti 
Utility plant in process of redassi£cation 
Total 

Reserves for depreciation and amortization 


Total Othe* Utiuty Plant Le^ RMUtvES 

TOTAL UnUTY PLANT 
2fi Utility plant in service 

29 Utility plant leased to others 

50 Coostructioo work in progress 

51 Utility pUef held for future cue 

52 UtditypUntacqui5itiQoa<l)ustmertts 

55 Utility plant m process of recUssification 

54 Unclassified ud aadutributed 

5j Total 

5 ^ Reserves for depreciation and amortizatioo 

37 


65,516,844 1,206,594 67,559,653 101,946,033 3,628,188 19,197,413 6,122,314 36,825,787 

12 598 072 7,862 2,528,913 2a,615'l34 62,363 1,983,672 1,608,623 

* 449,431 

7,S;7i 85,179 3,311,507 331,872 



68,422,842 

1,206,594 

116,728,999 

12,603,225 

7,862 

5,221,482 

179,123 


776,078 

7,557,503 










3,744,063 1,480,671 

199,240 
462,726 


1,666,886 10 
296,043 u 
119,805 U 


1,276,606 

3,423 

802 

210,157 

813,635 

1.280.831 

332.878 

D 9471933 

E 210.157 
NR 

813.635 

168.759 

G 644.876 

24,218,060 

7,813,143 

39,306,308 

296,043 

2,186,336 

1,295,401 

F 1,327,270 

1,728,428 

~2ogor7- 




OSOSe" 

7.661.430 

iwmmimk 

imu 1 n n 

33.669.349 


DETAIL OF electric UTILITY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFICATION 



intangible PLANT 

Orgaiuzatioo 
Franchises and cooseots 
Miscellaneous intangible plant 


STEAM production PLANT 
Land and land nghts 
Structures and improvements 
Boiler plant equipment 
Engines and engine driven generators 
Turbogenerator units 
Accdsory electric equipment 
Miscel laneoui power plant e<quipnient 


Total Steam PROot/cnoN 


HYDRAUUC PRODUCTION PLANT 
Land and land nghts 
Structures and improvements 
Reservoirs dams and waterways 
Water wheels turbines and generators 
Accessory electric equipment 
Miscelianeoiu power plant- equipruent 
Roads railroads an<j biidses 


Total Hydrauuc Producticw Punt 



t 

I 

909 

225, 629 

5S9 

'225.629 

604,770 

3,554,706 

3,122,128 

1,287,024 

1,127,227 

14.775 

543,855 

6,970,357 

11,440,735 

2,727 

8,621,670 

2,572,542 

1,153,223 



929,765 

252,662 

2,713,485 

423,462 

106,441 

5,595 

17,028 

346,450 

205,502 

606,961 

212,646 

51,716 

13,058 



1 

796 

21 

412 

5 

569 

49 

058 

S 

152 

9 

158 

55- 

~3£~896 

TW 



NR Not reported- 
A Heating utility 

B Unclassified steam production plant 

C Totu, water ^5, 728, 025, common $4,075,198 Less reserves, WatSR 
$3,181,660, COMMON $2,700,618 

D Total, heating $475,156, water $68,802, common $736,873 Less 
reserves, heating $274,798, Water $53,614, common $619,541 
Transportation utility solo July 23, 1948 


E Total, heating $126,201, telephone $83,957 
F Includes $609,631 unclassified construction work in progress 
G Total, heating $172,597, transportation $641,038 Less reserves^ 
HEATING $101,479, transportation $S43,397 










































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Plant 



I ND I ANAPOL I 5 

Power 
L I GHT 
Company 


Mad I SON 
Light and 
Power 
Company 


Morthern 
I NO lANA 

Pub 1 1 c 

Service 

Company 


Public Southeastern Southern Central 
Service Indiana Indiana States 

Company of Power Gas and Electric 

Inoiana, Inu Company Electric Company 

Company 


DETAIL or ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF REaASSIFICATlON— 


TRANSMISSSION PLANT 

67 Land and land rights 

68 Cleinng land and rights of wag 

69 Structures and improvements 

70 Station ctjuipment 

71 Towers and fixtures 

72 Poles and fixtures 

73 Dveihead conductots and devices 

74 Underground conduit 

75 Underground conductors and devices 

76 Roads and trails 

77 Total Transmission Plant 

DISTRIBUTION PLANT 

78 Land and land rights 

79 Structures and imptovements 

80 Station ec]Uipment 

81 Storage battery equipment 

62 Poles towers and fixtures 

83 Overhead conductors and devices 

84 Underground conduit 

85 Underground conductors and devices 

86 Line transformers 

87 Services 

8$ Meters 

89 Installations on customers premises 

90 Leased property an euslomecs premises 

9 t Street lighting and iignal systems 

92 Total Distribution Plant 

93 Land and land rights 

94 Structures and improvements 

95 Office futnitute and etjuipment 

96 Transportation equipment 

97 Stores ccjuipment 

98 Shop equipment 

99 Laboratory equipment 

100 Tools and work equipment 

101 Conununication equipment 

102 Miscellaneoua equipment 

103 Subtotal General Punt 


104 Other tangible property 

105 Eleoric plantpurchased 

106 Electric plant sold 

107 Donalions in aid of consttuctlon— Credil 

108 Total General Punt 

109 TOTAL ELEORIC PLANT IN SERVICE AND IN 
PROCESS OF RECLASSIFICATION 



206,415 1,213 

160,286 3,820 

2,525,669 108,243 

3,400,023 282,659 

3,082,914 281,802 

1,595,884 176 

1,712,790 600 

3,271,347 172,829 

1,929,203 60,709 

2,404,809 110,099 

22,737 

2.945.249 34,101 


MIHhlll M—Wil mill 


84,161 

999 

1, 105,484 

16, 195 

406,693 

12,419 

423,753 

23,614 

56,340 

1,091 

93,687 

887 

84,463 

3,109 

328,465 

7,654 

25,821 

321 


4,864,836 

745 

161, 220 
4,654,730 
1,765, 194 
2,801,029 
5,122,419 
488,672 




5,187,559 

1,574,892 

3,101,282 

1,248 

346 

1.643.735 


2,477,296 
170, 002 
933,327 
10,518,769 
2,795,573 
4,359,595 
6.927.339 


593,965 

175,514 

6,912,133 

5,727,277 

6,569,242 

9,722,382 

5.215.409 

7.521.345 


7,764,401 

2,895,584 

4,514,453 

2,444 

727 

1.462.041 


329,720 
1,655,985 
717,220 
800,907 
34,993 
158, 199 
145,194 
58,584 
550, 135 
61.649 




ADDITIONS AND RETIREMENTS 01 ELECTRIC PLANT 


ADDITIONS 

110 Intangible plant 
Production plant 

1 1 1 Steam production plant 

UJ Hydraulic production plant 

1 1 3 Internal combustion engine production plant 

114 Total production plant 

Its Transmission plant 

116 Distiibution plant 

117 General plant 

UR Total Euctiuc Plant Additions 

RETIREMENTS 

119 Intangible plant 
Pcoduction plant 

120 Steam production plant 

121 Hydraulic pcoduction plant 

122 Internal combustion engine production plant 

123 Total pcoduclion plant 

124 Transmission plant 

123 Distribution plant 

126 General plant 

127 Total Elbctiuc Plant RrnaiuBN'n 

NET ADDITIONS 

1 28 Intangible plant 
Pioduction plant 

129 Steam production plant 

130 Hydraulic production plant 

131 Internal combustion engine production plant 

132 Total prradurtlon plant 

1 33 Tranamission plant 

134 Distribution plant 

133 General plant 

136 Total Elbctric Punt Net ' 




31,548 

508,028 

1,063 

123 


59 


t 

» a 

76,779 





475,751 124 
574,951 125 


1,158 12 * 
3,793,991 129 


1,200,652 133 
1,109,723 '34 


A Reflucts $840,476 unclassified retirements 

B Unclass IF 1 ed retirements 

C Includes $44,850 undistributed electric plant purchased 


D Includes $10,445 undistributed electric plant solo 
E See notes (CJ and [OJ to items 117 and 126, respectively 
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STATISTICS OF ELECTMC UTIUTIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Utility Plant 


IQWA 

Electric 

Company 


ELECTRIC imUTY PLANT 
Utility plant m Krvice 
Utility plant kaseid to othns 
CooHruction «otk tn pcogreu 
Utility plant held foriwure um 
Utility plant ict^msition adjustments 
Utility plant in process of reclassification 
Total 

Reserves for depreciation tnd amort nation 


GAS UTILITY PLANT 

10 Utility plant in service 

11 Utility plant leased (0 others 

12 Constmaioo voile in progress 

13 Utility plant held for future use 

14 Utility plant acquisition adjustments 

15 Utility plant w process of reclissificatioo 

16 Total 

17 Reserves for depieciatioa and amortizatioo 


L. ' .vjmauas 


OTHER UnUTY PLANT 

19 Utility plint la servm 

20 Utility plint lased to others 

21 Construction work in progress 

22 Uhlity pUnt held for Future use 

23 Utility piint ici^uisition idjustracnts 

24 Utility plint in piocesi of t«luuEcitiaa 
23 Toth 

26 Reserves for depteciition ind unotliation 


TOTAL imUTV PLANT 
2S Utility plist in Mfvtce 

29 Utility plint leisesl to others 

30 Coiutrucaon work in ptogtess 

31 Uhlity pUnt held fot future use 

32 Utility pknt iccpiisioon td|ustments 

3 3 Utility phot US process of recbisiEoittoa 

34 UncUssified and uodisUibutnl 

33 ToT/U 

36 Rcservci for depiecuition snd arnortmtion 

37 TOTAL UnUTY PL ANT LESS RESERVES 


I OWA 

Electr ic 
Light and 
Power 
Compant 


934,009 

2,129,605 

21,248 

14,472 


I OWA- 
I L L 1 NCI 5 

Gas and 
Clectr I c 
Company 


IGWA 

Power and 
Light 
Company 


I OWA 

Pub L I c 

SeruicE 

Company 


I OWA 

Southern 
Utilities 
Company of 
Delaware 


Northwestern 
Light and 
Power 
Company 


S I oux C I TY 
Gas and 
ElectR I c 
Company 



4 

t 

i 

s 

29,477,696 

17,195,956 

2,177,262 

11,629,732 

3,445, 666 

2,655,816 

75, 193 

1,061,370 
79, 239 

2,278,332 

■■■1 

bHI 

224, 143 


23j713 3,548,166 3,581,705 

319,284 14,067 


8,035,434 

— 

36,087,151 

44, 040, 364 

27,398,768 

34, 998, 114 

19,924,179 

922,432 

1,026,011 

8,366,500 

4,332,434 

3,883,938 

2,733,108 


31,566 

80,495 






8,986 

2,540,272 





28, 557, 129 




943.105 

69,548 



K 1.275.382 

6.957.867. 

1.863,897 

7.093' 970 

38.5^.268 

9.204.473 

28,851.795 

52.507.976 

14.011.992 

38.4§5.9fl6 

F 60.377.612 

G 15.256.430 


BiiiiiiiiTri 


3,500,402 10 

11 

77,365 '7 





1,-286, 378 '9 

20 

37,334 

22 

20,886 


16,416,512 28 

29 

1, 176, 069 30 
79,239 51 
245,031 .32 

35 
Sd 
3! 

36 

37 


DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROaSS OF RECLASSIFICATION 




INTANGIBLE PLANT 
Orginizition 
Frutchises ind coosents 
Miscdlineoui intnRjible plint 


steam production plant 

Luid and land rights 

Structures and unptoveraents 

Boiler plant ctjuipmcnt 

Engines snd engine dnven generators 

Tuibogencrator units 

Acccssoiy electric equipment 

Mucellaneoui power plant c<luipniciit 


hydraulic production plant 

Land and land nghls 
Structures and unproveroents 
HtscrvniT! dares and waterways 
Water wheels hitbinej snd geoeislats 
Accessory electiic equipment 
Miscellaneous power plant equipment 
Roads, railroadi and btid 


Total HvmaAUUc Paoduction Plant 


INTERNAL COMBUSTION ENGINE PROD PLAN! 
Land and land tights 
Stnictures and unpiovements 
Fuel holders producers and accessonei 
Internal comhuitlon engines 
Generiton 

Acccssoiy electric equipment 

Miscellaneous power plint equipment 


Total Intbanal Com»ustion Engine Peod Pla 




Nfi Not reported 
A Common utiliIy 

B Total, heating ^1, £08,019, transportation $2,659,433 

C Total, transportation $1,827,460, common $1,768,312 Less reserves, 
transportation $656,025, common $1,343,505 
D See note (G) to item 36. 

E Total, heatihg $366,537, ice $119,980, common $80,495 


114,559 

3,195,061 

5,347,118 

3,625,532 

1,614,862 


173, 255 
3, 255,729 
5, 892,784 
108,333 
3, 157,063 
1,431, 102 




7,462 

6,651 

230,004 

168,793 

1,206 

1,041 

40, 673 
58,060 
177,375 
53, 204 
18,928 
237 
49 

306,875 
81,798 
553, 583 
115,611 
41,325 
3,126 

415.157 

mmihmskkm 

1J52.320 




13,345 
80, 233 
27, 910 
475,775 
72,661 
63,497 


Includes $2,993,684 unclassified reserve for depreciation 

Total, heating $238,029, water $270,065, common $1,515,529 Less 

reserves, heating $147,288, water $210,441, common $1,205,468 

Heating utility 

Intangibles 

Heat I ng utility 

Total, heating $342,015, common $1,002,585 Less reserves, heating 














































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Utility Plant 


510 a 




I OWA 

Elects i c 
Company 


I OWA 

Electr I c 
Light and 
Power 
Company 


I OWA 

I LLI NOI S 

Gad and 
Electri c 
Company 



I OWA 

Southern 

UT ILI Tl E5 

Company or 

D ELAWAR E 


Northwestern 
Light and 
Power 
Company 


DETAIl OF ELECTRIC UTILITY PLANT IN Sp.VICE AND IN PROCESS OF RECLASSIFICATION— CoMA/HAuar 


transmisssion plant 

L^d 20(1 land nghca 

Clearing land and nghts of way 

Structures and improvements 

Station equipment 

Towers and fixtures 

Poles and fixtures 

Overhead conductors and devices 

Underground conduit 

Underground conductors and devices 

Hoads and trails 


Total Transmission Plant 


DISTRIBUTION PLANT 
k Land and land rights 

Structures and improvements 
Station equipment 
Storage battery equipment 
Poles, towers and iixtures 
Overhead conductors and devices 
Underground conduit 
Underground conductors and devices 
Line transformers 
Services 
Meters 

Installations on customers premises 
Leased property on customers premises 
Street lichttne and sierul systems 


Total Distribution Plant 


22,966 

686,608 

707,367 





35, 502 
136,007 
32,860 
67,872 
6,339 


Subtotal General Plant 


Oth<r tingiblo proptity 
Electric pUnt puichued 
llectric pitnt sold 

Donstions in aid of construction — Oedit 


Total Gbnbaal P.ant 


TOTAL ELECTRIC PLANT IN SERVICE AND IN 
PROCESS OF RECLASSIFICATION 


2,402,620 



13,036 
77,702 
181,605 
11,490 
48,553 
51,761 
64, 194 
17,072 


28, 878 
83,826 
273, 268 
376,787 
28, 456 
15,773 
64,263 
59,419 
86,685 


B (574,740) A 2,255,832 

220,081 


S loux C I ty 
Gas and 
Elects i c 
Company 


7,077,711 I 30,409,378 



190,766 

t 

24,320 

1,496 

697,153 

281, 116 

202,918 

192,522 


375,067 


ADDITIONS AND RETIREMENTS OF ELECTRIC PLANT 





additions 

Intangible plant 
Production plant 
Steam production plant 
Hydraulic production plant 
Internal combilction engine production plant 
Total production plant 
Transmiiston plant 
DiatrlbutiOn plant 
General plant 


Total Eleci«ic Plant Adbitions 


RETIREMENTS 
Intangible plant 
Production plant 
Steam production plant 
Hydraulic production plant 
Internal combustion engine production plant 
Total production plant 
Ttanimiaiion plant 
Distribution plant 
General plant 




NET ADDITIONS 
Intangible plant 
Production plant 
Steam production plant 
Hydraulic production plant 
Internal combtution engine production plant 
Total production plant 
Transmiaaion plant 
Oiitrlbution plant 
General plant 




NR Not reported 
A Unclassified electric plant 

B Unclassified retirements 

C Transmission plant included with distribution plant 

D. Includes 4147,379 undistributed electric plant purchased 
E See note (d) to item 117 



214,885 

51,757 



1,888,776 
2, 293 
1,052 




4, 495, 179 
D 323.732 




354,436 
1, 439,098 


1,167,999 

512,344 


warn M ipMiH II mil II 






56,762 
118, 599 


173,999 1,840,087 

24,651 2,293 





4,234,197 






Distribution structures and improvements included with transmission 
structures and improvements 

Distribution station eouipment included with transmi ssi on stati on 
equipment 

Unclassified retirements 

Includes ^64,351 unclassified retirements 


































































STATISTICS OF ELECTRIC UTIUTIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

UttUty Plant 


Centpal Epstern 

Kansas Kansas 

Power Utilities, 
Company, The Inc 


Kansas 
Electr ic 
Power 

Company, The 


Kansas 
Gas and 
Electp I c 
Company 


Kansas 
Power and 
Light 


ELSCTRIC UnUTY PUNT 
UtilUY plut m setTKC 
Utility pUnt leased to otfacn 
CustruUoa wotk m ptofresi 
Utility plant held for Euttire use 
Utdity plant ic^nluan adjiutmcnti 
Utility plant m pioceu of tetlaaificitioti 
Total 

Kesetvcs fat deprccutian >nd amortuation 


GAS UTILITY PLANT 
Utility pUiit lit lema 
Utility plant leased to otben 
Cooitructioa wotk m ptogtco 
Utility plant betd f« future ux 
Utility plant aapjiaitioa ad|ustmcnta 
Utility plant m ptcrcai of iccUsii&alioa 
Total 

Reietvei for dcpteaatnn and vnortmtion 


OTHER UnUTY PLANT 
Utility plant m scrricc 
Utility plant leased to otben 
Gmstruaion 'work in ptogma 
Utility plant held for future use 
Utility plant aopiiiitioii adiuitmeoU 
Utility plant in proceisnf tedaaaiSntiaa 
Total 

Reserves for dcpteciitran and imottaation 


TOTA,. UnUTY PUNT 
Utility plant in setvice 
Utility plant leased to otben 
Canstmaion work tn ptsgress 
Utility plant held for futuie use 
Utility plant anjuinbon ad|ustn)eiUa 
Utility plant in pioccai of tedaoiScaMn 
Undaoified and undutrSiuled 
Total 

Reserves for deptectation and imoftiaation 



KtDMI 

K*ntucky 

Western 
Light & 
Telephone 
Company, Inc 

Kentucky 

Utilities 

Company 

% 

i 

13,681,047 

60,889,281 

1,051,472 

3,283,309 


4,196,581 


68.369.171 

11.773.588 

56.595.583 

672,587 

F 

808,058 

914 

15,796 


3,690,911 3,560,255 14,850,559 43,126,307 

513,241 310,840 992,787 881, 271 

(3,895) 849,711 


9,439,782 

5, 979, 439 

(3,034) 

53,650,467 


1, 477, 232 
(31,637) 


Kentucky and | 
West Virginia J, 
Power E 
Company, 
Incorporated U 



19,995,549 61,697,339 


3,299, 105 
4,196,581 


23,969,118 28 

29 

115,099 50 

» 

338,436 32 
S 3 
34 
33 

56 

57 


DETAa OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFICATION 



INTANGIBLE PLANT 
Ocgiiuulton 
Fnnehues tnd oMuenb 
da Miscdlaocous intin^iblc plant 

dr 


STEAM production PLANT 

d2 Und and (and rights 

4) Structure and improvenoenb 

44 Boiler plant e<juipment 

45 Engines and engine dri>«ngcaenUofl 

i(t Tuifcogenerator units 

47 Aicctso/yerectficequ/procnt 

4a Mtfcelhmeous power plant equ 


HYDSIAUUC PRODUCTION PUNT 
Land and land nghts 
Structures and ImprovemeflU 
Reservoirs dims, and vacenviys 
Water wheels turbinea, and geMfatnrs 
Accessory elcaric eiquipment 
Miscellaneous power plant equipment 
Roads, railroads and bnd 


Total Hydraulic Production Plant 


INTERNAL COMBUSTION ENGINE PROD PLAN! 
Land and land rights 
Structures and improvements 
Fuel holders, producers, and accesionea 
Internal combustion engines 
Generators 

Accessory Hectnc equipment 
Miscellineoiis power planteouipmcnt 


■tiiKfit.uuntf.iiA»..i;iiiMi(.i;oomiti*u.ti 



« 

10, 191 

i 

1,489 

537151 

TTiS? 

2,543 

30,970 

65,063 

38,873 

47,466 

607 

22, 142 
411,972 
558,682 
32,328 
507,117 
321,365 
64.4.58 


339, 108 
50,986 
96.974 




NR Not reporteb 
A Water utility 
B Heating ut ili ty 

C Total, ice $41,158, transportation $90,218 

D Total, heating $6?3,710, water $246,980 Transportation utility 
SOLO Feb 1, 1948 




28,811 

176,579 

23,656 

456,372 

5,165,626 

311,649 

687,409 

5,675,706 

102 

451,256 

747,447 

3,953,302 

561,952 

149, 454 

1,278,673 

102,058 






■■■mriillv/irill 



Total, telephone $5,058,686, water $928,600, intangibles $47,835 
Le=5 reserves, telephone $3,778,061, water $703,615, intangibles 
$26,075 

Certain gas properties sold during year 
Ice utility solo during year 






































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Vhltly Plant 


Central Eastern 

Kansas Kansas 

Power Utilities, 

OMPANT, The Inc 


. Kmm KeatiiAy 

Kansas Kansas Kansas Western Kentucky 

Electric Gas and Power and Light A. Utilities 

Power Electric Light Telephone Company 

Company, The Company Company, TheCompany, Inc 


Kentucky ano 
West V irgi n i a 
Power 
Company, 

I ncorporateo 


DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS Of RECLASSIFICATION— CiwiAjuW 


TRANSMISSION PLANT 

67 Lind and land rights 

68 Clcinng land and nghts-of way 

69 Stiuctures and improsemcnO 

70 Station etjuipmont 

71 Towers and fixtures 

77 Poles and fixtures 

73 Overhead conductors and devices 

71 Underground conduit 

75 Underground conductors and devices 

76 Roads and trails 

77 Total T»ansmihion Plant 

DISTRIBUTION PLANT 

78 Land and land rights 

79 Structures and improvements 

80 Station equipment 

81 Stotage battery equipment 

82 Poles towers and fixiutrs 

83 Overhead conductors and devices 

84 Underground conduit 

83 Underground conductors and devices 

86 Line transformers 

87 Services 

88 Meters 

89 Installations on customers premises 

9(1 Leased property on customers premises 

91 Street lighting and Signal systems 

92 Total Distobuiion Plant 

GEFMXnEAOT 

93 Land and land fights 

94 Structures and improvements 

95 Office furniture and equipment 

96 Transpoilation equipment 

97 Stores equipment 

98 Shop equipment 

99 Laboratory equipment 

too Tools and work equipment 

101 Communication equipment 

102 Miscellaneous equipment 

103 Subtotal General Plant 

101 Other tangible property 

105 Electric plant purchased 

106 Electric plant sold 

107 Donations In aid of construction— Credit 

108 Total General Plant 

109 TOTAL ELECTRIC PLANT IN SERVICE AND IN 
PROCESS OF RECLASSIFICATION 


3,562 

5 

180, 297 

266,537 

281,981 

4 

26,822 

212,605 

2,085 

298,914 

378,431 

4 

59, 234 
28,332 
313 
759, 150 

593,416 

990,076 

40 

732.384 

1 _ 918^859 


393 

8,627 

37,670 



25, 585 

149, 561 

177,167 

261, 467 

320,709 

618,481 

1,291,788 

308,880 

530, 567 

1,332,191 



20,334 

882 


37,007 

322,517 

291,411 

1,110,532 

125,716 

112,876 

377,757 

179,854 

197,792 

451,315 



7,996 

24,738 



38.620 

28.721 

201.992 




362,242 

158,938 

2,772,056 

4,018,281 
3,561,665 
678,144 
528,591 
3,045, 159 
1,173,914 
1,874,124 
6,739 
_ 7,059 


I ■■MHGSJtBua I 


330 , 596 
1,039,059 
322,151 
474,869 
22,121 
39,285 
86, 202 
97,377 
454,933 
39.029 



57, 173 
347,594 
245,120 
317,904 
46, 181 
26,456 
48,239 
123,928 
111,537 



1,442,084 
597 , 416 
69, 175 
2,682,100 
1,059,689 
2,646,924 
4,648,065 


'itWiteGaiWi I W I li W IB 


7,174 
75, 102 
111,012 
219,672 
10,077 
6,701 
19,233 
14,403 
5,081 


65,544 
333, 562 
259,355 
388,43? 
9,902 
5,908 
57,282 
85,813 
86,197 



138,560 95 
758,453 94 
88,249 95 
192,139 96 
2,697 
395 

23,966 . 
14,576 N 
67,790 101 




103 

B (16,715) > 0 ^ 
8,048 ‘95 
106 


ADDITIONS AND RETIREMENTS OF ELECTRIC PLANT 


||||R| 


I 


ADDITIONS 
Intangible plant 
Praduilion plant 
Steam production plant 
Hydraulic production plant 
Internal combustion engine ptoduction plant 
Total production plant 
Transmission plant 
Distribution plant 
General plant 


Totai ELErrmr Plant Additions 


RETTREMENTS 
Intangible plant 
Production plant 
Steam production plant 
Hydraulic production plant 
Internal combustion engine production plant 
Total production plant 
Transmission plant 
Distribution plant 
General plant 


IhWAldllhililUiiHiliaisaisiiiiiiiiitavi 


NET additions 
I 2R Intangible plant 

Production plant 

129 Steam production plant 

1 10 Hydraulic production plant 

131 Internal Combustion engine production plant 

132 Total production plant 

1 13 Transmission plant 

134 Distribution plant 

135 General plant 


Total Cllct'iuc Plant Nut Addition 


ISQ 


Unclassified electric plant 
B Unclassified retirements 




82,181 

62 

106,304 

361 

143 





41,165 

3,558 

104,075 

26,909 1 

20, 166 

80,075 

4.326 

11,170 

16.201 



3,353 








(3,353) 

28,445 

3,112,758 



C Includes $16,715 unclassified r-ctirements 
D See note C) to item 126 























































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Utility 'Plant 

Kentucky j Loui«i»n» ■ |, 


Lou 1 5V ' LLE 
Gas and 
Electric 
Company 


Loui svi LLE Union Light, 
Transmission Heat and 
! Corporation Power 


Ukiok Light, Central Gule Public 

HEAT AND Louisiana Service Co , 

Power Electric Inc 

Company, The Company, Inc 


Lou I SI A NA 

Power A 
Light 
Company 


Louiaiana | Maine 


New Orleans 
Publ I c 
Service 
Inc 


Bangor 
Hydro- 
Electr I c 
Company and 
Subs id i ar i es 



GAS UnUTY PUNT 

10 Ublity pUiiL ui service 

11 Uliliiy put Icajed 10 others 

12 Coastmctmn work in progress 

13 Ulibty plm held for future use 

14 Uohly pUnt uijuuitioo adiustaiaits 

13 Utility pUnt in process of reclusifirAtion 

16 Total 

17 Reserves for depreouioa mui imortieation 


OTHER unUTY PUNT 

19 Utility pUnt in service 

20 Utihty plant leased to ethers 

21 Construction work in progress 

22 Utility plant held for future use 

23 Utility plant icrjumtioo adiustments 

24 Uiihty plant ui pracess of teclaasifiotion 

25 Total 

26 Reserves for depreciation and amortiaation 


TOTAL UTILITY PLANT 

28 LTtihty plant in service 

29 ■ Utihty plant jessed to others 

30 Conslniction work in progress 

31 Utihty planl held fot future use 

32 Utihty planl acquuiuon adiustments 

33 Utihty plant in process of cedassihcatioo 

34 Unclassified and undistributed 

33 Total 

36 Reserves fordepreciation and amott iutioo 

37 TOTAL UTILiry PLANT LESS_£l£SERVES 


79,908,915 

— 

3,130,264 

— 

9,627,280 

7, 459, 267 

13,801,098 

48,703,287 

89,231,262 

17,420,911 

7,636,953 

37,366 

3,246,245 

3,623 

859,360 

580,506 

322,776 

2,336,336 

3,844,728 


759,092 

290,885 


DfTAn. OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFICATION 



INTANGIBLE PLANT 
38 Organization 

39r Ftanehises and consents 

40. Miscellaneous intangible plant 

41 





STEAM PRODUCTION PLANT 


42 

Land and land rights 

565,450 

-13 

Structures and improvements 

5,535,648 

44 

Boiler plant njuapment 

9,171,241 

43 

Engines and engine driven generaton 

46 

Tufbogencintor unia 

7,720, 285 

47 

Accessory electric equipment 

3, 142, 115 

4S 

49 

Miscellineoui power plant ei^uipinent 


HYDRAUUC PRODUCTION PLANT 


30 

Land and Und rights 

92,436 

31 

Strucnires and improvements 

4,055^821 

32 

Reservoirs, duns, and waterways 

115,678 

53 

Waterwheels turbints and generators 

2, 158,632 

34 

Accessory electnc njuipment 

545,542 

33 

Miscellaneous power plant cijuipiiiait 

75,326 

36 

Roads railroads and bridges 

350,140 

57 

Total HybuaULic Phoduction Plant 

77393757? 


INTERNAL COMBUSTION ENGINE PROD PLANT 
Land and land nghls 
Stnictures and imptovefflents 
Fuel holders producers and accessories 
Internal cwihustion engines 
Generaton 

Acceaioty electric erjuipment 
Miscellaneous power plant equipnienr 


Total Intehnal Combustion ENcmE Phod 


TOTAL PRODUCTION PUNT 


NR Not reported 

A Total, heatIho $50,735, common $1,941,609 
B Total, water $797,636, common $350,586 
C Water utility. 






566,690 

s, 

102, 199 

8. 

209,791 

6, 

437,587 

3. 

579. 162 





w I J in I gm 


D Total, ice $2,515,123, water $1,889,267, bottling $93,593 
£ Transportation util ity 
r Penobscot Transportation Co , Northeastern Co 


1,630,019 
1,154,790 5' 
2,971,690 52 
2, 126, 478 53 
54 

19,697 55 

5(i 


ammrni 


915 58 
113,786 59 
31,609 
227,928 
91,052 
' fis 
64 
63 
66 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Uttlity Plant 

Kentuck 



Louisville 

Lou 1 SV 1 LLE 

Union Light, 

Central 

Gulf Public 

Louisiana 

New Orleans 

Ban 


Gas and 

TRANSM ISS ION 

Heat and 

Louis i ana 

Service Co , 

Power L 

PUBL IC 


ITEM 

Electric 

Company 

Corporat ion 

Power 

Company, The 

Electr ic 
Company, Inc 

Inc 

Light 

Company 

SERV ICE 

Inc 

COMPA 

Subs ID 
(E 


DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFICATION— Ciin/wW 


TRAN5MISSSI0N PLANT 

67 Land and land rights 

68 Clearing land and fightusf way 

69 Structures and improvements 

70 Station equipment 

71 Towers and fixtures 

72 Poles and fixtures 

73 Overhead conductors and devices 

74 Underground conduit 

73 Underground conductors and devices 

76 Roads and trails 

77 Total Transmission Plant 

DISTRIBUTION PLANT 

78 Land and land rights 

79 Structures and improvements 

80 Station equipment 

8L Storage battery equipment 

82 Poles towers and fixtures 

83 Overhead conductors and devices 

84 Underground conduit 

83 Underground conductors and devices 

86 Line transformers 

87 Services 

88 Meters 

89 Installations on customers premises 

90 Leased property on customers premises 

91 Street lighting and signal systems 

92 Total Distribution Plant 

GlN 

9} Lind and land rijhti 

94 Slructures and improvements 

95 Offi« furniture and equipment 

96 Transportation equipment 

97 Stores equipment 

98 Shop equipment 

99 Laboritnr)' equipment 

too Tools and work equipment 

101 Communication equipment 

102 Miscellaneous equipme nt 

103 Subtotal General Pi^t 

104 Other tangible property 

105 Electric plant purchased 

106 Electric plant sold 

107 Donations in aid of construction— Credit 

Total Genjual Plant 


TOTAL ELECTRIC PLANT IN SERVICE AND IN 
PROCESS OF RECLASSIFICATION 


186,000 

26,203 

92,093 

2,190,938 

450,350 

388,612 

638,075 

2,110 

13,619 


122,206 

412,398 

4,116,711 

2,802,820 

2,722,493 

1,691,687 

1,770,669 

2,426,809 

1,071,320 

1,981,534 


24,108 

575 

153,805 

574 

6,547 

46,483 

60,672 

68,190 



98,666 

22,384 

31,761 

1,407,237 

758,505 




1,252,982 

195,255 

94,481 

836,480 

4,502,334 

3,201,933 

5,567,921 

1,932,534 

5,437,530 

2,102,899 

31,160 

2,609,286 

95,409 

2,762,535 

3,622,802 

2.831,251 

1,092,837 

1,685.555 

2,376,885 

2,589,866 

1— 1 1 W 1 1 ■ 

IIiWIihB kin! 

24.406.797 



58.555.474 3,130.264 5.744.862 7.060.083 




91,577 


569,692 U 


irf-iteKi 


146,739 n 
48,425 79 


1,150,599 


110,679 

556.645 


374,965 

2,169,135 

291,097 

274,572 

24,003 

45,659 

124,380 

33,181 

176,994 









ADDITIONS AND RETIREMENTS OF ELECTRIC PLANT 


ADDITIONS 
Intangible plant 
Production plant 
Steam production plant 
Hydraulic production plant 
Internal combustion engine production plant 
Total production plant 
Transmission plant 
Distribution plant 

General plant 

Total ELcamc Plant Adhitions 

RETIREMENTS 
Intangible plant 
Production plant 
Steam production plant 
Hydraulic production plant 
Internal combustion engine production plant 
Total production plant 
Transmission plant 


I 


I 




Distribution plant 
General plant 

Total ELBrniuc Plant RmaBMBNTa 
NET ADDITIONS 
Intangible plant 
Produebon plant 
Steam pr^uction plant 
Hydraulic production plant 
Internal combustion engine production plant 
Total production plant 
Transmission plant 
Distribution plant 

General plant 

Total ELcamc Plant N 







40.467 

88.451 

802,726 

B 67.087 

659,286 

5,238,177 

476.790 






4,360 





15.944 

2.494 

530 

286,350 

25,617 


A Unclassified Electric plahT 

B. Includes t35,853 unclassIFieoI additions to electric plant 
C Includes $8,993 unclassified retirements to electric plant 
D Includes $26,860 unclassif ied net additions to electric plant 


E Penobscot Transportation Co , Northeastern Co 
f Includes $350,007 undistributed electric plant purchased 
G See note (f) to item 117 


I 1 iOwtmwT numM orrtcii 























































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Uubty Plant , 

Main^ i Marvufltf 


Central 
Maine Power 
Company 


Maiot Mityluid 

Puhfopd Rumeord Light Conowingo 
Pails Power Company Power 

Company Company 


Consolidated Eastern 

Gas Electric Shore Public 
Light ano Service 

Power Company CoMPA^Y of 
OF Baltimore Maryland^ The 


ELECTRIC unUTY PLANT 
UtilitY plant m lenice 
Utility plant kaxd to othen 
Conilinction worit in pro|itu 
Utility plant htlil Eor fuluK lue 
Utility plant uquiution id|unmcoU 
Utility plant in pioccas of ictlassiEcation 
Total 

Rnnva for ilcprttiatKin anif imoftization 


GAS UnUTY PLANT 
to Utility plant in SCTVics 

11 Utility plant leasnf to otiwn 

1 2 Construction work m proiicss 

1 J Utility plant held for future luo 

14 Utility plant acipiHition adiustmcnta 

I) Utility plant m process of reclaisifacatun 

16 Total 

1 7 Reserra for depreciation and amortmtion 


OTHER uraiTY PLANT 
ig Uldity plant in service 

20 Uli Illy plant leased to others 

21 Construction work in progress 

22 Utility plant held for future use 

23 Utility plant acquisition adjustments 

24 Utility plant in process of lecIassiEcatioa 

25 Total 

26 Reserves for depreciation and amortiaation 


TOTAL UTlilTV PLANT 
28 Utility plant in service 

20 Utility plant leased to others 

30 Constniction work in progiess 

31 UtiEty plant held for future use 

32 Utility plant acquisition adjustments 

33 Utility plant in processofreclassiScition 

34 UnclassiEed and undistritaited 

35 Total 

36 Resetves for depreciation and amortiaiion 

37 TOTAL UTILITY PLANT LESS RESERVES 



103,094,067 3,629,384 5,893,750 

482,739 

22,807,283 1,790,011 

1,766,038 


Potomac 
Eo I Son 

Company, The 


28,123,648 

43,799 



i 

c 

497,942 


6,568 



707,193 2,435,387 188,472,527 13,238,220 29,542,178 

5,120 73,193 6,687,767 6,775,293 44,855 

20,191 6,568 

910 11,964,795 


DETAIL OF ELECTRIC UTIUTY PLANT IN SERVICE AND IN PROCESS OF RECUSSIEICATION 



A Water itriLiTY* 

B Total, heating J3, 868,527, common $12,363,931 Less reserves, 
HEATING $2,344,806, common $3,419,653 


Gas utility solo in Dec 1948 

Total, heating $49,640, transportation $872,003 Less reserves, 
heating $29,701, transportation $237,430 









































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Utility Plant 

M»io< I Marylmd 



Rumtoro Licht Conowingo 
Company Power 

Company 


Consol ioated 
Gas Electric 
L iGHT And 
Power Company 
OF Baltimore 



DET AIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFICATION— Cdw/wW 


TRANSMISSSION PLANT 

67 Ijnd and land nghta 

68 Qeanng land and nghts-cf way 

69 Structures and tmpl&L’etnents 

70 Station equipment 

71 Towtis and fixtures 

72 Poles and fixtures 

73 Overhead conductors and devices 

7d Underground conduit 

75 Underground conductors ind devices 

76 Roads and trails 

77 Total Taansmission Plant 

DISTRIBUTION PLANT 

78 Land and land rights 

79 Structures and improvements 

SO Station equipment 

81 Storige battery equipment 

82 Poles towers, and fixtures 

83 Overhead conductors and devices 
Underground conduit 
Underground conductors and deVKes 
Line transfarmcn 

Services 

Meters 

89 Installations on customeri premises 

90 Leased property on Customers premises 

91 Street lighting and signal systems 

92 Total Distsibution Plant 


93 Land and land rights 

9 A Structures and improvements 

95 Office fuinilute and equipment 

96 Traiisportatian equipment 

97 Stores equipment 

98 Shop equipment 

99 Lsboralory equipment 

100 Tools and work equipment 

101 Communication equipment 

102 Miscellaneous equipm^t 

103 SubtotalGeneaal Plant 

104 Other tangible propetty 

105 Electric plant purchased 

106 Electric plant sold 

107 Donations in aid of conslcuction-^ntdit 

108 Total Geneaal Plant 

109 TOTAL ELECTRIC PLANT IN SERVICE AND IN 

PROCESS OF RECLASSIFICATION 


26,154 

16,646 

328 

108,442 


1,970,807 

249,848 

206,628 

4,972,736 

296,531 

2,486,025 

2,531,596 

68,501 

100,121 

12:343 





8,051 

6,622 

205,774 


222,003 

178,811 

2,502,146 

4,013 

6,244,053 

4,522,628 

698,835 

654,865 

4,131,315 

3,202,563 

2,551,279 

24,925 

13,497 


Wp/mVBi 

I if HUM I— Mil I Hit! I 


119,677 

616,535 

240,305 

580,054 




41,030 

599,335 

125,802 

479,607 

192 

8,023 

1,835,539 

2,097 

416,427 


125,300 

10,964,587 

2,193 

752,532 

1,298,235 


535,699 

7,917,284 

1,681,968 

2,526,984 

107,638 

593,413 

8,323,985 

1,261,816 

1,907,423 

116,136 

650 

457,264 

527 


2,056 

10,792,955 

35,601 

424 

3J437 

355,744 

6,394,235 

1,106,436 

1,941,028 

99,078 

102,737 

2,487,114 

370,764 

838,099 

65,569 

77,613 

69 

175,378 

3,554 

8,097,214 

717,241 

1,042,841 

17,132 

310,732 



707.193 2.43 


ADDITIONS AND RETIREMENTS OF ELECTRIC PLANT 


ADDITIONS 
Intangible plant 
Production plant 
Steam production plant 
Hydraulic production plant 
Internal combustion engine production plant 
Total production plant 
Transmission plant 
Distribution plant 
General plant 


Total Electaic Punt Additions 


RETIREMENTS 
Intangible plant 
Production plant 
Steam production plant 
Hydraulic production plant 
Internal combustion engine production plant 
Total production plant 
Transmission plant 
Distribution plant 
General plant 




NET ADDITIONS 
Intflnjibic plant 
Productran plant 
Steam productiofl plant 
Hydraulic prckluction plant 
Internal combustion engine procTuction plant 
Total production plant 
Tfansminion plant 
Distribution plant 
General plant 


Total Elbctkk: Plant Net 


$ 

t 

31,130 

691,486 

461 

31,848 

637 

E3 

52,486' 

58,435 

249,874 

18.033 

358.829 

58,196 

71,427 

316,935 


■■r'firiri 

69,974 

538,992 

125,546 

279,343 

M ■ 1 

16.840 

Ml ifrnri 

738.666 


(27,066) 

620,059 

461 


(285,087) 

637 



A Unclassified electric flant 
B Includes $43,390 unclassified retirements 


C See note (B) to item 126 





















































MaryUnd 


statistics of electric utilities in the united states for year ended DECEMBER 31, 1948 

Utility Plant 

iJiryllDcj I ^UuJchuittti 


Susquehanna 
Electric 
Company, The 

lAi 


Susquehanna 

Rover 

Company, The 

(b) 


Susquehanna 
TRANSM SSI3N 

Company of 
Maryland 


Ahesbury 
Slectric Ligh' 
Company 


Athol Gas anc 
Electric 
Company 


Attleboro 
Steam and 
Electric 
Company 
(C) 


Beverly Gas Boston 
and Electric Consolidated 
Company Gas Company 


ELECTRIC UnuTY PLANT 

1 Utility plint in «mcc 

2 Utility ptot IdKfl to others 

3 Coostnidion worL in ptogiess 

4 Utility plant held lot future me 

] Utility plant acquisition id|iis(meiits 
g Utility plant in process of reclissiStatioo 
7 Total 

a Reserves for depreciation and amortiaatioo 




GAS UnUTY PLANT 
Utililj plant in service 
Utility plant leased to others 
Construction ssort in ptogicss 
Uulity plant held for future use 
Utility plant acquuinon adjustments 
Utility plant in process of mlassiScatioJi 
Total 

Reserves for deprcciatran and amortiKition 




OTHER UTILITY PLANT 
Ublity plant in service 
Utility plant leased to others 
Constnidionwork in progress 
Utility plant held for futuie use 
Utility plant acquisition idjUStBients 
Utility plant in process of retIusiSiatiiHi 
Totaj 

Roerva lor denrtetitten and amnrtrtation 


Total Othea Utility Plant Less Resesves 


TOTAL UTILITY PLANT 
Utility plant m service 
Utility plant leased to others 
Csnscnidtonworlc in piogiess 
Uhltly plant held for future use 
Utility plant acquisiuoo adjustments 
Utility plant in process of leclassifiation 
Unclassified and andistributed 
Total 

Reicrva for denrccution and amottOatioo 





1,514,697 1,201,841 1,222,011 2,481,760 2,299,005 1,360,016 

31,738 14,085 12,201 44,607 21,809 



1,431,667 

51,203,301 

930 

139,636 



1,201,841 1,471,486 2,481,760 3,730,672 52,563,317 

14,085 15,976 44,607 22,739 139,636 


DETAIL OF ELECTRIC XJTILnY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFICATION 



INTANGIBLE PLANT 
3 S Orgiiuaation 

yjr Franchises and coaiseao 

40 Miscellineous Intangible pjut 

dl 


STEAM PRODUCTION PLANT 

42 land and land nghts 

43 Stiuctures and impravements 

44 Boiler plant equipment 

43 Enguies and engine driven generators 

4 5 Turbogenerator units 

4 / Accessory electric cqiupmcnt 

4S Mncellaneous potver plant 


HYDRAULIC PRODUCTION PLANT 
Land and land nghD 
Structure and improvements 
Reservoirs dsrns, ind ntennyt 
Wster wheels, turbines, and gcneiaton 
Accessoiy electnc equipment 
Miscel Uneotii power plant equipmen t 
Roads railroads, and bnd 


INTERNAL COMBUSTION ENGINE PROD PLANT 
3 g Land and bnd rights 

39 Structures and trapeovernentt 

So Fuel holders producers and aaesurret 

41 Interna] combustion engines 

43 Generaton 

43 Accessory electnc equipment 

44 Miscdbneoiupower plant 


S 

S 

t 

I 









Company owns no physical properties but leases and operates 
properties of The Susquehanna Power Co 
Not an operating company, plant and property leased to 
The Susqitehanna Electric Co 


Report reflects acquisition of Norton Power 4 Electric Co , 
acquired June 30, 1948 

Includes reserve for depreciation of other physical property 




























STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Utility Plant 

MArytind I M^iuchuifttA 


Maryland 

Mamd)ui«tu 



Susquehanna 

Susquehanna 

Susquehanna 

Amesbory 

Athol Gas and 

At tl eboro 

Beverly Gas 

Electric 

Power 

TRANSM I SS ION 

Elects ic 

Electric 

Steam and 

AND Electric 

Company, The 

(a5 

Company, The 

(b) 

Company of 
Maryl and 

Light 

Company 

Company 

El ectr I c 
Company 
(D) 

Company 


DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF RECLASSlFlCATION-O-n^W 


TRANSMISSSION PLANT 

67 Land and land rights 

68 Clwnng land and nghtS'Of way 

6? Structures and improvements 

70 Station equipment 

71 Towers and fixtures 

72 Poles and fucturci 

7) Overhead conductors and devices 

74 Underground conduit 

75 Underground conductors and devices 

76 Roads and trails 

77 Total Transmission Plant 
DISTRIBUTION PLANT 

78 Land and land rights 

79 Structures and iiDpiovemcnts 

80 Sutton equipment 

81 Storage battery equipment 

82 Poles, towers and fixtures 

83 Overhead conductors and devices 

84 Underground conduit 

85 Underground conductors and devices 

86 Lne transformers 

87 Services 

88 Meters 

89 Installations on customers premises 

90 Leased property on customers premises 

91 Street lighting and signal systems 

92 Total Distribution Punt 




93 Lind and land nghts 

94 Structuru and improvement) 

9J Office futnilure and ecjuipment 

96 Trinaportation e<|uipment 

97 Store) e<iuiproent 

98 Shop equipment 

99 Laboratoiy equipment 

100 Tool) and woA equipment 

101 Communication equipment 

102 Mlacelkneou) equipment 

lOi Subtotal Gbnshal Plant 


104 Other tangible property 

106 Blectric plant purchaaed 

106 Blectric plant aold 

107 Donation) In aid of conatmction— Credit 

108 Total GBNtHAL Plant 

109 TOTAL ELECraiC PLANT IN SERVICE AND IN 

PROCESS OF RECLASSIFICATION 





44, 

,174 

36. 

,718 

117, 

,488 

302. 

,345 

276; 

,571 


377 

1, 

,374 

138' 

,888 

68' 

,051 

104' 

,350 





542 

11,056 

75,532 

561 

13,322 

667 

13,109 

1,426 

82 

2,423 

3,598 

24,650 

707 






ADDITIONS AND RETIREMENTS OF ELECTRIC PLANT 


11 



ADDITIONS 
Intangible plant 
Production plant 
Steam production plant 
Hydraulic production plant 
Internal combuation engine ptoduction plant 
Total production plant 
Tranamiaaion plant 
Diatiibution plant 
General plant 


RETIREMENTS 
Intangible plant 
Production plant 
Steam production plant 
Hydraulic production plant 
Internal combijalion engine production plant 
Total production plant 
Tranamlacion plant 
Dialribution plant 
General plant 


NET ADDITIONS 
Intangible plant 
Production plant 
Steam production plant 
Hydraulic production plant 
Internal combuation engine production plant 
Total prodiictlon plant 
Tniumution plant 
Dittributlon plant 
General plant 




A Company owns no physical properties but leases and operates 
PROPERTIES OF The Susquehanna Power Co 
B Not an operating company, plant and property leased to The Susquehanna 
Electr I c Co . 


C Unclassified electric plant 

D Report reflects acquisition of Norton Power & Electric Co , acquired 
June 30, 1948 

E» Switching and accessory equipment 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

UuUty Plant 


Boston Eoisof 
Company 


Brockton Cambridge 
Edison CompanvElectric Light 
Company 


Cape A 
Vineyard 
Elects i c 
Company 


Central Eastern Fall River Fitchburg 

Massachusetts Massachusetts Electric Gas and 

Electric Electric Light Electric 

Company Company Company Light 

(C) Company 


ELICTRIC UnUTY PLANT 
Utility plant m suvice 
Utility plant leased to others 
Cctutrooioa work m progress 
Uttiiry plant held for future use 
Utilty plant acquisition adfustmenti 
Utility plant m process of recUssifiotioo 
Total 

Reserves for dcprccutioa ifid amottzitipn 


G\SUTIUTY PLANT 

1 0 Utility plant in service 

11 Utility pUnr leased to otharj 

1 2 ConstriKtWfi work m progress 

Ij Utilityplantheld/or/uturcuse 

14 Utility plarU acquisition adjustments 

J5 UtilitypUflt jnprocttio/frdassiiiatiofl 

16 JOTAL 

17 Rfserves for depreciation and imortiotion 

18 Totai, Gas Utilfty PL\rJT Less Reserves 

OTHER UnUTT PLANT 

19 Utility plant m service 

20 Utility plant leased to others 
Constfucticn work m progress 
Uhiiiy plant held for future use 
Utility plant acquisition idju^tments 
Uulity plant ifl process of reclissificitiOB 

Tot-sl 

Reserves tor depreciation and amortiiation 




TOTAL UTILITY PLANT 

28 UtililY flint m service 

29 Utility flint le»ed In otlierj 

JO CtHHtiuction uotlt m piogreis 

il Utility f Unt held Lot fuhice use 

32 Utility fUnttcquisibonadiustmenti 

33 Utility flint ui procesi of tecUlsifiotion 

34 UnrUuilieii ud undutribnted 

35 Total 

3d Reutva for deptecution ind imortiuhon 

37 




200,845,478 11,328,996 9,196,329 5,988,932 3.697,585 3,083,246 7,876,709 4,224,038 

17,017,531 122,313 4,096,103 179,529 150,168 270,252 25,822 636,875 



208,731,141 11,328,996 9,196,329 5,988,932 3,697,585 3,083,246 7,876,709 5,994,878 

17,172,613 122,313 4,096,103 179,529 150,168 270,252 25,822 687,168 


DETAIL OF ELECTRIC UTILITT PLAIVT IN SERVICE AND IN PROCESS OF RECLASSIFICATION 



INTANGIBLE PLANT 
Orguuaatioo 
Franchised lad COflSeotS 
Miscellaneous mtaagible plant 



Total SteaH Production Plant 

•n^'55.60i 

HYDRAULIC PRODUCTION PLANT 


Land and land rights 

1,395 

Structures and improvitnentj 

3,705 

Reservoirs dams and waterways 

3,809 

IX^ater wheels turbines, and gcneraCt>rs 

Accessory electnc equipment 

MisrelUncous power plant equipmen t 

Roads railroads and bridges 

2,540 

Total Hydbauuc Pboduction Plant 

11.450 


■ 


INTERNAL COMBUSTION ENGINE PROD PLAN! 
Land nnd lind eights 
Sttuclucts ind i[npravem«its 
Fuel holders, producers and accessories 
Internal combustion engines 
Generators 

Accessoiy electnc esjuipment 
Miscellaneous power plant ecjuipnicnt 


Total IWTj»NAL COMBUSTION ENGiNfi Prod Plant 


TOTAL PRODUCTION PUNT 




NR Not reported 
A Heating utility 

B Includes reserve tor depreciation and amortization of other physical 
property 


Company acouired by New England Power Co on Jan 1 , 1949 
Common util ity 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Vuhty Plant 



Boston Edison Brockton 
Company Edison 

Company 


Cahbriooe 
Electr I c 
Light 
Company 


Cape & 
V I neyapq 
Electr ic 
Company 


DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFICATION— Co«//»W 



TRANSMISSSION PLANT 


4 

67 

Land and land rights 

1,165,143 

) 112,651 

68 

Clearing land and rights of nay 

133,825 

) 

69 

Structures and impfO\cmenfs 

544,101 

38,498 

70 

Station equipment 

4,663,190 

367,098 

71 

Towers and fixtures 

756,380 

j 

72 

Poles and fixtures 

196,449 

315,204 

75 

Overhead conductors and de\ ices 

616,407 

) 

74 

Underground conduit 

685,633 


75 

Underground conductors and devices 

3,865,332 


70 

Roads and trails 

37.329 



77 Total Transmission Plant 

DISTRIBUTION PLANT 
7s LaikI and land righU 

79 Structures and unprovementi 

So Station cc|u]pincnt 

81 Storage battery equipment 

82 Poles toners and fiatures 

85 Overhead conductors and devices 

34 Underground conduit 

85 Underground conductors and devices 

86 lane transformers 

87 Services 

88 Meters 

89 Installations on customers premises 

90 Leased properly on customers premises 

91 Street lifihttng and s ignal syste ms 


Total Distmbution Plant 


GENERAL PLANT 
Land and land rights 
Structures and improvements 
Office Furniture and equipment 
Transportation equipment 
Stores equipment 
Shop equipment 
Ijboraiory equipment 
Tools and worl; equipment 
Communication equipment 
Miscellaneous equipment 


Subtotal General Plant 


memstf-MaLmmam n n w i n ■ 



Total General Plant 


TOTAL ELECTRIC PLANT IN SERVICE AND IN 
PROCESS OF RECLASSIFICATION 


Total production plant 
Transmission plant 
Distribution plant 
General plant 


1,576,522 

234,402 

6,358,993 

396,272 

12,018,275 

1,394,886 

2,242,953 

7,219,908 

) 

5,245,032 

) 3,127,263 

15,242,298 

268, 183 

26,790,115 

432,856 

4,002,283 

745,597 

9,890,154 

518,304 

6,986,647 

723, 124 

55,984 


7.244,466 

158.556 




200,845,478 11,328,9% 



ADDITIONS AND RETIREMENTS OF ELECTRIC PLANT 


ADDITIONS 


Intangible plant 


Production plant 


Steam production plant 

3,298,303 

Hydraulic production plant 


Internal combustion engine production plani 


Total production plant 

3.298.303 

Transmission plant 

310,202 

Distribution plant 

2,051,204 

General plant 

129.464 

Total Elfs trk, PuaNT Aiiditions 

5.789.174 


NET ADDIl IONS 

Intangible plant 

Production plant 


Steam production plant 

3,288,071 

Hydraulic production phut 


Internal combustion engine production plant 


Total production plant 

3.288.071 

Transmission plant 

238,909 

Distribution plant 

1,452,824 

General plant 

22.197 


ToTAI LLECTRlt PLANT NET ADDITION 


Company acquired by New Ensland Power Co on Jatc 1, 1949 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

UuUty Plant 


ELECTRIC UnUTY PUNT 
Utilitjr pluit ,n itrvict 
Utiky pltnt leased to otheis 
Conslraction wotic m ptopea 
Utility plant held for future use 
Uciliiy plant acquisition adjustnicnts 
Utility plant m process of reclassification 
Tom 

Reserves for deprcctation and aanortizatioo 


GASUnUTY PUNT 
Utility plant in service 
Utility plant leased to others 
Cooslmction woik in ptojrea 
Utility plant held for future use 
Utility plant aLquintuxi adiiutmenls 
Utibty plant m ptocess of reclassification 
Totai. 

Reserves for depieriatioo and iniartizuioii 


I 




Gardner 

Electric 

Light 

CoMPANV 


Gloucester 
ElEctr 1C 
Company 


Haverhill 

Electric 

Company 


Holyoke 
Water Power 
Company 


2 , 385,756 2 , 506,545 6 , 246,636 


Lawrence 

Gas and 
Electr ic 
Company 

Lowell 
Electr ic 
Light 

Corporation, 

The 

i 

8 , 512,642 

100,778 

10 , 880,691 

391,051 


Lynn Gas 
AND Electr ic 
Company 


Malden 
Electr ic 
Company 


tTiSWBBIinBHKWBlBtlaWiH! 


OTHER UnilTY PUNT 
Utility plant in service 
Utility plant leased to othecs 
Construction work in progress 
Utility plant held for future use 
Utility plant acquis nioo ad|ustn)cnts 
Utility plant in process of rcclassificatioo 
Total 

Reserves for depreciation and amortization 


TOTAL UTiUTY PLANT 
Ulihty plant in service 
Utility plant leased to othen 
Construcuoa work lo progresi 
Utility plant held foe futuie use 
Utility plant acquisition adjusunents 
Utility plant m process of leclissificatuin 
Unclassified and undistiibuted 

Total 

Reserves for depreciation and amortizatioo 


TOTAL UTILITY PLANT LESS RESERVES 



2 , 385,756 2 , 506,545 6 , 542,906 2 , 090,861 12 , 067,666 10 , 880,691 20 , 928,266 10 , 740,678 

41,780 50,848 92,131 51,113 114,786 391,051 596,842 52,276 

6 , 853,987 


DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF RECUSSinCATION 



A Steam production plant included with hydraulic production plant 


8 Transmission structures and improvements and station equipment 
included Wl-H STEAM PRODUCTION EQUIPMENT 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Utility Plant 



Haverhill Holyoke Lawrence Lowell Lynn Ga9 

Electric Water Power Gas and Electric and Electric 
Lompany Company Electric Light Company 

Company CorpoRat ion, 

The 



DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFICATION— CobywW 


TRANSMISSSION PLANT 

67 Lind and land nghta 

68 Clearing land and rights of way 
6P Structures and improvements 

70 Station equipment 

71 Towers and fixtures 

72 Poles and fixtures 

73 Overhead conductors and devices 

lA Underground conduit 

75 Underground conductors and devices 

76 Roads and trails 


Total Transmission Plant 



Land and land rights 
Structures and improvements 
Office /urniture and equipment 
Transportation equipment 
Stores equipment 
Shop equipment 
99 1 Laboratory equipment 
00 1 Tools and w*ork equipment 
Communication equipment 
Miscellaneous equipment 


Subtotal General Plant 


Other tangible property 
Electric pUnt purchased 
Electric plant sold 

Donations in aid of construction'~*Credit 


Total General Plant 


TOTAL ELECTRIC PLANT IN SERVICE AND IN 
PROCESS OF RECLASSIFICATION 


2,301,276 

■Httfellsfikl 

2,752 

32,107 

34,449 

3,811 

6,786 

3,253 

1.31S 

5,198 

27,673 

23,990 

24,804 

3,605 

909 

5,362 

8,407 





2,385.756 2.506,545 6.246.055 8.944.848 8.512.641 (10.880. 690 



Total Electrk: Punt Additions 


RETIREMENTS 
Intangible plant 
Production plant 
Steam production plant 
Hydraulic production plant 
Internal combustion engine production plant 
Total production plant 
Transmission plant 
Distribution plant 

General plant ___ 


Total Electric Punt Retirements 


NET ADDITIONS 
Intangible plant 
Production plant 
Steam production plant 
Hydraulic production plant 
Internal combustidn engine production plant 
Total production plant 
Transmifsion plant 
Distribution plant 
General plant 


Total Electric Pu 


A Transmission plant included with distribution plant 

B Line transformers, services, and meters included with poles, towers, 

AND FIXTURES 


Transmission structures and improvements and station equipment 

INCLUDED WITH STEAM PRODUCTION EQUIPMENT 


842507 0 - 49 - 25 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Vttlity Plant 


Mo ST/^UP 
Electric 
Company 


New Bedford 
Gas and 
Edison Light 
Company 


New England 
Power 
Company 
(A) 


Northampton 
Electric 
Light ing 
' Company 


Northern 
Berksh ire 
GaS Company 


Plymouth 
County 
Elects i c 
Company 


Quincy 
Electr i c 
Light and 
Power 
Company 


Salem 
Electr i c 
Light ING 
Company 


ELECTRIC UnUTT PLANT 
Utility flint in xrvicc 
Utility plant Jeawd ta othm 
Coostruction work id progress 
Utility pliDt held for future uie 
Utility pUnt acrjuisition adjustments 
Utility plint m pnxiess of recLusiScatioa 
Total 

Reserves for dcprecution ind amoftmtiOQ 


Total Electric UmiTY Pumt Less Reserves 


20,667,544 


51,894,536 1,380,900 2,366,530 3,608,741 3,290,305 5,351,295 

3,764,596 29,149 12,238 306,212 81,621 375,815 

(41,977) 



OTHER iminY PLANT 

Utility plant m service 
Utility pUtU leased to others 
Construction work in progress 
Utility plant held for future use 

Utility plant acquisition adjustments 
Utility plant in prcicess of feelassihcLUon 
Total 

Reiencs hr deprecration ind amortieatioa 


Total Other Utiuty Plant Less Reserves 


TOTAL UnUn' PLANT 
28 Utility plant m service 

2 <J Utility plant leased to Othen 

30 Construction work m progress 

3 1 Utility plant held for future use 

32 Utility plant acquuiuoa adjustmenca 

33 Utility plant in process of tedissihcjuon 

34 Unelassihed and undistributed 


26,676,595 

51,894,536 

1,380,908 

3,492,073 

3,608,741 

3,290,305 

5,351,295 

677,218 

3,764,596 

29,149 

12,238 

(41,977) 

306,212 

81,621 

375,815 





DETAU. OF BLECnUC UTIUTY PLANT IN SERVICE AND IN PROCESS OF RECUSSIFICATION 



INTANGIBLE PLANT 
Organization 
Frinchiscs and consents 
Miscjllantous intatigile plant 


STEAM PRODUCTION PLANT 

■12 Land and land ngSts 

■II Sttuauies and improsenwnts 

44 Boilet plant equipment 

15 Engines and engine driven generators 

16 Turbogenerator uiuts 

17 Artessory electric cr^uipmcnt 

lg Misc llaneous power plant equipment 

HI Tot al Steam Prodloion Plant 

HYDRAULIC PRODUaiON PLANT 
Land and land rights 
s 1 Stiuttures and improvements 

53 Reservoirs dams and svjterways 

55 Waterwheels turbines and generators 

54 Accessory electnc equipment 

55 Miscellaneous power plant equipment 

56 Ruads railroads and bridges 

17 Tot al HviiRauuc Prqouctiom Plant 

INTERNAL COMBUSTION ENGINE PROD PLANT 

56 Land and land rights 

59 Sinictures and improvements 

® Fuel holders producers and accessories 

£I Internal combustion engines 

62 Generators 

(53 Accessory cleCtnc equipment 

(34 Miscel laneous power plant equipment 

45 Total Internal CoaiBusnON Engine Prop Plant 
TOTAL PRODUCTION PLANT 



305,974 

5,323,921 

6,203,062 

3,757,429 

1,140,584 

113,740 


i 

1 


18,604 



612,930 

8,365 

2,419,485 

223,862 

3,935,089 

633,808 

2,689,011 

419,323 

1,526,990 

44,598 

585,384 

5,624 

li.ma92 

MW 11 'null 



6,776,784 

1,950,836 

14,243,408 

1,919,688 

505,174 

80,733 

93.194 


mrsm:«v9 afm\ 




A Report reflects acquisition of properties or the Bellows Falls 

Hydpo-£l ECTR ;c Corporation on July 28, 1948 but not the acouisition 
OF Eastern Massachusetts Electric Co acquired at the close of 
BD siNFSs ON Dec 31, 1948 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Utility Plant 



Ai Report reflects acquisition of properties of the Bellows Falls 

HVdro-Electr I c Corporation on July 28, 1948 but not the acquisition 
OF Eastern Massachusetts Electric Co acquired at the close of 
business on Dec 31, 1948 
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MuucbuietU 

Michiiu 


STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Vttlity plant 


Maatachuielti I Michigin 


EUEcnuc unirry plant 

plant m icrvict 
Utility plant leascij to others 
Corutrucbon wotk in proptss 
Utllitp plant held (ot future use 
Utrlitp plant acqumtion adjustments 
Unlitp plant m process of reclassifiation 
Total 

Keseivn for depieciatian and amomiation 


GAS UTILITY PLANT 
Utility plant m serrice 
Uulity plant leased to others 
Coostnittion wstk in piiigicsi 
Uulity plant held fot future use 
Utility plant acquisition ad|ustmciilj 
Utility plant m process of leclassikation 
Total 

Peservcs for depieoatioti and aiiiortiQtioa 


OTHER UTILITY PLANT 
Utility plant in secncc 
Utility plant leased to othets 
Construction work in progress 
Utility plant held fot future use 
Uulity plant acquisition adjustments 
Utility plant in process of reelissiSration 
Total 

Reserves for depreciation and amortiaalioo 


TOTAL UTILITY PLANT 
Uulity plant in service 
Utility plant leased to others 
Coostmaton vosk in pragiess 
Utility plant held for future use 
Utility plant acquisition adjustments 
Utility plant inpiaceslt of redassiSeatioa 
Unclassified and uodastiibuled 
Total 

Reserves for depreciatien and imoitizatioa 


TOTAL UnUTV PLANT LESS RESERVES 


Southern 
Berkshire 
Power L 
Electric 
Company 


2 , 189,278 


Suburban 
Gas and 
Electric 
Company 


Wachusett 

Electric 

Company 


Western i 
Massac husetts 

Electb ic 
Company 


eymouth Ligh 
AN o Power 
Company 


Worcester 
County 
Electr I c 
Cohpany 


Worcester 

Suburban 

Electric 

Company 


Alpena Power 
Company 



INTERNAL COMBUSTION ENGINE PROD PLANT 
]S Land and land tights 

39 Structures ind imptovetnenls 

go Fuel holders, producers, and accesiocies 

g] Internal conshuslion engines 

62 Genctators 

63 Acctssoryelectncequipinent 

6d Miscel laneous power plant equipment 

63 Total Inteknal Combustion Engine Pk od Plant 


im>r.iiianainiwim;iuf.wii 


Heating ut il ity 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Utility Plant 


L 


Southern 

Suburban 

N 

E 


Berkshire 

Gas and 

ITEM 

Power i 

Electr i c 

N 

Electr 1 c 

Company 


Company 


0 





Mituchuictti 

Michigan 

MauacbuKUi 1 Michifin 


Wachusett 

Western 

Weymouth 

Electr 1 c 

Massachusetts 

Light and 

Company 

Electric 

Power 


Company 

Company 


DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFICATION— Can/iaaca' 



TRANSMISSSION PLANT 

67 Land and land rights 

68 Clearing land and rights of waj 

69 Structures and improvements 

70 Station ecjuipmcnt 

71 Totters and fixtures 

72 Poles and fixtures 

75 Overhead tondutiors and devices 

7-t Underground conduit 

75 Underground conduaors and dev 

76 Roads and trails 


Torau TttaNSMlSslOtJ PuaNt 





ADDITIONS 

110 Intangible plant 
Production plant 

1 1 1 Steam production plant 

112 Hydraulic production plant 

1 1 3 Internal combustion engine production plant 

lU Total production plant 

1 1 5 Transmission plant 
llfi Distribution plant 
117 General plant 


retirements 

Up Intangible plant 
Production plant 

120 Steam production plant 

121 Hydraulic production plant 

122 Internal combustion engine production plant 

123 Total production plant 

124 Transmission plant 

125 Distribution plant 

126 General pjint 

127 

NET ADDITIONS 

128 Intangible plant 
Production plant 

129 Steam production plant 

130 Hydraulic production plant 

1 3 1 Internal combustion engine production plant 

132 Total production plant 

133 Transmission plant 

134 Distribution plant 

135 General plant 

136 Total Electiiic Plant Nft Addhio 


■n>waa4iJ:lfJJH5ai«:i:aii:iutiil7tH 
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STATISTICS OF ELECTRIC UTIUTIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Uithty plant 


LIFTS Power 4 Consumers Detroit 

IGHT CoMPANT, Power Company Edison 

Xhe Company and 

Subs I d iar i es. 
The 


ELEcmic urnjTY plant 

plant 10 service 
Utility plant leased to others 
Construction woA lO propers 
Utilrtp plant held for future use 
UtiLty plattr icquisition idjasunetits 
Utilitp plant in process of ctclassiScatioa 
Total 

Reserves for depieciatioa and anatmatioo 


GAS UTIUTT PLANT 

10 Uhl ily plant in service 

1 1 Utility plant leased to others 

12 ConstruenoD worlc in progress 

Ij Utility plant held for future use 

14 Utility plant ic()uuilioo adjusmtents 

15 Utility plant in process of itclassiAcaiion 

16 Total 


17 I Reserves for dcprcoaticn and amortaaation 


OTHER UTILm' PLANT 
19 Utility plant in service 

30 Utility plant leased to others 

21 Consttuaion wntlc in progress 

22 Utility plant held for future use 

23 Utility plant acquuition ad|ustinent3 

24 Utility plant in process of reclassification 

25 Total 

26 Reserves for depieciation aod ainottiaatioa 


TOTAL UnUTY PLANT 

28 Utility plant m service 

29 Utility plant leased to others 

30 Comtniction woit to pragtess 

31 Utility plant held for future use 

32 UidiCy plant aoiutsiUon ad|U3tineiits 

33 Utility plant in process of ttclassidcation 

34 Unclassihed and undistributed 

35 Torn 

36 Reserves for depreoatioci and aroottiation 

37 TOTAL UnUTV PLANT LESS RESPVES 


6,236,463 j 264,536,363 I 366,423,545 


705,325 

41,725 

2,479,936 


12,306,804 

1,797,971 

2,479,772 


20,213,744 

2,034,601 

6,268,623 



44,702,924 

3,439,395 

269,545 

1,331 

86,340 


Edison 5ault 
Electric 
Company 



M 1 CNIG AN 

Das and 
El ectr I c 
Company 


Michigan 
PUBL I c 
Sehv ice 
Company 


Upper 
Michigan 
Power & 

L IGHT 
Company 


Upper '■ 

Peninsula ^ 

Power Company c 



6 236 468 319,480,276 386,283,217 3,110,080 6,400,548 10,220,076 3,218,096 

' ' 1,604,157 

705,325 12,779,655 21,026,110 30,391 61,137 273,515 

41,785 1,799,302 2,084,601 

2 479,936 2,479,772 6,268,623 206,684 111,197 745,429 15,748 

’ 2,471,813 




7,783,017 


151,589 

419,217 


DETAIL OF ELECTRIC UTIUTY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFICATION 



A Total, heating, $3,298,605, water, $24,994, common, $7,120,693 Less 
RESERVES, HEATING, $2,737,039, WATER, $14,915, COMMON, $3,976,135 
8, Total, heating, $16,965,137, water, $181,165 Less reserves, heating, 
$12,650,696, WATER, $149,897 
C Water util itv 


Investment in plant leased from others 

Incorporated Feb 26, 1947, acquired Copper District Power Co , 
Houghton County Electric Light Co , and Iron Range Light &. Power 
Co oh JUNE 11, 1947 






































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Utility Plant 



Clifes Power &. 

Consumers 

Detroi t 

Ed I SON Saul T 

Ml CH 1 e AN 

Michigan 

Upper 

Light Company, 

Power Company 

Co I SON 

Electr I c 

Gas and 

PuBL 1 c 

Michigan 

The 


Company and 
Sub s id iar I cs. 
The 

Company 

Electr i c 
Company 

Serv I c E 
Company 

Power &. 

Light 

Company 


DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFICATION-Csw/nwa' 


TRANSMISSSION PUNT 
Lind ind lind nghti 
Cleinng land and nghts of -way 
Structures and improvements 
Station equipment 
Towers and Axtures 
Poles and fixtutes 
Overhead conductors and devices 
Underground conduit 
Underground conductors and devices 
Roads and trails 


Total Tianshission Plant 




13,445 
42,225 
20, 118 
247, 227 
95, 118 
177,209 
339,960 


5,173,442 



1 18 Total ELEcraic Plant Additions 
RETIREMENTS 

119 Intangible plant 
Production plant 

120 Steam production plant 

121 Hydraulic production plant 

122 Internal combustion engine production plant 

123 Total production plant 

124 Transmission plant 

125 Distribution plant 

1 26 General plant 




NET ADDITIONS 

128 Intangible plant 
Production plant 

129 Steam production plant 

Hydraulic production plant 
Internal combustion engine production plant 

Total production plant 

133 Transmission plant 

134 Distribution plant 

133 General plant 

1 34 Total Elbctiuc Punt Nbt Addition 


Incorporated Feb 26, 1947, Acquired Copper District Power Co , 
Houghton County Electric Light Co , and Iron Range Light &. Power Co 
ON June 11, 1947 
































































MiODCKU 
Miu* Miwouri 


STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Vtikty Plant 



MiNHtSOT* 

Power & 
Light 
Company 


Mississippi 
Valley Public 
Serv ice 
Company 


Northern 

States 

Power 

Company 


Mississippi 

Power 

Company 


Mississippi 

Power &. 

L I ght 
Company 


ELECTRIC ImUTY PLANT 
Utility plAot m sttYice 
Utility pUnt ItAKti U othen 
Comtnimoii mule m progresi 
Utility pUflt hNil /Of /uture me 
Utility plARt acquiiitioa ifljustmecti 
Utility plant in proccia of rcUuiiiUtion 

Total 

Reserves for depteoatioa and amortmtion 


Total Elictric Utiuty 


GAS UTILITY PLANT 

10 Utility plant in seimcc 

1 1 Utility plant leased to othert 

12 Comtroction »arE m pragiess 

13 Utility plant held Tor lutnre use 

U Utility plant acquisition adjustnsentj 

L3 Utility plant m process of redassihcation 
I 6 Total 

L7 Reserves for depreciabon and anwrtiiatioa 

18 Total Gas Utiuty Plant Lbs Rismis 

OTHER UnUTY PLANT 
IP Utility plant in service 

20 Utility plant leased to Others 

21 Coostruetioo wori: in progress 

22 Utility plant held for future use 

23 Utility plant acquisition ad{iistments 

24 - Ubiity plant in process of reclassihcafion 

25 Total 

2S Reserves for depreaici on and imortuation 

ii Total Othei UTtutY Plant ms ResEavts 

TOTAHmUTY PLANT 
2S Utility plant in service 

29 Utility pbait leased to others 

30 ConstiudHHi vodc in progress 

3 1 Utility plant held for future use 

32 Utihtyplintacquisitiaiiadiuatnieiits 

33 Uiihtyplantia pncesiaf reclassihcatioa 

a UodassiEed and undistributed 

33 Total 

35 Reserves for depieoution and aaMitiaation 

3r TOTAL UTtLrtY FLANT LESS RESERVES 




22,476,620 38,780,540 

1,656,178 1,667,292 

5,530 

1,329,454 3,482,747 



13,064,518 


446,625 


5,626,582 

17,478 



Cl T I ZENS 
Electr I c 
CORPORAT I ON 


EmP I R £ 

District 
Electr i c 
Company, The 


Gasconade 
Power Company 


27,943,357 

1,374,416 




1 

NR 

! 

405,951 


910 



52,392,059 

4,964,27? 

184,111 871 

22,476,620 

48,604,822 

649, 082 

28,349,308 

859,416 

4,983,759 

1,624,232 

9,055,751 

25, 244 

257,916 

11,959,251 

31,151 

12,697 

1,656,178 

5,530 

1,329,454 

1,869,548 

3,945,519 

24, 554 

1, 451,094 

9 19A 

1,375,326 

P9.7D4 

141,320 

1 nnn 


mmfm 




DETAIL OF ELECTRIC UTOITT PLANT IN SERVICE AND IN PROCESS OE RECLASSIFICATION 



INTANGIBLEPLANT 
Orgamzjiboa 
Fnochis«s ud coucots 
Muceilaneous mtugible plint 


STEAM PRODUCTION PLANT 
Ladd and land nghts 
Stm:tur« and unpeovemeab 
Boilei: plant n^uipment 
Engines md engine dnven generatocs 
Tuibogenenlor luuts 
Accessory electric cr^iupioait 
Miscel laAeouj Mwer plant 


Total Steam PiooucnoN Punt 


HYDRAUUC PRODUenON PIANT 
Land and land nghts 
Senutures and improveroenu 
Reservoirs, dams, and watecvajrs 
Water wheels turbines ud gefieraton 
AccasOty elcctnc equipment 
Miscellaneous power pbnt equipment 
Roads, railroads and bndeei 


INTERNAL COMBUSTION ENGINE PROD PLAN! 
38 Land and land rights 

59 Structures and impravements 

($0 Fuel holders, producera, and accessories 

61 Internal combustion engines 

62 Generators 

63] Accesioiy electric equipment 

64 I Miscellaneous power plant 


99,650 

1,666,054 

2,045,911 

1,636,795 

045,317 




5,169,175 

2,131,084 

9,939,536 

2,375,461 

727,992 

37,753 


23,506 

245,001 

330,688 


807,028 

16,095,432 

17,465,215 

16,461 

14,033,129 

4,369,826 



NR Not reported 

A Total, heating $100,350, common $229,543 Less reserves, heating 
$20,115, common $66,024 
B Transportation utility sold Dec 31, 1948 

D. Total, heatino $846,525, telephone $1,158,443, water $95,921, common 
$3,543,173 

E Includes $4,989,007 uno i str i suteo depreciation reserve 


43,764 

1,254,819 

1,295,991 

37 

1,713,816 

4P5,265 




27,493 
625, 584 
1,639,763 


437, 

,238 

237, 

,284 

1,831, 

,888 

416, 

,193 

112, 

,217 

55, 

,402 



396 

3,099 59 
720 ^ 
1 , 980 
2,765 
425 

&i 

65 

66 


Water utility included with oas utility 

Company roRMEo Nov 5, 1947, acquired Gencvicve Electric Cooperative, 
Inc as of May 12, 194S I 

Water uti li tv 

Company acquired by Missouri Power &. Light Co on Dec 31, 1948. 











































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Utility Plant 


Mmsciou. 
Miu Muioun 



Northern 

Mississippi 

Mississippi 

C it IZENS 

States 

Power 

Power A 

Electr I 0 

Power 

CONPANY 

Light 

CORPORAT 1 ON 

Company 


Company 

(A) 


EmP I R t 
D I STR I CT 

Elects i c 
C oMPANv, The 


Gasconade 
Power Company 
(B} 


DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFICATION-Ci!o/»««fa' 


TRANSMISSSION PLANT 

Land and land rights 

Qeanng land and rights of way 

Structures and improvements 

Station equipment 

Towers and fixtures 

Poles and fixtures 

Overhead conductors and devices 

Underground conduit 

Underground conductors and devices 

Roads and trails 

i 

302,158 
341,921 
23,025 
819, 108 
95,513 
1,364,950 
1,780,121 

2.021 


—Till mm 

DISTRIBUTION PLANT 


Land and land righu 

277,654 

Structures and improvements 

672,592 

Station ecjuipment 

3, 985, 111 

Stonge battery equipment 


Poles lowers and fixtures 

4,026,458 

Overhead conduclors and devices 

3.577.054 

Underground conduit 


Underground conductors and devices 

601,675 

Dne transformers 

1,933,668 

Services 

806,131 

Meters 

1,633,144 

Installations on customets premises 

156,295 

Leased property on customers premises 

12,848 

Street lighnng and signal systems 



Total Distribution Plant 



menial 


93 land and [and rights 

94 Structures and improvements 

93 Office furniture and etjuipment 

96 Transportation equipment 

97 Stoies equipment 

98 Shop equipment 

99 Labotatory equipment 

100 Tools and work equipment 

101 Conununicatiun equipment 

102 Miscellaneous equipment 

103 Subtotal General Plant 

1 04 Other ungible property 

101 Electric plant purchased 

106 Electric plant sold 

107 Donations in aid of construction— Credit 

loa Total Gbnehal Plant 

109 TOTAL ELECTRIC PLANT IN SERVICE AND IN 

PROCESS OF RECLASSIFiaTION 


||■|:||:|oMUr;:| 

1^804.484 


73,503 

593,448 

227,206 

326,376 

19,883 

17,097 

74,489 

57,795 

153,715 

21,687 

108,763 

22,244 

40,157 

6,601 

357 

8,180 

4,969 

30,311 

481,390 
3,421, 483 
730, 268 
690, 283 
63,553 
66,873 
258, 539 
379,096 
617,842 



52.062,165 4.964.277 165.420.768 



ADDITIONS AND RETIREMENTS OF ELECTRIC PLANT 


I 


ADDITIONS 
Intangible plant 
Produrtioo plant 
Steam production plant 
Hydraulic production plant 
Internal combustion engine production plant 
Total production plant 
Transmission plant 
Disttibution plant 
General plant 


Total Electwc Plant Additions 


RETIREMENTS 
Intangible plant 
Production plant 
Steam production plant 
Hydraulic production plant 
Internal combustion engine production plant 
Total production plant 
Transmission plant 
Distribution plant 
General plant 


NET ADDITIONS 
Intangible plant 
Production plant 
Steam production plant 
Hydraulic production plant 
Internal combustion engine production pisnt 
Total production plint 

Transmission plant 
Distribution plant 
General plant 


Total Elictmc Plant Net Addition 



1 

1 

1 

1 

,4.693 

9,714,5561 

28,426 

3,765,652 

8, 159 

4,747 1 




1.753.331 j 






Company formed Nov 5, 1947, acquired Genevieve Electric CooperativEj 
Inc AS or May 12, 1948 


B Company acquired by Missouri Power A Light Co oh Uec. 





























































STATISTICS OF ELECTRIC UTIUTIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Uff/ity Plant 


ELECTRIC UnUTy PLANT 
Utility plant in service 
Utility pUnt leased to otbers 
CocstructiOQ worlfefo progress 
Utility plant Md for future use 
Utility plant accjuisition adjustments 
Utility plant lo process of icdassdadon 
Total 

Reserves for depucunoa and amort iiahoo 


GASUnUTY PLANT 
10 Utdity plant in service 

IL Ublity plant leased to others 

12 Coostrition work ui progress 

1} Utility plant held for fuhrre use 

14 Utility plant acquisition adjustments 

13 Ubiity plant m process of redassificatiOG 
16 Total 


17 I Remesfor 


ffiWBwnwitS 


on aal unomation 


OTHER UTILITY PLANT 
IP Utolity plant la seivtce 

20 Utility plint lascd to other] 

21 Comtrucoon work in progrea 

22 Utility pilot held lor future ux 

23 Utility plant acquuitiofi adjultnient] 

24 Utility plant in pioceu of letlawhation 

25 Total 

26 Reserve] for depiccuticn and amortoitioa 


TOTAL UnLITY PLANT 

28 Utility plant in servile 

29 Utility plant [eased to others 

30 Gnutmction work to progress 

31 Utility plant held for future use 

32 Utihty plant icipiisitiofi adiustments 

33 Utility plant in process of tecUssifieation 

34 Untlassihed and undistributed 

33 Total 

3 5 Reserves for depteaation and amorlgatioa 

37 TOTAL UnLlTY PLANT LE SS RESaVES 


Kansas Citt 
P ovER &. 

L IG HT 

COHPAHY 


Missouri 

Edison 

Company 


1,220,999 

135 


6,558,686 


MissoUR l 
Gas & 
Electric 
Service 
Company 


MlSSflUR 1 

Power & 
Light 

CoMPA NY 

(C) 


Missouri 

Public 

Service 

Corporation 


Mis sour i 
Utilities 
Company 


St Joseph 
Light &. 
Power 
Company 

U) 


Sho-Me Power 
Corporation 



17 317,765 12,367,823 7,251,720 10,887,874 

77,495 

1,705,594 779,251 892,365 107,056 


D 86,996 


t 90, 236) 


869,206 2,016,066 1,612,148 

6,008 58,624 50,552 

0 (40,782) 


842,730 

578 


117,866 

27,810 



1,022,895 

861,519 

1,819,410 

2,338, 145 


35,645 



65,500 

98,304 

3,903 

10,462 

D 9,940 

(40,611) 





2,912,829 

47,346 

117,386 

D Of'.UO.Q 

4,134,039 

39,080 

20,356,726 

1,829,718 

0 96,936 

F 509,866 

14,841,490 

35,645 

928,108 

(171,629) 

9,913,860 
77,495 
896, 846 

13,343,885 

145,328 

23,936 

4,684,862 

21,945 

(738,401) 

122,563 

3.077.561 

681,541 

2.3^6.020 

4.175.11? 
1, 147,571 
..3.Qgj4g 

22. W. 245 

9 297 320 

13.633.615' 

■"10757050 

10.B8B.20T 

— 

13. 518.149 
— 5'!2S5l031 
"105015 

4,090,970 

1772035? 

2,369.917 


DETAtt OF ELECTRIC UTILITV PLANT IN SERVia AND IN PROCESS OB RECLASSIFICATION 



INTANGIBLE PLANT 
38 Organuabon 
39 * Franchises and consents 

4Gl Miscellaneous intangible pUnt 


T 

i 

< 

79,841 

904 


45,936 


6,618 



201.000 



1,043, 

,904 

7,416, 

,266 

14,141, 

,156 

7,678, 

,130 

5,137, 

,531 




HYDRAUUC PRODUCTION PLANT 
Land and land nghts 
Structures and improvements 
Reservoirs dims and vztervays 
Water wheels turbines, and generators 
Accessory electnc ecptipment 
MjscelUneous power plant equipment 
Roads, railroads and bnd 


Total Hydrauuc Production Punt 


INTERNAL COMBUSTION ENGINE PROD PLAN! 
Land and land rights 
Structures and improvemeab 
Fuel holders producers, and aaessones 
Internal cooabiution engines 
GenentoA 

Accessory electnc equipment 
Miscellaneous power plant equipment 


Total, Keating, $2,451,688, water, $206,094. Less reserves, heating, 
$1,286,310, water, $150,315 

Total, ice, $190,045, water, $7,286, common, $65,617 Less reserves, 

ICE, $41,126, WATER, $2,040, COMMON, $43,922 

Report reflects acquisition of Gasconade Power Co , acquired Dec 31, 

1948 

See NOTE (P) To item 34 

TrvTAL HEATING t95 337 ICE il73 232 uater i807 B43 common S21 923 


16, 163 
659,296 
962,971 
(2,093 
1,006,701 
256,990 



f 

f 

2,459 

75,000 

2,546 

1,715 

573D5 

7S77I5 

33,798 

38,376 

344,598 

466,918 

692,831 

1,124,761 


116, 833 

776,654 

1,096,237 

160,847 

225,070 

17.206 

32.534 


6,319 

565 

3,243 

16,058 

20,706 

11,743 

69,562 

153,659 

5,902 

249 

30,561 

15,761 

122,465 

16,607 

390,729 

439,142 

14,435 

3,841 

50,334 

67,135 

22,388 

1,636 

85,774 

80,437 


4,403 38 
9,619 39 ' 
ho 

41 




141,311 50 
70,084 51 
917,267 52 
128,726 53 
23,072 54 

346 55 


15,581 58 
31,755 59 
10,305 *> 
227,967 
37,402 « 
28,622 S3 
«4 
«3 
66 


u, f. tonmuon vm 

UnCLASS IF lEO UTILITY PLANT ACQUISITION ADJUSTMENTS 

Water utility Ice properties sold during year 

Total, Water, $1,519,698, ice. $303,615 Less reserves, water, 

$1,082,299 1 CE, $159,526 

Report reflects acquisition of United Utilities Corp and Maryville 
Electric Light i. Power Co acquired Feb 5, 1947 and Oct 1, 1947, 
RESP ect I vely 

Totai hfatino i3An QQA luniniTDiii eTcu A/rnv cr-i, ... - 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED 'DECEMBER 31. 1948 

Vttkty Plant 



Kansas City 

M 1 SSOUR 1 

Ml SSoUR 1 

Ml SSOUR I 

MiSSOUR I 

Ml SSOUR 1 

St Joseph 

Power A 

Edi son 

Gas a 

Power A 

Public 

UT ILIT lES 

Light A 

Light 

Company 

Company 

Electric 

Service 

Company 

Light 

Company 

(D) 

Serv ice 
Corporat ion 

Company 

Power 

Company 

(G) 


DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFICATION— 



[ TRANSMISSSION PLANT 

671 Land and land tighls 849j783 

Clcarng land and rights of way 151.105 

Structures and improvements 47,575 

Station er^uipment 2,610,974 

Towers and fixtures 1,278,746 

Poles and fixtures 1,074,473 

Overhead conductors and devices 2,456,918 

Underground conduit 29,998 

Underground conductors and devices 727,129 

Roads and trails 


Total Transmission Plant 


DISTRIBUTION PLANT 

78 Land and land rights 1,160,288 

79 Structures and improvements 701,020 

80 Station equipment 5,499,766 

81 Storage battery equipment 

82 Poles towers and fixtures 8,563,736 

83 Overhead conductors and devices 6,330,234 

84 Underground conduit 4,506,928 

85 Underground conductors and devices 4,524,712 

86 Line transformers 5,519,646 

87 Services 2,102,396 

88 Meters 5,343,370 

89 Installations on customers premises 18, 097 

90 Leased property on customers premises 381,601 

91 Street lighting and signal systems 2.981.755 

92 Total Distribution Plant 47.633.556 

GENERAL PLANT 

93 Land and land rights 1,596,172 

94 Structures and improvements 6,465 177 

95 Office furnitute and equipment 857,954 

96 Transportation equipment 492 042 

97 Stores equipment 102^819 

98 Shop equipment 41,884 

99 Laboratoty equipment j_gQ 085 

100 Tools and work equipment 213*316 

101 Communication equipment 276 476 

102 Miscellaneous equipment 103.429 

103 Subtotal General Plant 10 339^359 

104 Other tangible property A (954,991) 

105 Electric plant purchased 

106 Electric plant sold 

107 Donations in aid of conslruction— Credit 

108 Total Genbral Punt . 9,384.368 

109 TOTAL ELECTRIC PLANT IN SERVICE AND IN 

PROCESS OF RECLASSIFICATION 102,226.017 


382 

8,792 

8,253 

120,474 

333,018 

333,320 




1,596,172 

6,465,177 

857,954 

492,042 

102,819 

41,884 

190,085 

213,316 

276,476 


2,111 

6,555 

148,621 

439,293 

355,446 

3,903 

3,975 

357,122 

114,444 

202,891 




42,118 

4,153 

78 

28,416 

2,198 

79 

562,050 

55,782 

so 



81 

1,295,551 

322,751 

82 

1,092,696 

244,929 

b; 

22,071 


B4 

52,805 


95 

771,777 

285,086 

96 

404,156 

135,274 

87 

616.310 

201,900 

BS 


3.001.882 

17,317.765 

12,367.823 

7.251.720 

10,887,874 

4,807,425 



ADDITIONS AND RETIREMENTS OF ELECTRIC PLANT 


ADDITIONS 
IIQ Intangible plant 
Production plant 

111 Steam production plant 

1 1 2 Hydraulic production plant 

1 1 3 Internal combustion engine pioduction plant 

1 14 Total production plant 

115 Transmission plant 

1 16 Distribution plant 

117 General plant 

118 Total Ellctric Plant AnomoNS 

RETIREMENTS 

1 19 Intangible plant 

Production plant 

120 Steam production plant 

121 Hydraulic production plant 

1 22 Internal combustion engine production plant 

125 Total production plant 

124 Transmission plant 

125 Distribution plant 

126 General plant 

127 Total Elhctric PuNt RhtuBments 

NET ADDITIONS 

128 Intangible plant 
Production plant 

129 Steam production plant 

130 Hydraulic production plant 

131 Internal combitstlon engine production plant 

132 Total production plant 

133 Transmission plant 

134 Distribution plant 

135 General plant 

136 Total Electric Plant Nst ADomoNS 


A UNCLASSiriEO RETIREMENTS 

B Includes il91,043 unclassified retirements 
C See note (b) to item 126 

D Report reflects acquisition of Gasconade Power Co , acquired Dec 

1946. 


1 

671 


121 




i 

J 

* 

24,422 

49,833 


218.057 

55 

385 



3,333 


(203,013) 

540,979 

23,166 





See Note (e) to item 117 

Report reflects acquisition of United Utilities Corp and Maryville 
Electric Light A Power Co , acquired Feb 5, 1947 and Oct 1, 1947, 
respectively 

Includes $122,563 unclassified electric plant 

































































Mootxni Nevadi 
New Himpthirc 


STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Uulity Plant 

Mofluni I Ncradi 1 N«w 


Union 
Electric 
Company of 
1 Missouri 


Sierra Southern Concord Connecticut 

Pacific Nevada Power Electric River Power 
Power Company Company Company 

Company 


Eketer & 
Hampton 
Electr 1 c 
Company 


Granite State 
ElectR IC 
Company 



EUCTRIC imUTY PLANT 
Utility pUnt m service 
UtUltv plant leased la olhers 
Coostnictioa wnik in ptsgtess 
Utility plant held for future use 
Utility plant acipitiition adputineiits 
Utility plant in process of leciassification 
Totai 

Reserves for depicculiofl and amortmiion 


GAS UnUTY PLANT 

10 Utility plant in service 

1 1 Utility plant leiied to others 

12 Construction work m piO£ccsi 

13 Utility plant held for fcture use 

U Utility plant acquisition adiustments 

13 Utility plant in process of reclassification 

16 Totai 

17 Reserves for depreciation and ainortizalion 

18 Total Gas Utoity Plant Less Rtstavts 

OTHER unUTY plant 

19 Utility plant in service 

20 Utility plant leased to olhen 

21 Constniction wotk in progress 

22 Utility plant held for future use 

23 Utility plant acquiiitioo id|ustiDenta 

24 Utility plant in process of rcclissificitioii 

25 Total 

26 Reserves f or dep reciati on and amcrtiaation 

27 Total Othei Unary Plant Less Reseaves 

TOTAL UTIUTY PLANT 
23 Utility plant m service 

29 Utility plant leased to Others 

39 Coostmaioa work in progress 

31 Utility plant held for future use 

32 Utrlityplantacqatjitio(iad|ii5tirKiits 

33 Utility plane m process of recluiiicitron 

34 Unclassified and undistributed 

35 Total 

36 Resetvg for deprecation and imcrtmtion 

37 TOTAL UTILITY FLANTIES 5 RESERVES 


136,700,980 aOj 706,24-2 10,145,022 2,634^250 2,709,184 36,548,588 1,534,106 2,288,645 

3,857,915 655,960 | 68,597 ^ 129,912 180,736 44,086 


3,857,915 

5,116,935 



180,736 

20,196 


16,547,737 

1,692,194 

20,948,169 

187,615 

3,140,067 

34,902 

■■ lA.23'5.^f 

21. 135. 784" 

3.174.96? 



153,248,717 

101,654,411 

13,914,685 

2,634,250 

2,709,184 

36,548,588 

1,534,106 

2,667,337 

25,437 

4,045,530 

5,116,933 

692,006 


68,997 

129,912 

4,837,505 

180,736 
20, 196 




DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS 01 RECLASSIFICATION 



3NTANGIBLEPUNT 

OrganizatioD 

Frinchiso uid consent 

MuedUneaus intangible plant 

1 

250,958 

T.OW 

i 

20,912 

2,003 

46.130 

S 

5,031 

5,250 



69.047 

10.282 


STEAM PRODUCTION PLANT 
Land and land rights 
Structures and improveinenls 
Boiler pjut equipment 
Engines and engine dnven genecatoti 
Tmbogcncnitor units 
Acceasoty electnc equipment 


47,506 

594,044 

1,047,170 

1,546,126 

465,430 


Total Steam Proouchon Plant 

mBBaim 


HYDKAUUC PRODUCTION PLANT 

Land and land nghCs 

Structures and unprovements 

Reservoirs dams and waterways 

Waterwheels tuibines andgenentnts 

Accessory electnc equipment 

Miscellaneous power plant equipment 

Roads, railroads and bridges 

10,569,257 

1,450,360 

13,325,393 

3,950,276 

840,252 

335,606 

2,737 

5,682,654 

5,141,904 

24,073,109 

6,606,678 

1,313,817 

399,430 

318,173 


INTERNAL COMBUSTION ENGINE PROD PLANT 
Land and land lights 
Structures and impioveincnts 
Fuel holdeis producen and iccessoiies 
Interail combustion engines 
Generatoii 

Accessoty electnc equipment 

MiscelUneous power plant equipment 


Total Intehnal Cohiustion Enoks Paon Plan 


mowainiimmfwiawivia 



A Total, heating $3,393,439, common $14,846,492 Less reserves, 
heating $2,922,041, common $11,130,175 
B Not segregated 

C Gas, heating, and water utilities. 




J 

S 

I 

t 

2,633 

28,289 

2,389 

24,808 


8,567,627 

3,490,276 

10,985,362 

3,037,110 

677,111 

73,392 

422.911 




64,613 
66,541 
401,830 ” 
82, 161 
21,671 54 





Water utility 

Includes $2,259,713 EXCESS of book cost over original cost of 
VERNON Licensed Project No 1904 




































522 a 


STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 1948 

Vttitty Plant 

Nev»ii« I fjew H«inp*hirt 


Mllioun Mont 
Nev»d» N H 



Union Montana Sierra 

Electric Power Pacific 

Company of Company, The Power Cohpan 
M ISSOUR I 


Southern 

Concord 

Conn ect i cut 

Exeter 

Nevada Power 

Electr ic 

River Power 

Hampton 

Company 

Company 

Company 

Electric 




Company 






Total Distribution Plant 


RAL PLAN 



Otluf tenjible ptopeny 
Electoi; plant purchased 
Elirtric plant sold 

Donations in aid of construction— Credit 


Total General Plant 


TOTAL ELECTRIC PLANT IN SERVICE AND IN 
PROCESS OF RECLASSIFICATION 


9,865,923 

11,384,456 

11,786,435 

6,904,509 

10,708,749 

7,031,929 

6,873,612 

6,308,618 


93 

JUnd and land rights 

1,753,661 

94 

Structures and improvements 

4,538,098 

95 

Ofhee Furniture and equipment 

890,847 

96 

Transportation e<iuipment 

897,806 

97 

Stum c<]uipmcnt 

114,757 

98 

Shop equipment 

89,295 

99 

Laboratory equipment 

177,472 

100 

Tools and work equipment 

88,732 

101 

Communication equipment 

273,088 

102 

Miscellaneous equipment 

59.726 

103 

Subtotal General Plant 

8.888.485 


330,300 

64,683 

567,446 

44,830 ! 

3,736,210 

828, 596 

4,510,525 

1,829,060 

4,334,155 

1,391,336 

41,168 

12,525 

61,247 

4,978 

3,216,965 

787,397 

1,163,721 

310,706 

1,981,775 

472,928 

349,327 

15,183 

655.095 

169,732 


214,619 

1,241,941 

373,544 

472,801 

32,626 

16,703 

73,129 

81,907 

848,990 

25.819 


3,382.063 


18,921 

133,594 

85,518 

175,532 

1,186 

5,135 



8,888.485 


136.700.980 



80,706,241 10,145,022 2,634.250 2.709.184 


ADDITIONS AND RETIREMENTS OF ELECTRIC PLANT 



Total Elech-ric Plant Additions 


RETIREMENTS 
Intanjible plant 
Production plant 
Steam production plant 
Hydraulic production plant 
Internal combustion engine production plant 
Total production plant 
Transmission plant 
Distribution plant 
General plant 


Total ELEaRic Punt Retirements 


net ADDITIONS 
Intangible plant 
Production plant 
Steam production plant 
Hydraulic production plant 
Internal eombustion engine production plant 
Total production plant 
Transmission plant 
Distribution plant 
General plant 


Total Electric Punt N 



S 

f 

8,998 

47,048 

3,989 

347,686 

48,010 

7,967,092 

8,087 





1,547,704 

3,117,577 

202.208 





9,369 

5,615 24,631 7,786 





8,998 47,048 

338,317 

42,395 7,962,461 





35,082 

1,247,566 



110,486 

334,840 

7,514 






4 

t 


2,389 


)8 


66,514 




42,050 

149,206 


112 

233,693 



526 59 

37,552 33,396 




2,389 


6,276 

71,613 

i 


66,157 


53 

200,297 


Switching and accessory equipmeht 



































































New Uiisp<)urt 
New Jeney 


STATISTICS OF ELECTRIC UTILinES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Utility Plant 

New Hempthife | New jeney 


New Hampshire^ubl ic Service 
Gas and Cdhpanv of 
I Electric New Hampshire 
i Company 


White 

Mountain 

Power 

Company 


kTLANTic City Deepwater 


Electr 1 c 
Company 


Light^ and 
Pow'er 
Company 


JERSEY 
Central 
Power St 
Light 
Company 


Millville 
Electr I c 
Light 
Company 


New Jersey 
Power i 
Light 
Company 


ELECTRIC imLITY PLANT 
UtibtypUntin jemr 
Utility phot leated to otheiA 
CoutiuOioa wotic in piogiesi 
Utility pEnit beU (« future me 
Utility plant ancpiiaition adjmtmcntj 
Utility plant in ptoceu 0/ tecUssification 
Total 

Ketenc, for depiitiatioa aoJ ainortiaatiMi 


GAS unUTV PLANT 
Utility plant in service 
Utiljly plant Icised to oliien 
Construction work in piogiess 
Utility plant held fat /utore use 
Utdity plant acgmsition adjustments 
Utility plant in process of icclassification 
Total 

tiesenes lot depienation and amoitiaattcfi 




6,7’78,403 

64,375 


59,565,653 
8, 529,084 
954,793 


1,642,925 53,803,360 11,026,804 54,385,999 1,139,115 25,607,928 


1,733,317 

38,671 


3,098,631 

10,971,286 


5,994,380 




TOTAL UnUTYPUNT 
Utility plant in service 
Utility plant leased to othen 
Constraction work m progten 
Utility plant held he future use 
Utility plant icijuiaibon adjustments 
Utility plane m piocess of ledassiikaliao 
Unclassified and undistcibuted 
Total 

Reserves foe depieciitioa and amottaation 


TOTAL UTIUTY PLANT LESS RESERVES 


6,778,403 60,439,914 1,642,925 54,379,723 11,026,804 69,696,700 

64,375 8,529,084 9,354 1,733,317 41,139 3,267,640 

38,671 

954,793 10,971,286 


1,139,115 25,607,928 28 

29 

69,411 5,994,38 0 50 

}i 
32 

53 

34 

55 
5S 
37 


DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFICATION 



INTANGIBLE PLANT 
Orginiaation 
Franchises and consents 
Miscellinetms intangible plant 


STEAM PRODUCTION PLANT 
Land and land rights 
Stnicturej and impiovetnenD 
Boiler plant cijuipment 
Engines and engine driven genetators 
Turbogeoeritor units 
Accesioty electric etjuipmott 
Miscetlaneoui power plant 


HYDUULIC PRODUCTION PLANT 
Land and land nghb 
Structures and improvements 
Resetvoin duns and waterways 
Water wheels turbines and generators 
Accessory electnc equipment 
Miscellaneous power pUnt etjuipmcnt 
Roads railroad and hridees 


Total Hydrauuc Production Plant 


INTERNAL COMBUSTION ENGINE PROD PLANT 
Land and land rights 
Structures and improvements 
Fuel holders, producers, and accessories 
Internal combustion engines 
Generators 

Accessory electric ei^uipmcnt 

Miscellaneous power plant eguipnient 


Total iNTHgNAL Combustion EnotNE Prod Plant 


TOTAL PRODUCTION PLANT 




256,153 

4,131,310 

9,561,347 

4,766,104 

1,854,081 

500.592 

154,836 

2,164,027 

5,284,170 

1,406,594 

686,898 

355.236 

217,333 

4,628,364 

7,125,180 

4,027,461 

1,166,924 

246.537 

20.869.576 

10,651,765 

17.4il!801 


^9,420 

1,505 

rr 

3Z7 

1 

463 

misa 

3S7 

463 

— 


72,514 42 
1,367,540 43 
2,410,634 « 
4i 

1,109,110 4S 
313,897 47 
98,370 48 
49 


2,137 

7,784 

20,156 

49,581 


11,524 

8,881 

548 










































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Utility Plant 



New Hampshire Public White 

AND Service Mountain 

Electric Company or Power 

Company New Hampshire Company 


Atlant I c City 
Electr ic 
Company 



DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFICATION— 


Millvi lle 
Electr i c 
Light 
Company 


Nr*- Hrapthire 
New Jrfiey 



I TRANSMISSSION PLANT 
67 Land and land rights 

Cleanng land and rights of way 
Structures and improvements 
Station e(]uipment 
Towers and fixtures 
Poles and fixtures 
Overhead conductors and devices 
Underground conduit 
Underground conductors and devices 
Roads and trails 


Total Transmission Plant 



GEN 

93 Land and land rights 

94 Structures and utiprovementa 
93 Office furniture and ecjuipment 

96 Transportation erjuipment 

97 Stores erjuipment 

98 Shop erjuipment 

99 Labotatory erjuipment 

too Tools and wotlc erjuipment 

101 Communication equipment 

lo: Miscellaneous equipment 

103 Subtotal General Plant 

104 Other tangible ptopetty 

10) Electric plant purchased 

106 Electric plant sold 

107 Donations in aid of construction— Credit 

108 Total General Plant 

109 TOTAL ELECTRIC PLANT IN SERVICE AND IN 
PROCESS OF RECLASSIFICATION 




18,949 

343,508 

92,111 

1,049,329 

40,060 

266,075 

80,244 

488,955 

1,267 

9,031 

7,706 

42,561 

15,891 

78,423 

7,379 

63, 524 

71 

77,218 





1,014,021 


3,702,349 
766,960 
1,306,220 
2, 200, 129 


2,066,104 

4,571,189 

3,893,707 

1,701,452 


2,832,736 

1,067,500 

2,289,338 


362,950 

1,173,781 

107,628 

410,451 

10,348 

1,001 

15,471 

42,156 

107,989 



2,133,690 


2,876, 222 
1,115,723 
1,160,798 
1,888, 568 


2,616,509 

1,865,477 

2,515,638 


1,977,611 



1,135,334 67 

198,975 68 

113,520 69 

1,668,753 TO 



332,111 M 



6.778.403 1 59.565.653 I 1.642.925 1 53.603.360 1 11.026.804 I 54.385.999 I 1.139.115 


ADDITIONS AND RETIREMENTS OF ELECTRIC PLANT 


ADDITIONS 
Intangible plant 
Production plant 
Steam production plant 
Hydraulic production plant 
Internal combustion engine production plant 
Total production plant 
Transmission plant 
Distribution plant 
General plant 


Total Elrctric Plant Additions 


RETIREMENTS 
Intangible plant 
Production plant 
Steam production plant 
Hydraulic production plant 
Internal combustion engine production plant 
Total pioduction plant 
Transmission plant 
Distribution plant 
General plant 


NET ADDITIONS 
Intangible plant 
Production plant 
Steam production plant 
Hydraulic production plant 
Internal combustion engine production plant 
Total pioduction plant 
Transmission plant 
Distribution plant 
General olant 


Total ELecrRic Punt Net Annmo 


30,551 59,105 

4,091, 276 
38.709 










96,304 

28,966 

304,507 



9,900 







A Includes ±7,743,376 unclassified electric plant 

B Includes ^1,646,477 completed work orders undistributed 




































































New Jeney 

S«irM«xKO NY 


STATISTICS OF ELECTiaC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Vtthty plant 

New JerKV I New Mnaco New Mci.co j New York 


PUBL 1C 
Serv ice 
Electric And 
Gas Cqmpanv 


Pockeano 
ElEctr I c 
Company 


Inland 
Utilities 
Company, The 


New Mexico 
Electric 
I Service 
I Corporation 


PUBL ic 
Serv ice 
Company of 
New Mex ICO 


Bufealio 

Niagara 

Electric 

CORPORAT ION 


Central 
Hudson Gas 
i Electr I c 

CoRPORAT ION 


Central 
New York 
Power 

Co RPQRAT ION 

(£) 


ilECTBIC UmiTT PUNT 
Utility pUnt la service 
Utility plint ItAscd to others 
Comtractioo work in process 
Utility pluit held for future use 
Utility pUnt acijiusitioo adjustments 
Utility plant m process of teclassiEcatiim 
Total 

Bcsetves for deptetiation and amortuation 





total utiuty plant 

2B Utility plant in service 

29 Utility plant leased to others 

30 Construction work lo progress 

31 Utility plant held for future use 

32 Utility plant acrjuisiboo adjustments 

33 Utility plant in ptocesll of tMlassi£cation 

34 Unclassified and undutnbnted 

35 Total 

iS Reservn lac depreeiacion and amcrtization 

37 




498,055,551 

16,828,119 

464 

14,744,603 

2,079,643 

124,928 

3,860,817 

98,806 

8,753 

1,313,885 

7,458 

309,761 

16,997,434 

2,833,485 

5,558 

168,851,494 

4,410,936 

329,827 

50,596,816 

2,630,810 

2,500 

119,945 

"525765037 

125.941,533 

~i^.66y,2iA 

27^5071 

583,074 

1.621.44i7 

3.96a.3'?6 

1.250,815 

2.717.561 

rrs5O04 

251.035 

1.380.069 

■19.836.478 

2.795.897 

17.040.581 





detail op aECTRIC UTIUTY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFICATION 




$ 



INTANGIBLE PLANT 




Orgamution 

' 


810 

Franchises consents 

62, 

150 

394 


Miscellaneous intangible plant 




49 Tot al Steam Productiom Plant 

hydrauuc production punt 

30 Land and land njhts 

3 1 Structures and improveraeols 

32 Reservoirs daiTU and waterways 

33 Water wheels, turbines, and gcneriton 

34 Accessory electric equipment 

55 Miscellaneous power plant equipment 

35 Roads railroads and bridges 

37 Tot al Hyoaauuc Paoduction Plant 

internal combustton engine prod plant 

33 Land and land rights 

39 Structures'and improvements 

fiO Fuel holders producers and accessories 

Internal combustion engines 
132 Gcnentois 

Si Accesrory electric ecpiipment 

64 Miscel laneous power plant equipmeiit 

6) TotalINtsrnalCombustionJnginiPiiod Plant 







i 

46,123 

1 

7,160 

3,980 

46.123 



6,159 

111,258 

15,884 

1,086,167 

100,179 

18:288 

6,510 

48,032 

11,307 

402,849 

35,178 
4! 069 

15,935 

9,345 

2,507 

64,155 

21,694 

11,592 

584 



3,224 

4,258 

15,908 

6,735 

234 

2,419,381 

440,286 

4,154,203 

1,095,924 

189,492 

53,345 

30. 3M 



255,197 '<2 
7,742,220 -tS 
10,064,407 ''■< 

45 

7,145,501 dd 
1,661,590 « 


■BHHHCUd 



UM l(lliHlll»l lill 

1,205,139 

189,515 

1,523,716 

652,709 

96,672 

9,931 

7,446,716 

5,413,890 

17,045,407 

4,911,899 

916,506 

42,374 



A Common utility 
B Water util ity 

C Total, ice $47,421, water $3,239,323, common $378,125 
ICE $3B,293, WATER $2,974,484, COHMON $307,500. 


Less reserves. 


0 Total, heating $116,176, common $3,732,535 Less reserves, heating 
($3,179), common $3,288,648 

E Report reflects acquisition of Northern Development Copp , acquired 
July 31, 1948 
















































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Utthty Plant 

New Jeriey I New Meiico i New York 






Pub l I c 

Ser vice 

ULECTR 1 C and 

Gas Company 

Rockland 
ELE ttTR IC 

Company 

Fnland 
Utilities 
Company, The 


N J New Mei 
New Yori 


New Mexico Public Bufeald General 

Electric Service Niagara Hudson Gas 

Service Companv of Electric d Electric 

Corporation New Mexico Corporation Corporation 



DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFICATION— Onlintfei;; 



TRAMSMISSSION PLANT 


67 

Land and land rights 

10,285,657 

^8 

Clearing land and rights of way 

107,703 

69 

Structures and improicments 

3,314,844 

70 

Station equipment 

28,270,654 

71 

Towers and fixtures 

5,704,470 

72 

Poles and fixtures 

341,932 

73 

Overhead conductors and devices 

3,190,235 

71 

Underground conduit 

457,714 

75 

Underground conductors and devices 

892,977 

76 

Roads and trails 



DISTRIBUTION PLANT 
Land And land rights 
Structures and improvements 
Station equipment 
Storage battery equipment 
Poles towers and fixtures 
Overhead conductors and devices 
Underground conduit 
Underground conductors and devices 
Line transformers 
Services 
Meters 

Installations on customers premises 
Leased property ori customers premises 
Street lichtlnir and siimal systems 


Total Distsibution Plant 


GENERAL PLANT 

93 Land and land rights 

94 Structures and improsemenii 

95 Office furnilure and equipment 

9 (i Transportation equipment 

97 Stores equipment 

9B Shop equipment 

99 Laboratory equipment 

100 Tools and work equipment 

101 Communication equipment 

102 Miscellaneous cquipmenl 

103 Subtotal Gencbal Plant 

104 Other tangible property 

105 Electric plant purchased 
Electric plant sold 

Donations in aid of conitiuction— Credit 


Total Genebal Plant 


TOTAL ELECTRIC PLANT IN SLRVICE AND IN 
PROCESS or RECLASSinCATION 


2,727,209 

9,184,160 

24,670,871 

13,777,040 

16,744,818 

22,243,311 

14,972,115 

17,632,514 

9,893,934 

16,496,036 


96,927 

908,377 

552,304 

2,002,143 

86,653 

60,211 

603,283 

323,010 

149,393 



ADDITIONS AND RETIREMENTS Of ELECTRIC PLANT 



— 


i 

110 

ADDITIONS 

Intangible plant 


[II 

Production plant 

Steam production plant 

26,392,816 

112 

Hydraulic production plant 


113 

Inletnal combustion engine proJuction plant 


111 

Total production plant 

26.3$2';eiS' 

M 

Transmission plant 

3,912,561 

16 

Distribution plant 

9,832,284 

17 

General plant 

897.059 



Total ELcrrair Plant Additions 


RETIREMENTS 
Intangihle plant 
Production plint 
Sicam production plant 
Hydraulic production plant 
Inicinal cumbustion engine produclion plant 
Total produclion plant 
Transmission plint 
Distribution plant 
General plant 


NET ADDITIONS 
Intangible plant 
Production plant 
Steam produclion plant 
Hydraulic production plant 
Internal combuttion engine production plant 
Total production plant 
Transmission plant 
Distribution plant 
General plant 


Total Electric Plant Net Addition 


NR Not REPORTED 

A SvIlTCHINQ AND ACCESSORY EQUIPMENT 

B Report reflects acquisition of Northern Developnent Corp , acquired 
July 31, 1948 

842507 0 - 49 - 26 


C Excludes properties acquired from Northern Development Corp on 
July 31, 1948 

D See note (C) to iteh 118 





































New Jn»ey 
N«w Moneo NY" 


STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Vuhty Plant 

New 1er>ey I New Mexico New Mexico | New Yoric 


ELECTRIC LrnUTY PUNT 
UtJit)' plant in service 
Utility plant leased to olhcn 
Conatniction woilt in p cojiess 
Utdity plant he/J for /unite use 
Utility plant acquisitioo adiiutmena 
Utility plant in process of crclissificatioa 
Totac 

Reserves fot dcprcciatioii and amortuatiiio 


m 


GAS UmiTY PLANT 
UUlity pUnt in service 
Utility plant leased to otben 
CottstniclJOD work m progrefl 
Utility plant held for /iiture use 
Utility plant acquisition adjustments 
Utility plant in process of Tcdasufiotion 
Total 

Rc5er^es for depreciation and anwrtaation 




OTHER irriUTY PLANT 
Utility plant in service 
Utility plant leased to Others 
Coiutructiaa work in progress 
Utility plant held for future use 
Util ity plant acquisition adjustments 
Utility plant ui process of teclusiScation 
Total 

Reserves for depreciation and amortiaation 


PUBl 1C 
Serv ice 

ClECTRIC AMO 
Gas CoMPAitv 


Rockland 

ElECTR 1C 

Company 


Inland 
Utilities 
CohpanYj The 


New Mex i co 
Elects i c 
Service 
CORPORAT lON 


Public 
Service 
Company of 
New Mex i co 


Buffalo 

N I ASARA 

Electric 

CoRPORAT ION 


349,539,792 2,079,643 3,630,319 1,313,385 10,162,689 

11,328,339 124,928 97,707 7,458 2,669,370 

5,558 

8,753 309,761 


TOTAL UTILITY PUNT 


Utility plant in service 

Utility plant leased W otheo 

498,053,551 

Caiutmction work m progreu 

16,828,119 

Util ily pbnt held fot future use 

464 

Utdity plant acquisition td|ustmcnts 

Utility plant in process of ledaasiiication 

Unclassified and undistiibuted 

14,744,603 

Total 


Reserves fardentetiaCiun and amoimation 




Central 
Hudson Gas 
&. Electric 
CoRPORAT ion 


Central 
New York 
Power 

CorpoRat ion 

(E) 


127,491,681 > 

229,918 2 
2,433,145 3 

837,319 4 



9,108,239 

25,844,074 

244,884 

375,875 

5,187 

22, 179 







2,079,643 

124,928 

0 LsdUfOde: 

3,860,817 

98,806 

8,753 

1,313,885 

7,458 

309,761 

16,997,434 

2,833,485 

5,558 

168,851,494 

4,410,936 

329,827 

50,596,816 

2,630,810 

2,500 

119,945 

160,212,021 

229,918 

2,877,087 

859,499 


"5. §68, if 6 
1.250.815 

2.717.561 

1.631.164 

251.035 

1.3B0.069 



■rffry^ 



DETAa OF ELECTRIC UTIUTY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFICATION 



INTANGIBLE PLANT 

Orgini 2 ation 

Franchises and consenU 

Miscdhiieoii) inUngible plant 

4 

62, 150 

4 

810 
394 
- 8,975 

4 

11,235 
25,323 
im.,652 

Total iNTANctaLJ Plant 

62.150 

10.180 

141.210 



HYDSAUUC PRODUCTION PLANT 

Land ind luid rights 

Structures and improvements 

Reservoirs dams and waterways 

Water wheels turbines, ind generators 

Accessory electric equipment 

Miscellaneous power plant equipment 

Holds mhoids and bridges 


Total Hydrauuc Production Punt 




Common util ity 
Water utility 

Total, ice $47,421, water $3,239,523, common $378,125 
ICE $38,293, WATER $2,974,464, common $307,500, 





676, 

,630 

10, 

,002, 

,153 

19, 

,535, 

,204 

13, 

.229, 

,652 

2, 

,042, 

,515 


797, 

,360 



pa 

7 , 160 
3.980 140 
41 


255,197 42 
7,742,220 43 
10,064,407 4d 
43 

7,145,501 46 
1,661,590 47 
278.142 


3,224 

2,419,381 

4,258 

440, 286 

15,908 

4,154,203 

6,735 

1,095,924 

234 

1 

189,492 

53,345 


rnii 


1,205,139 

189,515 

1,523,716 

652,709 

98,672 

9,931 

7,446,716 

5,413,890 

17,045,407 

4,911,899 

916,506 

42,374 



Less reserves. 


0 Total, heating $116,176, common $3,732,535 Less reserves, heating 
($3,179), COMMON $3,288,648 

E Report reflects acquisition of Northern Development Corp , acquired 
July 31, 1948 



































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Uuhty Plant 

New Jeriey | New Mexico i New York 


DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFICATION— 


DISTRIBUTION PUNT 

78 Lund ind land rights 

79 Structure* and impro\emcnts 

80 Station equipment 

81 Storage bittery equipment 

82 Poles towers and fixtures 

83 Overhead conductors and devices 

8 d Underground conduit 

83 Underground conductors and devices 

86 Line transformers 

87 Services 

88 Meiers 

39 Installaiions on customers premises 

90 Leased property on customers premises 

Street lichtino and sicnal svstems 


2 ^ 727^209 
9jlS4,160 
24j 670,371 

13,777,040 

16,744,818 

22,243,311 

14,972,115 

17,632,514 

9,893,934 

16,496,036 




93 

GENERAL PLANT 

Land and land rights 

96,927 

94 

Structures and improsements 

908,377 

93 

Office furniture and etjuipment 

552,304 

94 

Transportation equipment 

2,002,143 

97 

Stores equipment 

86,653 

98 

Shop equipment 

60,211 

99 

Ubocalory equipment 

603,233 

I no 

Tools and woilt equipment 

323,010 

101 

Communication equipment 

149,393 

102 

Miscellaneous equipment 

12,320 

103 

Subtotal General Plant 

4,794,627 

104 

Other tangible piopetty 


105 

Electric plant purchased 


104 

Electric plant sold 


107 

Donations in aid of construction— Credit 




10,756 

1,252 

31,396 


246,589 

53,436 

403,458 

538,338 

314,370 

430,352 


326 

200,279 

449,934 

88,611 

125,364 

135,673 

219,033 




Toml Genehm Plant 


TOTAL ELECTRIC PLANT IN SERVICE AND IN 
PROCESS OPRECLASSiriCATION 


team 


349.539.792 





706,450 

3,530,364 

8,759,930 

9.390.847 
9,310,209 

10,840,971 

3,731,755 

8.882.847 
3,630,085 
5,422,435 




1 1 ■li I ■■■ issxsmmmi i « irnii 




N J New Mex 
New York 



4,304,686 

1,199,986 

324,773 

1,683,880 

1,484,498 

241,522 

452,560 

13,991,617 

3,529,089 

9,909,179 

4,654,992 

1,027,602 

2,555,544 

1,896,888 

1,133,111 

2,155,358 

6,893,898 

2,681,383 

4,635,946 

26,109 

54,812 

346,561 

5,652,694 

482,378 

663,046 


449,341 

178,968 

78 

164,867 

559,570 

7'J 

1,719,969 

5,946,109 




81 

5,784,811 

8,775,559 

82 

4,728,271 

6,761,644 

83 

777,728 

912,842 

84 

494,970 

1,005,162 

85 

3,428,636 

6,944,731 

36 

1,218, 280 

2,593,177 

87 

1,761,204 

3,505,340 

8B 


tkummaaJI 


1,313,885 

10,162,689 

168.851,494 

37,815,585 


ADDITIONS AND RETIREMENTS OF ELECTRIC PLANT 




397 




44,063 

234,503 

4,376 



5,850 

366 

1,100 





NR Not reported 

A SviTCHING AND ACCESSORY EQUIPMENT 

B Report reflects acquisition of Northern Development Corp.j acquired 
July 31, 1948 

842507 0 - 49-26 


C EXCLUDES RROPERTTES ACQUIRED FROM NORTHERN DEVELOPMENT Co R P ON 
JULY 31, 1948 

D See Note (C) to item 118 











































525 

Kew York 


STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Utility Plant 



Orange and Patchogue 
Rockland Electric 

Electric Light 

Company, The Company, The 


CASUnUTY PLANT 
1(1 Utility planl in service 

1 1 Utility pliiit leased to othen 

1 2 Construnion wori: in progress 

13 Utility plant held for Liituie use 

14 Utility plant acquisition id)ustmenti 

1 5 Utility plant III process of reclassification 

Id Total 

17 Reserves fo r depreciation and amortization 

18 Total Gas Utiuty Plant Less Reseiivb 

OTHER UTILITY PLANT 
tU Utility plant in service 

20 Utility plant leased to others 

21 Construction work m progress 

22 Utility plant held for future use 

2} Utility plant acquisition adjustments 

24 Utility plant in process of reetassificalion 

2 ! Total 

26 Reserves for depreciation and amortmtion 

27 Total Othek Utility Plant Less RESnitvn 

TOTAL UTIUTY PLANT 

28 Utility plant in service 

2 P Utility plant leased to others 

30 Construction wock in progress 

31 Utility plant held for future use 

32 Utility plant acquisition adjustmeols 

33 Utility plant m process of reclassification 

34 Unclassified and undistributed 

35 Total 

3 fi Reserves for depreciation and amortiaation 

37 




979,566,666 

41,171,816 
1,041, 126 

13,881, 225 

2,085,006 

(3,300,000) 

17,444,914 

96,553,202 

5,739,357 

136,671,913 

309,783 

3,483,159 

1,723,349 

139,283,112 

5,776,987 

619,464 








NR Hot reported 
A Common utility 


B Total, heating $290,158, common $3,608,253 Transportation 
UT IL ITY SOLD OcT 20, 1948 










































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Utility Plant 


525 A 


New YWk 


L 

1 

N 

E 

N 

0 

item 

Consol i dated 
Edison 
Company of 
New YoRKj 

Inc 

Eastern 

New York 
Power 

CoRPtSRAT Ion 

Lons Island 
Lighting 
Company 

New York 
Power and 
Light 

Corporation 

New York 
State 
Electr ic 
&. Gas 

Corporation 

N 1 agara 

Falls Power 
Company, The 

Orange and 
Rockland 
Elects 1C 
Company, The 

Patchogue 

El ectr I c 

Light 

Company, The 

L 

1 

N 

E 

N 

0 


DETAIL OF ELECTRIC UTIUTY PLANT IN SERVICE AND IN PROCESS OF RE 

CLASSIFICATION— -Cmi/aiwei/ 




TRANSMISS5ION PLANT 

J 

t 

1 

i 

1 

1 

i 

4 


67 

Land and land rights 

2,003 


1,028,843 

6,005,018 

2,817,225 

1,352,422 

108,822 

4,404 

67 

6& 

Clearing land and rights of way 





670,066 


44,734 

560 

66 

69 

Structures and improvements 

46,102 


140,292 

783,068 

260,598 

504,476 



69 

70 

Station equipment 

3,331,603 


4,997,878 

11,114,416 

^ 520, 136 

4,891,501 

193,475 


70 

71 

Towers and fixtures 



888,472 

4,920,494 

1,427,077 

1,551,526 

67,918 

468 

7] 

72 

Poles and futures 



1,227,152 

2,050,133 

1 980,915 

43,469 

144,983 

46,281 

72 

73 

Overhead conductors and devices 



2,053,334 

7,348,653 

4,533,156 

1,485,258 

223,081 

76,783 

IB 

74 

Underground conduit 

2,687,079 


213,621 

66,231 

10,658 

1,320,013 



14 

75 

Underground conduciorj and devices 

4,983,988 


231,227 

685,282 

28,108 

1,547,460 



75 

76 

Roads and trails 









Q 

77 

Total Transmission Plant 

~TT7U5D777T 


11.580.821 

32.973.300 

21.247.945 

12,696.129 

783.017 


Q 


DISTRIBUDON PLANT 









n 

78 

Land and land tights 

3,870,891 

7,431 

164,941 

233,759 

2,022,870 


197,333 



79 

Structures and improvements 

15,859,781 

40,960 

348,579 

452,078 

217,253 


75,064 

8,668 

Bl 

80 

Station equipment 

45,594,273 

503,132 

3,243,039 

4.773,619 

6,957,288 


320,270 

105,492 

BO 

81 

Storage battery equipment 









Bl 

82 

Poles towers and fixtures 

4,710,210 

34,273 

6,269,504 

0,634,685 


964 

629,259 

311,046 

82 

83 

Overhead conductors and devices 

5,906,159 

32,541 

4,429,093 

7,886,514 

13,544,146 

1,796 

605,281 

266,797 


84 

Underground conduit 

87,737,928 


1,052,243 

2,255,663 

641,801 


510 


R4 

35 

Underground conductors and devires 

131,568,021 


694,057 

1,473,527 

465,325 

84 

706 


85 

86 

Line transformers 

53,352,429 

606 

4,005,358 

6,147,090 

11,389,732 


306,661 

240,655 

B6 

97 

Servitcs 

43,032,005 

176 

2,064,216 

2,462,025 

3,839,745 


168,904 

112,692 

87 

8fi 

Meters 

37,409,904 


3,269,610 

4,020,191 

5,722,109 

80,496 

244,154 

171,793 

fi8 

89 

Installations on customers premises 

664,309 

10,834 

2,829 




2,545 


89 

90 

Leased property on customers premises 



47,125 


6,979 




90 

91 

Street lighting and signal systems 



4,047,965 

3,fi29,1R1 

5 404,754 


116.501 

72.453 

01 

92 

Total Distribution Plant 

445,223,986 

629.657 

29.638,552 

41.969.935 

67.213.136 

83.342 

wmmumm 

— wrniTrii 

m 


general PLANT 










93 

Land and land rights 



77,783 

2,037 

168,347 


494 

5,959 

9J 

94 

Structures and improvements 


28,307 

393,245 

46,719 

1,556,203 

59,864 

110,799 

43,123 

94 

95 

Office furniture and equipment 


10,759 

66,017 

96,408 

229,105 

81,021 

53,376 

16,338 

9S 

96 

Tiansportation equipment 


20,066 

480,310 

024 

506,976 

65,332 

86,016 

21,510 

96 

97 

Stores equipment 



24,648 

3,102 

40,572 

14,524 

6,651 

357 

97 

98 

Shop equipment 



5,937 

379 

7,726 

105,566 

6,422 


98 

99 

Laboratory equipment 


242 

44,327 

82,045 

168,439 

29,739 

10,997 

3,720 

99 

100- 

Tools and work equipment 


35,957 

34,223 

129,872 

67,204 

70,692 

19,842 

1,618 

100 

101 

Communication equipment 


4,317 

68,020 

147,069 

223,499 

19,598 

4,793 


101 

102 

Miscellaneous equipment 


342 

15.792 

28.044 

6.121 

4.573 

4UZM 


m 

103 

Subtotal Gbnesal Plant 


505T 

■flTLi W1i~l 

— mnnri 

mBwum 

450.911 

■—I II m 

23,.14.Z. 

lOJ 

104 

Other tangible property 


A 17,444,914 




710 

B (9,980) 


104 

105 

Electric plant purchased 









Ifll 

106 

Electric plant sold 









100 

107 

Donations in aid of construction— Credit 






123.556 



10? 

108 

Total Gbnbual Plant 


17,544,907 

wmm null 

537.303 

2.974.196 

328.064 



u 1 

109 

TOTAL ELECTRIC PLANT IN SERVICE AND IN 









1 


PROCESS or REaASSIFiaTION 

752,870.747 

31,326,139 

70,065,207 

107,651,199 

124.323.985 

49.025.953 

1 4.376.198 

wKn&SSI^BIk 

L_ 


ADDITIONS AND RETIREMENTS OF ELECTRIC PLANT 



i 

$ 

1 

i 

i 

i 

t 

t 



ADDITIONS 










110 

Intangible plant 









HO 


Production plant 










111 

Steam production plant 

14,493,536 


8,480,822 

7,381 

6,054,083 


146 

699 

111 

II2 

Hydraulic production plant 


66,289 


94,590 

24,613 

107,064 



in 

113 

Internal combustion engine production plant 


2.281 



L164J 




iij 

IM 

Total pioduction plant 

Mini mriini 

68,570 

■■Hl'iH III 

101.972 

mubkoam 

107.064 

146 

699 

114 

115 

Tranimission plant 

4,948,126 


1,972,643 

742,641 

1,783,661 

736,649 

14,273 

70,527 

115 

116 

Distribution plant 

28,221,289 

539 

3,179,091 

4,076,601 

7,244,418 

8,265 

307.627 

126,977 

116 

117 

General plant 


27.781 

157.977 

12.703 

302.959 

45.186 



117 

m 

Total Elbctric Plant Additions 





15.4C^.572 

897.166 

340-584 


HR 


RETIREMENTS 










119 

Intangible plant 









119 


Production plant 










120 

Steam production plant 

2,479,980 


43,946 

49,952 

28,577 


192 

721 

no 

121 

Hydraulic production plant 


10,CM8 


9,692 

46,183 

25,172 



ni 

122 

Internal combustion engine pioduction plant 





15 




172 

123 

Total production plant 

2.479.980 



59.645 


25.172 

122. 

721 

12} 

124 

Transmission plant 

1,942 


104,352 

142,331 

203,115 

64,941 

411 

19,593 

124 

125 

Oislribution plant 

7,531,139 


385,813 

610,521 

1,364,710 

1,676 

49,478 

8,386 

125 

126 

General plant 


3,683 

26,951 

6.539 

49.083 





126 

m 

Total ELBcrrnic Plant Rbtirembnts 

10.013.662 

13.731 


819.037 

MBIIPIII 

P— Eamal 


29,148 

127 


NET ADDITIONS 










128 

Intangible plant 









120 


Production plant 










129 

Steam production plant 

12,013,556 


8,436,876 

(42,571) 

6,025,506 


(46) 

(22) 

129 

130 

Hydraulic production plant 


56,241 


84,898 

(21,570) 

81,892 



130 

151 

Inlcrnil combustinn engine production plant 


2.281 



(1791 




131 

132 

Total production plant 

12.013.556 



A 2^27 


81.892 

iM 

(22J 

132 

133 

TransmiuiOn plant 

4,946,184 


1,868,291 


1,580,546 

671,708 

13,862 

50,934' 

133 

134 

Distribution plant 

20,690,150 

539 

2,793,278 

3,466,080 

5,879,708 

6,589 

258, 149 

118,591 

134 

155 

General plant 




6-164 



15,820 


m 

1 


■ 37; 649', W 


13,229,471: 

'TllfTSST 


hMi.fiiiniil 

287.786 




A Unclassified electric plant 


B Unclassified retirements 




















































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

UttUty Plant 


Paul Sh i th 's 
llecthic Light 

AND PoWEP 

AND Railroad 
Company 


Queens 
Borough 
Gas and 
Electr ic 
Company 


Rochester 
Gas and 
Electr ic 
C oRPOflAT ION 


Rockland 
Light and 
Power 
Company 


St Lawrence 
River 
Power 

Company, T he 


Staten island Westchester 
Cdison Lighting 

Corporation Company 


Yonkers 
Electr i c 
Light and 
Power 

ompany. The 



2,702,324 13,672,221 60,566,160 19,040,306 13,771,477 I 

314 256 125,285 14,879,554 5,121,411 

’ 351,347 303,853 

213,245 1,447,310 

2,332,206 



ElECTWC UTIUTY PUNT 
Utility pUnt m «ivict 
Uuiity pilot Iciscii to otheri 
Construaion woilc m pragrcii 
Utility pUnt held for future use 
Utility piznt acquisition adjustments 
Utility plant in process of reclassification 
Total 

Rcserses fur depreciation and ainDiiiaafion 


GAS UTILITY PLANT 

10 Utility plant in service 

1 1 Utility plant leased to others 

IJ Construction »orlt in progress 

13 Utility plant held for future use 

14 Utility plant acquisition idjiistmerits 

1 ) Utility plant in piocess of reclassification 

16 Total 

17 Reserves for depieciahon and amortiaalion 

18 Total Gas Utility Plant Less Reserves 

OTHER UnLITY PLANT 
Ip Unlit) plant m sciuice 

30 Utility plant leased 10 olhers 

31 Constructicm worL in progress 

32 Utility plant held for future use 

33 Utility plant acquisition adjustments 

24 Utility plant in piorcss of reclassification 

25 Total 

26 Reserves for depieciation and amortization 

27 Total Other Utiuty Punt Less REStuvEs 

TOTAL UTILITY PUNT 
23 Utility plant ra servire 

2 p Utility plant leased to Others 

30 Construction work m progress 

31 Utility plant held for future use 

32 Utility plant acquisition adjustments 

33 Utility plant in pioeos of leclassification 

34 Unclassified and undistributed 

35 Total 

36 Reserves for depreciation and amortiution 

37 TOTAL UTILITY PLANT LESS RESaVEfi 


INTANGIBLE PUNT 
Organiaation 
Franchises and consents 
Miscellaneous intangible plant 


Total iNTAMOiaLB Plant 


STEAM PRODUCTION PLANT 
Land and land rights 
Structures and improvements 
Boiler plant equipment 
Engines and engine driven geneiatois 
Tuibogeneiator units 
Accessory eiccinc equipment 
Miscellaneous power plant equipment 


Total Steam PnomcrioN Plant 


HYDRAULIC PRODLfCriON PUNT 
Land and land rights 
Structures and impiovcmcnts 
Reservoirs dams, and ,.lerways 
Waterwheels turbines and gcnciators 
Accessory electric equipment 
Miscellaneous power plant equipment 
Roads railroads and bridges 


Total Hvoraliuc Production Punt 


INTERNAL COMBUSTION ENGINE PROD PUNT 


Land and land rights { 



Structures and improvements 



Fuel holders producers and accessories 


329 

Internal combustion engines 

55, 

,856 

Generators 

7, 

,455 

j^ccciiory cJtftric equipment i 

1| 

,575 

Miscellaneous power plant equipment | 


15 

Total Intbrnal Combustion Enoine Prod Plant 1 



MiHm 


A Common utility 

B Total, heating $6,204,352, common $5,393,567 Less reserves, 

heating $4,927,431, common $4,097,326 


C Water utility 
































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Utdtty Plant 


526 A 

New York 


L 

1 

N 

E 

N 

0 

ITEM 

Paul Smith's 
Ilectr I c Light 
AND Power 

AND Ra ILROAD 

Company 

Queens 

Borough 

Gas and 
Electr ic 
Company 

Rochester 

Gas and 
Electr ic 

CORPORAT ION 

Rockland 
Light and 
Power 
Company 

St Lawrence : 
River 

Power 

Company, The 

TATEN Island 

Ed I son 
Corpora! ion 

Westchester 
Light ing 
Company 

Yonkers 
Electr i c 

Light and 
Power 

Company, The 

L 

1 

N 

t 

N 

0 


DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFICATION— Cantotfei/ 





TRANSMISSSION PLANT 

5 

i 

$ 

S 

y 

i 

4 

S 


67 

Lind 2nd land rights 

60,435 

537,768 


843,196 

3 


803,871 

107, 162 

67 

68 

CInnng land and rights of 




153,162 





68 

69 

Structures and improvements 




2,569 

3,113 


C 

20,844 

69 

70 

Station equipment 

103,268 

818,288 


1,156,690 

661,380 


C 

176,318 

70 

71 

Towers and hxtLres 


214,323 


718,920 

85,^38 


1,026,332 

124,503 

71 

72 

Poles and iixtures 

141,738 

320,968 


170,143 

37,461 




72 

73 

Overhead conductors and devices 

150,617 

358,354 


671,272 

78,005 


453,133 

63,425 

7i 

7-1 

Underground conduit 


40,859 






1,556,045 

74 

75 

Underground condunors and devices 


96,657 






1,182,826 

75 

76 

Roads and trails 




18,527 





76 

77 

Total Transmission Plant 

456.630 

2.3a7.2?l 

A 

3,734,4W 

865'. 702 


2,283.338 

■ 3',25i.l25 

77 


DISTRIBUTION PLANT 










78 

Land and land rights 

26,310 

211,898 

844,754 

42,731 


103,346 

143,329 

62,065 

7fi 

79 

Structures and improvements 

10,983 

93,611 

848,880 

109,280 


309,172 

C 1,817,858 

487,327 

7‘J 

BO 

Station equipment 

159,875 

779,972 

5,628,724 

770,230 

343,251 

2,043,715 

C 6,911,603 

2,976,162 

IS 

Si 

Storage battery equipment 









81 

82 

Poles towers and fixtures 

311,007 

1,050,408 

4,344,880 

1,361,507 

133,836 

1,305,851 

5,355,895 

844,992 

83 

8J 

Overhead conductors and devices 

179,874 

861,335 

3,233,736 

1,028,946 

274,097 

1,224,170 

6,188,120 

819.695 

m 

8A 

Underground conduit 

11,349 

71,964 

5,258,249 

2,794 



7,275,543 



83 

Underground conductors and devices 

13,377 

63,038 

4,873,689 

1,958 


564,013 

3,905,665 

1,980,895 

85 

86 

Line transformers 

176,092 

719,347 

3,758,426 

915,479 

662 

579,928 

3,236,359 

818,131 

Bti 

87 

Services 

51,899 

533,292 

2,124,359 

266,998 



2,562,849 

860,068 

ID 

BS 

Meters 

85,181 

916,616 

3,167,027 

656,491 


886,791 

2,359,853 

631,877 

88 

89 

Installations on customers premises 


7,949 

1,832 

4,976 



117,554 

98,339 

89 

90 

Leased property on customers premises 



20,339 







91 

Street lighting and signal systems 

45.034 

1.188.767 

3.810.706 

262.908 


601.307 


642,547 

Q 

92 

Total Distsibuuon Plant 

1.070.986 

6.498.203 

A 37.915.606 

5.424.306 

751.848 

8.403.515 



fm 


GENERAL PLAhlt 









n 

93 

Land and land rights 

32,615 


18,622 

33,958 

16,418 

92, 158 

1,202 

12,244 

95 

9^ 

Struclurcs and improiements 

188,646 


141,926 

296,282 


352,001 


587,683 

M 

93 

Office fumituie tnd e()uipment 

15,476 

11,940 

20,169 

26,248 

10,277 

158,176 


106,682 

95 

96 

Tronspottalion «)uipment 

36,380 

78,883 


239,253 

1,437 

134,119 

172,986 

69,333 

96 

97 

Stores ei^uipment 

405 

369 


2,892 


7,133 


13,446 

IM 

98 

Shop equipment 

2,038 

210 


1,955 


25, 732 


2,641 


99 

Laboratory etjuipment 

6,776 

11,097 

40,701 

36,461 


29,544 

103,072 

17,793 


100 

Tools and work equipment 

22,230 

12,019 

102,155 

65,258 


42,035 


37,261 

1110 

101 

Communication equipment 

16,930 

12,840 

62,959 

54,730 

5,217 

957 



101 

102 

Miscellaneous equipment 

, 1.717 



6.214 


7.351 


1.741. 

102 

103 

Subtotal General Plant 

323.217 

127.360 


763.255 

33.350 

849.211 

liHin 

P— II 

m 

104 

Other tangible property ' 



B (72,978) 






lot 

105 

Electric plant purchased 









105 

106 

Electric plant sold 









lOfi 

107 

Donations in aid of construction— Credit 









107 

108 

Total Geneul Plant 

323.217 

127.360 


763.255 

33.350 

849.211 

mKKsam&M 

848.828 

108 

109 

TOTAL ELECTRIC PLANT IN SERVICE AND IN 









109 


PROCESS OF RECUSSIFICATION 



62.898.365 

19.940.306 

13.771.476 

20.148.470 

44.855.289 

22.999.636. 



ADDITIONS AND RETIREMENTS OF ELECTRIC PLANT 



i 


t 

$ 


4 

4 

4 



ADDITIONS 










uo 

Intangible plant 









U 


Production plant 










lit 

Steam production plant 


10,122 

104,023 

368 


5,356,314 


794,550 

111 

112 

Hydraulic production plant 

476 


30,128 

5,662 





liz 

113 

Internal combustion engine production plant 

10.976 








115 

114 

Total production plant 

11.452 

10,122 

134.152 

6.030 


WKK^msm 


lZ94,.55n. 

lt4 

115 

Transmission plant 

26,059 

110,643 


33,646 

8,437 



55,551 

115 

116 

Distribution plant 

90,114 

441,889 

2.784.526 

460,634 

26,619 

1,150,954 

1,448,182 

278,881 

116 

117 

General plant 

12.^74. 

1fl 41fl 


— I WII ■ 


100.449 


38,260 

U7 

118 

Total Electric Plant Additions 


581 lob 

2.942:666 

664:462 

153.605 

§7607^717 

1.515.241 

1.167.242 

118 


RETIREMENTS 










119 

Intangible plant 









119 


Production plant 










120 

Steam production plant 


2,157 

10,555 

16,134 


9,815 


161,416 

120 

Ul 

Hydraulic production plant 



30,184 

40,592 

17,570 




121 

122 

Internal combustion engine production plant 









122 

123 

Total production plant 


snsT 

TU77W 

56.?27' 

17.570 

OTS" 



123 

124 

Transmission plant 

10,338 

91,580 


51,162 




192 

124 

125 

Distribution plant 

22^214 

84,026 

530,349 

109,555 

16 

113,077 

317,442 

75,955 

125 

126 

General plant 

316 

9,894 

13.005 

57,114 

194 

6.086 

58.059 

11,193 

126 


Total Electric Plant RetirbIients 

32.868 

IS’TSSS' 

5^.094 

276,558 

17,762 


375. 50S 

248 >5B 

mi 

mi 

Nrr ADDITIONS 









H 


Intangible plant 











Production plant 









jH 

n| 

Steam production plant 


7,965 

95,468 

(17,766) 


5,346,499 


633,134 


130 

Hydraulic production plant 

476 


(56) 

(34,930) 

100,479 




no 

131 

Internal combustion engine pioduction plant 

10.976 








I3I 

IJ2 

Total production plant 

11.452 

TTW 

93,413' 


100,479 

5', 346. 499 


633.134 

132 

133 

Transmission plant 

15.721 

19,063 


(17,516) 

8,457 



55,3591 

133 

134 

Distribution plant 


357,863 

2,254,177 

351,079 

26,603 

1,037,877 

1,130,740 

202,926 

nd 

135 

General plant 

12.258 

8.524 

10.982 

107.036 

306 



.. 27.067_ 

135 

136 

Total Electric Plant Net ADomONs 


393.415 


387,904 

135.823' 



918.464 

136 


A Transmission plant included with distribution plant 

B Unclassipied retirements 


C Transmission structures and equipment included with distribution 
STRUCTURES AND EQU IPHENT 
















































NortJi CtroUfli 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

UUbty Plant 


Carol ina 
Alum INUM 
Company 


ELECTRIC UnUrY PLANT 
Unlity plint in service 
Utility pUnt leued to olhen 
Construction worlc in pro^s 
Utility plant held for future use 
Utility plant anquisihon adjustments 
Utility plant in process of rccIassiEution 
Total 

Reserves for depreciatioo and amorttzatioo 




GAS UnUTY PLANT 

10 Utility pJ«it m service 

11 Utility plant leased to others 

L2 Cooatrucnon work in progress 

1} Utility plant held for future use 

14 Utility plant acquisition adjiutmcftts 
O Utility plant m process of redossi&catioa 
16 Total 

E7 Reserves for deprecratioD and amortization 


OTHER UTILITY PLANT 

19 Utility plant in service 

20 Utility plant leased to others 

21 G>njtruction work m progress 

22 Utility plant held for future use 

2} Utility plant ocquisittoo adjustments 

34 Utility plant in process of rechsiiBatiaa 

25 Total 

26 Reserves for deprecution and amortization 


13IB! 


TOTAL utility PLANT 
23 Utility plant in service 

29 Utility plant leased la others 

30 Constmaion worlc m prngecss 

31 Utility plant held for future use 

32 Utility plant aci]UUitionad|ustmenti 

33 Utility plant in process of tedassification 

34 ' Uodassiiied and undistributed 

35 Total 

3d Reserves for depreciation and amortization 




Carolina 
Power &. 

Light 

Company 


Duke 

Power 

Company 


Nahtahala 
Power and 
Light 
Company 


Tide Water 
Power 
Company 



Montana- 

Dakota 

Utilities Co 

(E) 


22,964,608 

347,252 

256,250 

23,568. ilO~ 
5.280.912 
18.287.197 


1,673,243 28,000,995 

61,448 25,002 

(409,792) 480,750 


19 ,778 .2^6 

462,298 

1,063 


M iCU.Ug-.A_ 1 

34,011,636 

98,639,935 

228,982,057 

20,628,791 

11,229,189 

1,091,640 

541,382 

6,789,304 

445,165 

9,516,960 

1,187,679 

202,855 

316,069 

2,210,070 

10,449,734 

131,264 

(483,672) 

55.'644.65'y" 

18 562 K2~ 

'ID0507T 

16,^55,2^" 

"2^8";WB775r 

102.^65,26f 

'22'. 1517.550' 
17,369,274^ 

' '4i7ar;3'i5" 

11.061 ."586" 
2';S9l "SS2“ 

- 5.5l5t9'^ 


51,427,902 

373,318 

737,000 


Otter Tail 
Power 
Company 


36,017,395 

1.501,267 


Buckeye 
Light & 
Power 

Company, The 

(J) 



DETyUI. of electric utility plant in SERVICE' AND IN PROCESS OF RECLASSIFICATION 



INTANGIBLE PLANT 
3B Organuatinn 

39 * Francium and consents 

4 Q MtscclUneous intangible plant 

di Total Intangible Plant 

STEAM production PLANT 

42 Land and Und rights 

4 } Structures and improvements 

44 Boiler plant equipment 

: 45 Engines and engine driven generators 

^46 Turbogenerator units 

47 Acccisory electric equipment 

43 Miscel laneous power plant e quipment 

49 Tot al Steam Production Plant 

HYDRAULIC PRODUCTION PLANT 

50 Land and land rights 

31 Structures and improvements 

32 Reservoirs, dams, and waterways 

3^ V/ater wheels, turbines and geaeramrs 

34 Accessory clertnC equipment 

35 Miscellaneous power plant equipment 

36 Roads railroads and bridges 

37 Tot al Hyoraulic PaoDuenoN Plant 

INTERNAL COMBUSTION ENGINE PROD PLAN! 
3 g Land and land nghts 

39 Structures and improvements 

60 Tuci holders, producers and acrcssories 

61 Interrul combustion engines 

62 Generators 

63 Accessory electnc equipment 

64 MucelUneous power plant equipment 




36,547 

174,860 

2,227,638 

10,292,788 

3,473,373 

15,770,898 

2,651,500 

12,849,554 

629,740 

2.476,449 

109.536 

486.818 


B 4,551,007 
1,774,075 
20,214,487 
3,645,214 
443,677 
263,405 
239.419 




10,583 

81,840 

401,777 

370,545 

180,332 


86,453 
1, 181, 117 
3,106,808 
91,473 
2,037,201 
373,246 


70,070 

3,906,940 

4,786,083 

107,387 

3,648,465 

762,765 


12,719,833 

3,591,150 

27,796,083 

7,934,045 

1,181,170 


999,431 

1,104,215 

12,179,139 

1,198,553 

139,263 

115,091 

674.350 




9 , 

,828 

9 , 

,715 

80j 

,167 

45; 

,292 


131 


959 


7; 

,640 

11,228 

314; 

,081 

459,141 

64; 

,036 

70,240 

1,373; 

,920 

1,544,063 

167; 

,990 

210,275 

151; 

,719 

173,609 



Water utility 

ThANSH IflilON LAND AND LAND R/GHTS INCLUDED WITH HYDRAULIC PRODUCTION 
LAND AND LAND RIGHTS 

Transportation utility 

Total, transportation $5,349,905, water $1,316,900 Less reserves, 
TRANSPORTATION $3,0^,853, WATER $900,844 

Report reelects acquisition qF Sheridan County Electric Co , acquired 
July 14, 1947 


Heat ing utility. 

Includes $173,960 undistributed reserve for depreciation of 
transportation equipment 

Total, heating $151,993, water $615,278 Less reserves, heating 
$88,425, water $358,131 

All of company's properties acquired by Dayton Power & Light 
Co- ON Sept 30, 1948 

































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Utility Plant 


N Carolina N DaJt 
Ohw 

I Ohio 



Carol i na 

Carol ina 

Duke 

Nantahala 

Tide Water 

Montana- 

Ott er Tail 


Aluhi nuh 

Power & 

Power 

Power and 

Power 

Dakota 

Power 

ITEM 

Company 

Light 

Company 

Light 

Company 

Utilities Co 

Company 


Company 


Company 


(B) 




DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFICATION— 


TRANSMISSSION PLANT 
(j 7 Land and land rights 

AB Clearing land and rights of way 

69 Sinicturcs and improvemenls 

70 Station ct^uipment 

71 Towers and hxtures 

72 Poles and fixtures 

71 Overhead conductors and devices 

7d Underground conduit 

77 Underground conductors and devices 

76 Roads and trails 


DISTRIBUTION PLANT 
Land and land rights 
Structures and improvements 
Station ecjuipment 
Storage battery erjuipment 
Poles towers and fixtures 
Overhead conductors and devices 
Underground conduit 
Underground vonductors and devices 
Line transformers 
Services 
Meters 

Installations on customers premises 
Leased property on customers premises 
Street litthttntt and ; 


Total DtsTRinuTiON Plant 


GENERAL PLANT 

93 Land and land rights 

94 Structures and improvements 

95 Office furnllute and erjuipment 

96 Transportation equipment 

97 Stores equipment 

98 Shop equipment 

99 Laboratqry equipment 

00 Tools and work equipment 

01 Communication equipment 
Miscellaneous eouinment 


Subtotal Gencral Plant 


Other tangible property 
Electric plant purchased 
Electric plant sold 

Donations in aid of construction— Oedit 


Total Gsneral Plant 


TOTAL ELECTRIC PLANT IN SERVICE AND IN 
PROCESS OF RECLASSIFICATION 



46.010 

42.718(677 

92,192 

2,969 

14,968 

367 

168 

80,954 

336,261 

340,408 

728,446 

17,920 

43,678 

82,082 


3,642,047 


307,218 

14,899,850 


1, 126, 235 


13,520,480 

16,893,510 

17,131,880 


12,760,187 
6, 134, 503 
8,904,620 




7, 

377 

1, 

922 

1,068, 

385 

2,022, 

959 

1,690, 

150 

1,501, 

333 

695, 

891 

1,638, 

,730 

200, 

,190 


490 

4,915 

43,502 

11, 100 

96,928 

382,180 

19,456 

125, 187 

110,386 

63,706 

122, 118 

191,913 

99 

6,574 

10,046 

8,857 

5,183 

6,930 

5,372 

14,463 

21,807 

n,979 

7,281 

39,371 

33,684 

2,815 

113,471 



33.595.507 98.137.462 213.931.921 20.628.791 


9.198.311 22.964.608 



326 

2,114 101 


ADDITIONS AND RETIREMENTS OF ELECTRIC PLANT 


ADDITIONS 
Intangible plant 
Production plant 
Steam production plant 
Hydraulic production plant 
Internal combustion engine pioduction plant 
Total production plant 
Transmission plant 
Distribution plant 
General plant 


Total Elect«ic Plant Additions 


RETIREMENTS 
Intangible plant 
Production plant 
Steam production plant 
Hydraulic production plant 
Internal combustion engine production plant 
Total pioductton plant 
Transmission plant 
Distribution plant 
General plant 




106,190 

(6,975 

5,556 

9,985,776 

(15,335 

1Q6.190 


mm H n'WfTi 

3,537 

2,497 

652,887 

6,974,052 

2,676,351 

14,418,309 


13,391 125 


( 11,9841130 


A Transmission land and land riqhts included with hydraulic production 

LAND AND LAND RIGHTS 

B Report reflects acquisition of Sheridan County Electric Co , acquired 
July 14, 1947 


C All of company's properties acquired by Dayton power t Light 
Co ON Sept 30, 1948 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Utility Plant 


Ohio 


E 

N 

0 

ITEM 

Central Ohio 
Light Sl 
Power 
Company 

Cincinnati 
Gas a 
Electr I c 
Company, The 

Cleveland 
Electr i c 

1 llumi hating 
Company, The 

Columbus and 
Southern Oh io 
Elettr 1 c 
Company 

Day ton 
Power and 

Lt GHT 

Company The 

(d5 

Greenville 
Electr i c 
Light 

AND Power 
Company, The 
fP) . . 

Marietta 

Electr i c 
Company, The 

Ohio Edison 
Company 

1 

\ 

N 

£ 

N 

0 


ELECTRIC UnUTT PLANT 

UtJjty plant m service 

Utihty plant (used to others 

Constnictjon work m progreii 

Utility plant held for future u$e 

Utility plant acquuition adjustments 

Ufiht) plant in process of nclusi^ation 

Total 

Resen cs for depreciation and amortization 

t 

5,759, 647 

192,596 

t 

105,533,242 

7,911, 478 

« 

176,278,379 

39,834,635 

t 

56,427,818 

14,595,914 

2,136,633 

i 

78,988,375 

13,726,559 

4 

1,886,315 

13, 187 

(81,619) 

— ITETUm? 

4 

2,339,457 

119,998 

14,471 

2.4737925' 

4 

115,246,075 

11,317,496 

21,532 

10,941,813 

1 

2 

3 

1 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

14 

17 

18 

19 

20 

21 

22 

23 

2l 

25 

20 

27 

28 

29 

30 

31 

32 

33 

34 

33 

36 

37 


■iU,444.'7n 

"?Io.lI3'.UT4 


92 , /'14,934 

5,~952.~^44 

NR 

TR 


NR 

664,676 

— 171557^ 

2,1707758 

■fO9(00^'827 

Total Electric Utiutv Punt Less Reserves 

GAS UTILITY plant 

Utility plant in service 

Utility plant leased to others 

Construction work in progress 

Utility plant held for future use 

Utility plant acquisition adjustments 

Utility plant m process of reclassification 

Tot4L 

Reserves for depreciation and amortization 


22,298,216 

696,787 



11,963,119 

360,849 








1F7323T9S5 

— 




NR 



“Kift 




Totu Gas Utiuty Plant Less Reserves 

OTHER UTILITY PLANT 

Uti/ityplaflt in service 

Utility plant leased to others 

Gsnstrumon work in progress 

Utility plant held for future use 

Utility plant acquisition adjustmenu 

Utility plant in process ot recUssification 

Total 

112,022 

6,348,908 

639,309 

6,831,829 

2,852,660 

4^496,620 

978, 452 

19,620 

6,948,569 

357,981 



5,274, 156 

112 022 

B 6.988.218 

A 9,684.489 

5.494_,654 




5. 274. l56 

16,803 

NR 

NR 

IMTrhTiri 




839.041 


A 95.218 



C 3.777.684 





TOTAL utility PLANT 

Utility plant in service 

Utility plant leased to others 

Ganstfuction work m progress 

Utility plant held for future use 

Util ity plant acquisition adjustments 

Utility plant m process of reclassiBcatioa 

Unclassified and undistnbuted 

Total 

5,871,669 

192, 396 

5,980.250 

134,180,369 

9,247,575 

183, 110, 208 

42,687,295 

60,924,440 

15,574,367 

2,156 , 254 

97,900,065 

14,445,391 

1,886,315 

13, 187 

(81,619) 

2,339,457 

119,998 

14,471 

120,520,231 

11,317,496 
21, 532 
10,941,813 

in OAA 516 

143.427.944 


78.6^3. 6gl 

"170457456 

1.817.^2 

2.473.926 

142.801.074 

1.511.479 

39.579.307 

66.179.111 

15.689.128 




rd9 . '361 . l35 

TOTAL imtITY PLANT LESS RESERVES 

8.533 ‘036 


wmBmm 

mmmmk 

■KIWiaLAlWI^ 


IWUIIIIWITI 

113.439.938 



1£TAIL of aECnUC ITTIUTY punt in service and in process of RECUSSIFICATION 







33 

3ST 

40 
,11 

42 

A5 

41 
1) 

46 

47 

48 

49 

30 

51 

52 

53 

54 

55 
i6 

57 

58 

59 

50 

51 

52 

53 

54 

55 
« 

INTANGIBLE PUNT 

Orguitzation 

Franchises and consents 

Miscellaneous intangible plant 



$ 

120,436 

» 

128,651 

20,325 

4 

1 

4 

575 

3,503 

94,771 

1 




..120.436 

148.976 



4.078 

■■9.4,721 

STEAM PRODUCTION PUNT 

Land and land rights 

Structures and impfovemenls 

Boiler plant equipment 

Engines and engine driven generators 

Turbogenerator units 

Accessory electric equipment 

Miscellaneous power plant equipment 

47,041 
765,474 
1,706,358 
115,742 
1, 152,410 
388,442 
?57.7a9 

204,914 

12,248,842 

16,194,809 

12,087,940 

6,049,915 

993,842 

18,961,328 

15,742,517 

14,246,815 

5,482,030 

5?? -375 

232,544 
3,323,642 
6,925,219 
21,091 
6, 110,846 
1,329,376 
249.972 

337,212 
6, 475, 184 
8,779,367 

6,502,829 
2,622,339 
199. QQ2 

1,850 

106,824 

131,505 

2,559 

131,990 

38,609 

. - 


892, 460 
11, 298,644 
14,973,262 

10, 284, 977 
3,746,016 



47.186’.^i§ 




415.694 


M liW |i 1! W 1'^ 1 

HYDRAULIC PRODUaiON PUNT 

Land and land rights 

Structures and improvements 

Reservoirs, dams and waterways 

Water wheels turbines arid generators 

Accessory electnc equipment 

Mistcllaneous power plant equipment 

Roads railroads and bridges 




■ 

20,704 
11, 180 
138, 382 
130,060 
168 
1,170 



622 
38,017 
151, 589 
42,048 
12,635 
1,313 






' 30i.667 



£46.227 

INTERNAL COMBUSTION ENGINE PROD PLANT 

Land and land rights 

Structures and improvements 

Fuel holders producers and accessories 

Internal combustion engines 

Generators 

Accessofy elecrlc equipment 

Miscellaneous power pUnt equipment 




8,850 

2,361 

6,841 















4.413.250 


56.425.907 

IH^^iGEg 

lijmiirngpl 

1 415.094 

J 



NR 

A 

B 

C 

D 


n REPORTED 

eating utility ^ ^ 

3tal, heating *246,417, water $169,751, commom $6,572,051 
DIAL, heating *73,517, transportation $5,421,178 Less reserves, 
eating $56,105, transportation $3,721,579 

EPORT reflects ACQUISITION OF ALL PROPERTIES OF BRADFORD A SETTYSBURG 

lectRic Light a Power Co , Brookville A Lewisburg Electric Lighting 
D Buckeye Light A Power Co , Eaton Lighting Co , Greenville Electric 


E 

F, 


Light A Power Co , New Madison Lighting Co , and western Ohio Public 

Service Co , acquired Sept 30, 1940 

Total, heating $6,082,688, water $1,223,864 

All of company's properties acquired by Dayton Power A Light Co, 

ON Sept 30, 1948 



























STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Utility Plant 


528 A 







L IGHT 

AND Power 
Company, The 

(f5 


Mar I ETTA 
Ele CTR I c 
Company, The 


DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFICATION— CoBA/naso' 



DISTRIBUTION PLANT 
I^nd and land rights 
Structures and improvements 
Statinn equipment 
Storage battery equipment 
Poles rowers and fisitures 
Overhead cotxductors and devjces 
Underground conduit 
Underground conductors and devices 
Line transformers 
Services 
Meters 

Installations on customers premises 
Leased property on customers premises 
Street lighting and signal systems 


187.862 

■IBBfiiKai 


5,660 

572,413 

454,291 

A 4,633 

986,675 

2,617,882 

8 3,997,167 
724 

6,844,099 

9,415,513 

C 615,885 

4,958,282 

9,908,290 

D 563,456 

4,204,736 

4,531, 253 

2,983 

3,670,346 

5,599,683 

459 

4,246,267 

7,181,206 

466,379 

6,464,531 

12,025,440 

242,974 

1,769,052 

5,227,496 

211,826 

907 

4,079,495 

42,684 

76,461 

6,708,193 

46 . 453 

2.941.675 

2.104.018 

4.159.513 

40.856.721 

65.773.270 



Total General Plant 


TOTAL ELECTRIC PLANT IN SERVICE AND IN 
PROCESS OF RECLASSiriCAnON 


ADDITIONS 
Intangible plant 
Production plant 
Steam pr^uction plant 
Hydraulic production plant 
Internal combustion engine prodpction plant 
Total production plant 
Transmission plant 
Distribution plant 
General plant 



ADDITIONS AND RETIREMENTS OF ELECTRIC PUNT 





134,839 7,921,046 

301,667 



RETIREMENTS 

Intingible plant 

ProduGion ptint 

41,729 




Steam production plant 

Hydraulic production plant 

Internal combustion engine production plant 

422,539 

681, 525 

287,367 

105, 034 

80 

Total production plant 

4^'.^ 

650?5 


■■■HSidffa 

Transmission plant 


85,733 

121,748 

116, 86a( 

Distribution plant 

83,063 

473,175 

952,517 

605,836 

General plant 

61.598 

23.155* 

218.723 

116. 198 



NET ADDITIONS 
Intangible plant 
Production plant 
Steam production plant 
Hydraulic production plant 
Internal combustion engine production plant 
Total production plant 
Transmisston plant 
Distribution plant 9 

General plant 


Total Electric Plant Net AoDmo 




288,831 


165,467 

578,946 

80.018 




7,902,253 

301,567 


434,364 

3,447,868 




2,076,616 

8,392,296 



Transmission structures and i mI^rovements included with distribution 

STRUCTURES AND IMPROVEMENTS, 

Transmission station equipment included with distribution station 

EQUIPMENT 

transmission poles and fixtures included with distribution poles, 
towers, aho r ixtures 

Transmission overhead conductors and devices included with 
distribution overhead conductors and devices 


_ , u t ioWMMWT nrnnwa OAnct 11 

Report reflects acquisition of all properties of Bradford^ 
Gettvsburs Electric Liqht &. Power Co , Brookville A Lewisburs 
Electric Lighting Co , Buckeye Light t Power Co , Eaton Lighting 
Co , Greenville Electric Light A Power Co , New Madison Lighting 
Co , AND Western Ohio Public Service Co , acquired Sept 30,1948 
All of company's properties acquired by Dayton Power a Light Co 
ON Sept 30, 1948 











































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Utility Plant ^ . 

njiw, I OklahomB Oreto 


Ohio-Miol^nd Ohio Power Ohio Public Toledo 

Light and Company, The Service Edison 

Power Company, The Company, The 

Company , , 

(0 


Oklahoma 
Gas and 
ElEctR I C 
Company 


PUBL I c 
Serv I CE 
Company or 
Oklahoma 

(E) 


I California 
Oregon 
Power 

, CoMPANYj The 


Mountain 

States 

Power 

Company 


ELECTRIC UnUTY PUNT 
Utility plAJit IQ service 
Utility pU/U leased to others 
CoQslruction work m progress 
Utility plant held for foture use 
Utility plant acipjisition adjustments 
Utibty plant in processor reclaisifcation 
Total 

Reserves for depreciation and amortuition 


GASUnuTY PUNT 
Utility plant m service 
Utility plant leased to others 
Construction ^ork m progreu 
Uulity plant held for future use 
Utility plant a(()uj5itioR adjuatments 
Utility plant IQ process of reclassification 
Total 

Reserves for deoreaaxiOfl and amortization 


Total Gas Utility Plant Leas Reserves 


OTHER UnUTYPLAJ^ 

Utility plant in service 
Utility plant leased to others 
CoQstmction work in pcogreis 
Utility plant held for future use 
Utility plant ac(]uisitiQii adjustments 
Utility plant in process of rcdassihcation 
Total 

Reserves fordcprcciaiion and arrurtization 






TOTAL UnUTY PLANT LESS RESERVES 


991,822 

772, 598 

64 

991.822 

188,542 

A ^ 3 ! 280 

775755? 

154,448 

B 618,214 

1,967,671 

184,982,172 

914,272 

78,813 

10,738,620 

299,792 

2,985,732 

2.881.943 

506.729 

2-375.214 

199 .■086.129 

50.103.204 

148. 9a 1.925 



DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF RECUSSIFICATION 



INTANGIBLE PIANT 
Orgacuution 
Franchises and consents 
MiKclIaneous intangible plant 


Total Intangible Punt 


STEW PRODUCTION PLANT 
^tand and land rights 
Structures and improvements 
Boiler plant enpipment 
Engines and engine driven generators 
Turbogenerator units 
Accessory electric ecjuipment 
Miscellaneous power plant equipment 


Total Steam Production Plant 


iBiiiiii 

1 

and generators 

nent 


nt equipment 

4go 

Total Hydaaulic Production Plant 


1 

i 

i 

14,674 

5,008 

1,498,684 


INTERNAL COMBUSTION ENGINE PROD PUN1 
^8 Eand hnd rights 

39 Structures and improvements 

60 Euel holders producers, and accessories 

6t Internal combustion engines 

62 Generato/f 

61 Accessory electric equipment 

64 MiKelUneous power plant equipment 




TOTAL PRODUCTION PLANT 


635,629 

6,998,186 

11,904,914 

40,072 

8,386,290 

1,988,962 




A Transportation ut i li tt 

B Total, gas ano oil $44,005, heating $728,657 Less reserves, gas 
AND OIL $31,645, heating $586,569 

C Report rcplccts acquisition Or Union Power Co , acquired in July 

1948 

D Includes $4,169,334 reported as eaccss plant cost in process op 

AMORT I 2AT I OH 



2,172,959 

1,504,044 

8,503,567 

1,732,782 

342,796 

89,284 



86,435 5® 
115,109 
856,230 




9,343 5“ 
57,536 55 
10,668 i5o 
379,853 
66,979 42 
30,870 « 
' frf 

65 

66 


Report reflects acquisition of Oklahoma Power 4. Water Co , acquired 
DEC 29, 1947 
Water utility 

Total, heating $60,368, telephone $682,526. water $2,020,593 Less 
RESERVES, heating, NONE (fULLT DEPRECIATED), TELEPHONE $540,334, 
water $1,706,680 










































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Utility Plant 


Ohio Olili 
Oregon 


Oh 1 o-Midlano 
Light and 
Power 
Company 



Ohio Power 

Oh 1 0 PuBL 1 c 

Toledo 

Oklahoma 

PuBL 1C 

Cal 1 r orn i a 

Mounta 1 N 

L 

Company, The 

Serv I CE 

Edison 

Gas and 

Service 

Or eqon 

States 



Company, The 

Company, The 

El ECTR 1 c 

Company of 

Power 

Power 



(A) 


Company 

Oklahoma 

Company, The 

Company 






(E) 



N 

0 


DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFICATION— 



TRANSMISSSION PLANT 

67 Land and land rights 

68 Clearing land and rights of way 

69 Structures and improvements 

70 Station equipment 

71 Towers and fixtures 

72 Poles and fixtures 

73 Overhead conductors and devices 

lA Underground conduit 

75 Underground conductors and devices 

76 Roads and trails 

77 Total iRANsMtiSiON Plant 

DISTRIBUTION PLANT 

78 Land and land rights 

79 Structures and improvements 

80 Station er^uipfncnt 

8 1 Storage battery equipment 

82 Poles towers and fixtures 

83 Overhead conductors and devices 

84 Underground conduit 

85 Underground conductors and devices 

86 Line transformers 

87 Services 

88 Meters 

89 Installations on customers premises 

90 Leased property on customers premises 

91 Street lighting and signal systems 

92 Total Distribution Plant 

GENERAL ^NT 

93 Land and land rights 

94 Structures and improvements 

95 Office furniture and ccjuipmcnt 

96 Transportation equipment 

97 Stores equipment 

98 Shop equipment 

99 Laboratory equipment 

100 Tools and work equipment 

101 Communication equipment 

102 Miscellaneous equipment 

103 SuDTOTAi General Plant 

104 Other tangible property 

105 Electric plant purchased 

106 Electric plant sold 

107 Donations in aid of construchon^-Credit 

108 Total General Plant 

109 TOTAL ELECTRIC PLANT IN SERVICE AND IN 

PROCESS OF RECLASSrFfCATION 


additions 

110 intangible plant 
Production plant 

111 Steam production plant 

1 1 2 Hydraulic pfoductioi\ plant 

113 Internal combustion engine production plant 

1 1 4 Total production plant 

1 1 5 Trarismission plant 

1 16 Distribution plant 

N 7 Ggncral plant 

118 Total Electric Plant Additions 

RETIREMENTS 

119 intangible plant 
Production plant 

120 Steam production plant 

121 Hydraulic production plant 

122 Internal combustion engine production plant 

1 23 Total production plant 

124 Transmission plant 

125 Distribution plant 

126 Gen eral plant 




NET ADDITIONS 
128 InUngible plant 

Production plant 

1 2 $ Steam production plant 

1 JO Hydraulic production plant 

131 Internal combustion engine production plant 

1 31 Total production plant 

133 Transmission plant 

134 Distiibulion plant 

133 General plant 


Total EiBamc Punt Nst Atmmo 


184 , 209,573 82 . 611,068 



A Report reflects acquisition of Union Power Co , acquired in July 
1548 ^ _ 

B. Reflects unclassified retirements in the amount of 516, 509 


Unclassified retirements 

Includes $54,091 unclassified retirements 

Report reflects acquisition of Oklahoma Power i Water Co , 

acquired Dec 29, 1947 

Includes i51,698 undistributed electric plant purchased 
See note (f) to item 117 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Vtthty Plant 


Ore^oft I Penn»ylv»ni« 


Portland 

General 

Electric 

Company 


Abington 
Electr I c 
Company 


Chester 
County 
Light and 
Power 
Company 


Duquesne 

Light 

Company 


Ed ISON 
Light and 
Power 
Company 


Hershey 
ElElTR I c 
Company 


Home Electr k 
Company 
(C) 


Luzerne 
County 
Gas and 
Electr i c 
Corporat ion 


ELECTRIC UTIUTY PUNT 


Utility plant in service 

73,501,181 

Utility plant leased to others 


Coftstniction work in progress 

1,065,722 

Utihty pUiit held for futufc lue 


Utility plant acquisition adjusmicius 


Utility plant lo procesj of reclaasifiutioa 


Total 

74, 566. 963 

Resenes for depteciation and unortiaahon 

11.435.7i7 


GAS UTIUTY PLANT 
Utility plAiit in sftvict 
ytiEity pl»nt Itastd to olhets 
Construction ivoik m pragtess 
Utility plant held fot future use 
Utility plant acquuilion atl|ustn»nt] 

Utility plant in piocess of recIaasiEcanou 
Total 

Resenes fot depteciition »nd amortization 




OTHER unurid PLANT 
Utility plant in service 
Utility plant leased to others 
Construction wotL in pragtess 
Utility plant held for future use 
Utility plant acquisition adyustraeuts 
Utility plant in ptoccis of tedassification 
Total 

Reserves for depreciation and amortization 


TOTAL UTILITY PLANT 
Utility plant in service 
Utility plant leased to others 
Construction work m ptogtess 
Utility plant held for future use 
Utility plant scquisiuon idiusUnents 
Utility plant in pmeess of tedassification 
Undassihed and undistributed 
Total 

Reserves for depreciation and ainortizaticin 





73,501,181 

1,065,722 

1,250,690 

1,238,377 

264,533 

194,934,078 

13,612,543 
146, 511 
3,009,026 

9,227,283 

37,419 

350,426 


1.250.690 

■-253.223 

1.017.466 

3.£?..45a 

1.135.452 





DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF RECUSSIFICATION 



INTANGIBLE PLANT 

33 Organization 

35)' Franchises and consents 

ijQ Mutellaneous intangible plant 

dl Total Intangible Plant 

STEAM production PLANT 
42 Land and land nghls 

45 Structures and improvements 

q4 Boiler plant equipment 

45 Engines and engine driven generators 

4S Tuibogcnetalor unili 

47 Acccasoty electric equipment 

IS Miscel laneoui power plant equipment 

4P Tot al Steam Pboduction Plant 

HYDRAUUC PRODUaiON PUNT 

30 Land and land righb 

5 1 Structures and improvements 

52 Reservoirs dams, and watenviys 

53 Water wheels turbines and generators 

34 Accessory electric equipment 

3 5 Miscellaneoiia power plant equipment 

3d Roads tailtoads and bridges 

57 Tot al Hydrauuc P»opuction Plant 

INTERNAL COMBUSnON ENGINE PROD PLAN! 

31 Land and land rights 

3; Structures and imptovements 

60 Fuel holders producers and iccessoties 

61 Internal combualion engines 

62 Generatori 

63 Acceasoiy electric equipment 

64 Miicellineoi^powcrplintjquipraert 


CoMMOM utility 

Heating ut i lity 


J 

322,998 

236.245 

i 

3,800 

10 

J 

8,883 

769 

I 

100, 275 
6,830 

i 

7,247 

21,060 



37810 

57553 

wrm 

28.3'07 



C Initial report; properties formerly operated under lease by 
Altoona A Logan Valley Electric Railway Co 






























STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Utility Plant 



Oregon 

Pennsylvania 

ITEM 

Portland 
General 
Electr ic 
Company 

Ab ington 
Electric 
Company 

Chester 

County 

Light and 
Power 
Company 


Oregon 

Penireylvania 



HERSHEr 

Electric 

Company 


Ho HE Electr I c 
Company 
(A) 




ADDITIONS AND RETIREMENTS OF ELECTRIC PLANT 


TreismiJMon pUnt 

Distribution plant 
Central plant 


Total ELFtrsic Plant Additions 


RETIREMENTS 
Intangible plant 
Produmon plant 
Steam production plant 
Hydraulic production plant 
Internal combustion engine production plant 
Total produitron plant 
Transmission plant 
Distribution plant 
General plant 


Total ELiia ric Plant Rcthem bnts 


58,297 

957,873 


1,157,425 

5,741,373 


43,461 

177,838 





2,301 

722,759 


163,342 

5,149,857 

852,705 






A Initial report, properties formerly operated under lease by Altoona 
4. Loqan Valley Electric Railway Co 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 


Pdnniylvinu Utfltty Plitttt 


L 

1 

N 

E 

N 

0 

ITEM 

Metropol itan 
Edison 
Company 

Natrona 

Light A 
Pquer 

Company 

Northern 

Pennsylvania 

Power 

Company 

PENNSYLvAN lA 

Clectr ic 
Company 

Pemnsylvan 1 A 
Power 
Company 

Pennsylvan |A 
Power &. 

L IG HT 
Company 

Pennsylvan ia 
Water &. 

Power 

Company 

Philadelphia 

Electric 

Company 

L 

1 

N 

E 

N 

0 

1 

2 

5 

1 

5 

6 

7 

S 

9 

10 

IT 

12 

li 

14 

15 

IS 

17 

IS 

IP 

20 

21 

22 

23 

24 

25 

2fi 

27 

28 

29 

JO 

Jl 

32 

53 

34 

35 
56 
37 

ELECTHfc uni.rry punt 

Ulilily plant m service 

LftilUy pUnt lu£ed to otheis 

Cotistruction work in pfogreu 

Utility plant held for future use 

Utility plant uqumtion adjusDnents 

Uulity plant in procicsa of reclusi^ation 

Total 

i 

74,532,969 

786,981 

i 

1,206,115 

7,747 

S 

10,370,769 

111,627 

t 

131,205,532 

9,824,683 

10,502,812 

S 

24,617,328 

401,996 

105,563 

504,551 

t 

171,296,556 

61,637,342 

403,872 

19,015,422 

S 

4,602,944 

796,514 

2,142 

28.881.366 

34.282.967 

J 

352,432,692 

25,196,181 

8,050,460 


7=; Tig gsn 

1.213.863 

10.482.396 

151.533.027 

25.629.438 

252.353.194 

3Q5.679.335 

20.099.280 

592.883 

2.150.533 

21.435.930 

5.094.221 

NR 

ma H ii iiHn ii ■ 



55.220.670 

620.980 

8.331.863 

130.097.097 

20.535.217 

9,978,887 

1,424,681 

10,040 

tt do . . o£ 2 j 

50,522,253 

2,836,687 

767,574 

GAS LmUTY PLANT 

Utility pljntin jtivicc 

Utility plint lcs«d to Others 

Cotutruaion worl: in progress 

Utility pUnt held For future use 

Utility pilot acquuDion adjiutmentl 

Utility plHit in process of teclissificitiori 

Total 










' 11 74 13. 609 


54.126.515 






HR 


7.701.956 









46,424,559 

OTHER UTILITY PUNT 

Utility pLmt in service 

Unlity plant leased to othen 

Constmetran nark in progress 

Utility plant held for future use 

Utility plant acquisition ad|ustments 

Utility plant in process of recUssihcation 

Total 

257,605 


125, 149 

1,309,881 

14,065 


3,501,387 

982,270 


23,180,935 

124,392 

257.605 


125 .lAQ. 
106.941 

1.323.946. 


A 4.483.658" 
NR 


23.305.328 

3.445.016 

^TOST 


314.574 



A 178.721 


A 18.207. 

A 1.009.372 





TOTAL unUTV PUNT 

Utility plant in service 

Utility plant leased to others 

Construction work in progress 

Utility plant held fot future use 

Utility plant acquisition idjiutinents 

Utility plant in process of ceelassiUcation 

Unclassified and undistribuied 

Total 

74,790,574 

786,981 

1,206,115 

7,747 

10,495,918 

111,627 

132,515,413 

9,838,748 

10,502,812 

24,617,328 

401,996 

105,563 

504,551 

184,776,832 

64,044,295 

413,913 

19,015,422 


426,135,882 

28,157,262 

8,818,035 

75.577,55^ 

1.213.S65 

10.607.546 

152 .856 .023. 



mmiirwiiVibisirM 


■ 20,178,163 

592.883 

2.257.475 


■■dblsEHstsUi 



TOTAL UTfUry PLAOT LESS RESERVES 

557399 392 

620.980 

8.350.070 

l51.lQ6.46i 

20.535. 217 





DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF REUASSIFICATION 



i 

I 

INTANGIBLE PLANT 

Or^anoalion 

Franchises and consents 

Miscellaneous mun jible plant 

4 

107,474 

106,823 

i 

1 

10,591 

72,930 

i 

$0, 619 
203,520 

t 

22,833 

58,465 

s 

476,158 

139,314 

3,454 

i 

141,447 

134,130 

38 

39 
AO 
'll 

12 

A3 

A4 

A3 

tfi 

A7 

48 

19 

50 

51 

52 

53 

54 

55 
5(3 

57 

58 

59 

60 
(51 
62 

63 

64 
55 
66 


214 , 297 


83.521 

284 . 140 

81 . 299 

618.927 

141.447 

134.130 

STEAM PRODUCTION PUNT 

Land and land nghti 

Structures and improvements 

Boiler plant equipment 

Engines and engine driven generators 

Turbogenerator umts 

Accessary electric equipment 

Miscellaneous power plant equipment 

140,772 

6,732,584 

9,208,251 

5,756,131 
2,478, 845 
301 . 638 

6,000 

143,358 

451,077 

8,417 

220,756 

106,818 

34.946 


340,907 
10,946, 679 
13,223,793 

10,071,675 

4,010,185 

2.515.9.71 

9,130 

1,397,177 

2,609,835 

2,001,965 
508,868 
106.420 

705,795 

10,632,313 

19,631,716 

(284,968) 

11,832,383 

4,727,067 

896.927 

H H jl 
S ||l 

1,755,517 

32,792,834 

30,736,226 

21,577 

24,141,005 

13,675,629 

1.284:691 



■■lllllll 


■BaeBacHi 





HYDRAULIC PRODUCTION PUNT 

Land and land lights 

Stnictutes and impravennenli 

Reservoirs dams and waterways 

Waterwheels turbines and gcneralois 

Accessory electric equipment 

Miscellaneous power plant quipihent 

Roads, railroads and bridges 

226,047 

193,796 

1,692,177 

903,163 

244,288 

78,486 

4.666 


43,617 

36,771 

198,009 

56,342 

21,508 

4,208 

2,167,515 

1,324,263 

6,466,828 

1,095,750 

385,371 

113,453 

103.461 


2,625,161 

1,676,200 

3,835,049 

827,318 

280,879 

90,270 

158.694 

570,900 

1,675,054 

624,335 

1,202,660 

229,590 

1,036,190 

11.228 


Total Hydraulic Productiom Plant 

3.342.626 


360.459 

11,656.645 


■mniHja 

5.349.959 


INTERNAL COMBUSTION ENGlNlE PROD PLAN! 

Land and land rights 

Stcucturei and improvements 

Fuel holders producers and accessories 

Internal combustion engines 

Generators 

Arcesjory electnc equipment 

Miscellaneous power plant equipment 






1,506 

1,706 

29,358 

4,944 

83 









mtm 1 IHT] 

IHHIHHHH 


Hiiiliif<aTli1iIikiiw»iiM2iMMilllH 

27,960,849 

97i,374 

360.459 

52.566.057 

6^833.407 





C Total, heating $6,124,612, common $17,180,716 Less reserves, 
HEATING $4,930,541, COMMON $14,929,770 


NR Not reported 
A Heating utility 

B Includes approximately $5,400,000 in excess of orioinal cost 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

VttUiy Plant 




Northern Pennsylvania Pennsylvania Pennsylvania Pennsylvania 
Pennsylvania Electric Power Powers, Water Si 

Power Company Company Light Power 

Company Company Company 


DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFICATION— 


TRANSMISSSION PLANT 
Uod ind bnd nghts 
Clearing land and righU'O/ way 
Structures and improvements 
Station equipment 
Towers and fixtuics 
Poles and /ixtures 
Overhead conductors and devices 
Underground conduit 
Underground conductors and devices 
Roads and trails 


DISTRIBUTION PLANT 
Land and land rights 
Structures and improvements 
Station cc|uipmcnt 
Storage battery equipment 
Poles towers and fixtures 
Overhead conductors and devices 
Underground conduit 
Underground conductors and devices 
Line transformers 
Services 
Meters 

Installations on customers premises 
leased property on customers premises 
Street lichtfnn and sienal systems 




Total Distkibutiqn Plant 



GENERAL PLANT 



Land and land rights 

403,309 


Structures and irnprovcmenti 

3,008,250 

482 

Office furniture and equipment 

316,007 

8,959 

Transportation equipment 

499,787 

16, 438 

SlQKs et]uipnlcpt 

67,365 

1,354 

Shop etjuipment 

54,632 

1,989 

Litofaloiy wjuipmcnt 

134,362 

1,479 

Tools and work ocjuipmont 

169, 299 

955 

Communication equipment 

128,177 

128 


Subtotal General Plant 

Other tangible property 
Electric plant purchased 
Electric plant sold 

Donations in aid of construction — Credit 


Total General Plantt 


TOTAL ELEaWC PLANT IN SERVICE AND IN 
PRCX;ESS of RECLASSIFICATION 


ADDITIONS 
Intangible plant 
Production plant 
Steam production plant 
Hydtaulic production plant 
Internal combustion engine production plant 
Total production plant 
Transmission plant 
Distribution plant 
General plant 


Total ELErrmc Plant Additions 


REHREMENTS 
Intangible plant 
Production plant 
Steam production plant 
Hydraulic production plant 
Internal combustion engine production plant 
Total production plant 
Tfonsmijsiqn plant 
Distribution plant 
General plant 


Total Electric Plant RBTiRHMfiNrs 


NET ADDITIONS 
InUngibk plant 
Production plant 
Steam production plant 
Hydraulic production plant 
Internal combustion engine production plant 
Total production plant 
Transmission plant 
Distribution plant 
General plant 


LECTRtc Plant Net AoDmo 




ADDITIONS AND RETIREMENTS OF ELECTRIC PLANT 


s 

i 

i 

838,088 

17,627 


144,481 


26 




420,639 

3,967,003 






272,085 

723,961 

32,473 


1,858,364 

5,758,566 

538.652 


139, 920 
1,301,876 
122,104 


52,246 

669,226 


617,558 

144,367 




Mil H I IWl I IPB HI liWl 11 





126,648 

20, 926 

133, 240 

4,641 

747, 522 

4,178 


95,543 

4,428 





53,039 , 262,023 

2,057,525 121 




7,296,099 

i,880 











A Unclassified retirements 
B Included with shop eduipment 

C Includes $376,540 undistributed electric plant purchased 
D See note (cj to item 117 


E Includes $15, 573,242 unclass if i ed electric plant 
F Unclassified electric plant 
G Includes $79,158,674 unclassified additions 
H See note (G) to item 117 





















































PcnnJylvanu 
Rhod(t IiUnd 


STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

VttUty Plant 


PenniyW^tua I Rhode Island 


Phiuadelphia Sate Harbor 
ElEctr ic ViATEP Power 
Power Corporation 


Scranton 
Plectric 
Company, T he 


South Penn 
Power 
Company 


SoUT hern 
Pennsy LVAN I A 

Power 

TOMPANY 


west Penn 
Power 
Company 


Blackstone 
Valley 
Gas and 
£l ectr I c 
Company 


Narragansett 
Electr I c 
loHPANYj The 



TOTAL UTILITY PLANT 
Utility pluit m ssrvice 
Utility plint lejjed to othtK 
Construction wott in ptoposi 
Utility plant hold for future use 
Utility plant ac<)iaiiitian ad|ustmeiits 
Utility plant in process of reclassidcalian 
Uoclassilied and landistributed 
Total 

Reserves for depieciation and amattuitioa 


TOTAL uniJTY PLANT LESS RESERVES 


7,054,939 

30,332,092 

35,556,727 

2,781,326 

1,321,023 

152,458,529 

6,838,893 

22,827,090 

229,910 

74,277,929 

■ 61 

292, 107 

260,677 

2 

30,861 

3,103 

23,656 

6,732,575 

7,480 

4,228,010 

771,385 

6,406,428 

1,977 

7,415,137 


35 400,359 


134.865,12 




m 


detail of electric utility plant in service and in process of reclassification 



A Not an operatino company, plant and property leased to Philadelphia 
Electric Co 


B Heating utility 






































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Utility Plant 


Penniylvania 
Rhode Island 


L 


Ph 1 LADELPH 1 A 

Sa-e Harbor 

Scranton 

South Penn 

N 


Cl ECTR 1 c 

Water Power 

Electr I c 

Power 

E 


Power 

CORPORAT 1 ON 

Company, The 

Company 


ITEM 

Company 




0 

, ♦ 

(A) 






Pennsylvania I Rhode Island 


Ilackstone 
Valley 
Gas and 
Electric 
Company 




A Not an operatins company, plant and property leased to Philadelphia 
Electric Co 

842507 0 - 48 - 27 


B Reflects $8,285,914 onclass ieied retirements 























































Rhode liUnd S Carolma 
South Dakota 


STATISTICS OF ELECTRIC UTILinES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 


Utility Plant 

Rhode Islind South Corohna 

Newpost Rhode Island Lockhart South 

Electric Power Power Carolina 

Corporation Transmission Company Electric &. 

Company (a) (5as Company 


South Carolina I South Dalcota 


South 
Carol i na 
Power 
Company 


Black Hills 
Power and 
Light 
Company 


Central 
Elects i c 
& Gas 
Company 


Northwestern 

Public 

Service 

Company 



ELECTRIC imUTV PLANT 

1 Utility pUnt in Mfvite 

2 Utility plant leued 10 others 

3 Conarvuion votk tn ptogreu 

jL Utility plant held for future use 

3 Utility plant aciguismon adjustments 

0 Utility plant in process of redassiicafion 

y Total 

g Reserves fordeptetiation and amartiaation 


GASUTILITi’ PLANT 
Itl Utility plant m service 

1 1 Unlit) plant leased to others 

1 2 Constninion »otfc in progress 

13 Utility plant held for future use 

14 Utility plant aripisiticin adjustments 

I ) Utility plant m process of tcclassihcuion 

U Total 

17 Reserves for depreciation and amorliaation 

15 Total Gas Utiuty Plant Less Reseaves 

OTHER UTILITY PUNT 

19 Utility plant m service 

20 Utility plant leaved to others 

21 Constiunion ivorL in progress 

22 Utility plant held lor future use 

23 Utility plant acquisition adiustmeiits 

21 Utility plant in piotess of reclasiification 

2i Total 

20 Reserves for depreLiation and amortiaation 

27 Total Othea Utiuty Plant Less Reseav'es 

TOTAL UTILITY PLANT 

28 Utility plant in service 

29 Utility plant leased to others 

JO Construction work in progress 

jl Utility plant held for future use 

32 Utility plant Kquisition Adjustments 

J3 Utility plant in proceas of teclassiliatian 

34 Undassihed and undistributed 

3) Total 

J6 Reserves for depcecu tion and amoctmtion 

37 TOTAL UTIUTY PLANT LEES RESERVES 


3,412,726 1,014,691 3,906,198 44,117,818 24,850,345 

265.166 12,570 173,772 134,137 

' ’ 14,135 66,267 

1,229,482 2,850,620 


2,626,255 2,111,436 

159, 408 



1,576,029 

756,135 

5,191 

40,631 



3,412,726 1,014,^91 3,906,198 48,320,103 27,717,917 

265,166 12,570 338,373 134,137 

' 54,767 66,267 

1,229,482 2,850,620 



detail of electric utility plant in service and in process of reclassification 


Total iNiANtUBLE Plant 


STEAM PRODUCTION PUNT 

Land and land rights 

Structures and improvements 

Boiler plant equipment 

Engines and engine driven genentors 

Turbogenerator units 

Atcessory electric equipment 

Miscellaneous power plant equipment 

12,312 

165,251 

339,218 

422,999 

78,770 

3.277 



hydraulic production plant 

Land and l<ind rights 
Structures and improvements 
Resenoirs dams and waterways 
Water wheels turbines and generators 
Atccasory electric Kjuipment 
Miscellaneous power plant et^uipment 
Roids railroads and bridges 


Total Hydrauuc Production Plant 


INTERNAL COMBUSTION ENGINE PROD PLAN! 

38 Land and land rights 

59 Struttures and improvements 

(10 Cijcl holders piodmers and accessories 

61 Internal combustion engines 

62 Geacfitors 

63 Accessory electric ccjuipmcnt 

54 Miscellaneous power plant equipment 


Total Internal Combustion Enginf Pbod Plan 


■wiwiiiwmwmjMJWiriii 


NR Not reported 

A Report for year ended Nov 30, 1948 
B Total, transportation $1,060,312, common $561,541 
C Transportation utility 


Water utility 

See note (g) to item 34 

Heating utility 

Unclassified utility plant acouisition adjustments 







































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Utility Plant 




Newport 

Rhode Island 


Electric 

Power 


Corporation 

TRANSMI S3I ONl 

ITEM 


Company 


South Ctroliqii 


Rho^ IiUnS 
S.C SD«lt 



Central 
Electric 
&. Gas 
Company 



DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFICATION— 


TRANSMISSSION PLANT 
67 Land and land rights 

6a Clearing land and rights of way 

69 Structures and improvements 

70 Station es]uipment 

71 Towers and fixtii^s 

72 Poles and hxtures 

73 Overhead conductors and devnes 

71 Underground conduit 

75 Underground tonductors and devi es 

76 Roads and trails 

77 Total Tbansmission Plant 

DISTRIBUTION PLANT 

78 Land and land rights 

79 Structures and improsements 

atj Station ecjuipment 

81 Storage battery ec^uipmcnt 

82 Poles towers and fixtures 

85 Overhead conductors and deuces 

81 Underground conduit 

85 Underground conductors and dec ices 

86 Line transformers 

87 Sere ices 

88 Meters 

89 Installations on customers premises 

9(1 Leased property on customers premises 

91 Street lighting and signal systems ___ 

92 Total Distaibution Plant 
GtNLRAL PLASjI 

93 Land and land rights 

94 Struclures and improcemenls 

95 OfBce furniture and equipment 

96 Traniportation equipment 

97 Stores equipment 

98 Shop equipment 

99 Laboratory e<iuipmem 

1(10 Tooli and woric equipment 

101 Communication equipment 

102 Miscellaneous equipment 

103 SUBTOTAL Genual Plant 

lOl Other tangible property 

105 Electric plant purchased 

106 Electric plant sold 

107 Donations in aid of construction— Credit 

108 Total General Plant 

109 TOTAL ELECTRIC PLANT IN SERVICP AND IN 

PROCESS or RECLASSIFICATION 


71,050 

2,129 

67,119 

742,583 


1,057 

1,33‘j 

114,491 

258,393 
265, 293 
302,003 
135,761 
169,066 
142,223 
246,933 


53,328 

141,706 

35,158 

38,283 

2,314 

5,637 

6,547 

7,215 

192 



3,412,725 1,014,890 I 3.906.198 I 44.117.818 



A Report for year ended Ndv 30, 1948 


Distribution plant included with transmission plant 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Utthty Plant 


Kinosport 
I Ut i L n I ESj 
NCORPORATEO 


Knoxville 

Power 

Company 


Memphis 

GE NERAT I NG 

Company 


Central 
Power and 
Light 
Company 

COMHUN 1 TY 

PUBL 1 C 

Serv 1 ce 
Company 

Dallas 
Power &. 

L ISHT 
Company 

El Paso 
ELECTR 1C 

Company 

Gulp States 
Utilities 
Company 

4 

4 

4 

4 

4 

60,356,201 

17,220,405 

42,348,421 

15,312,325 

70,851,559 

5,747,971 

1,155,423 

301,098 

8,196,655 

2,320, 276 

22,653,746 

751, 287 

Qa 


3,783,154 10 

u 

59,456 12 



DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFICATION 



NR Not reported 
A Water Ut ilitv 

B See note (D) to item 36 

C Ice utility 


D Includes $289,091 undistributed depreciation reserve 
E Total, ice $1,412,759, water $1,793,919 Less reserves, ice 
$750,050, water $1,634,394 

F Unclassipied utility plant acquisition adjustments 










































STATISTIG OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Utility Plant 

TenneiKt I Ttxu 



Total Transmission Plant 


DISTRIBUTION PLANT 
Land and land rights 
Structures and improvements 
Station ei]uipment 
Storage battery etjuipment 
Poles towers and fixtures 
Overhead conductors and devices 
Underground conduit 
Underground conductors and devices 
Line transformers 
Services 
Meiers 

89 Installations on customers premises 

90 Leased property on customers premises 

91 Street lighting and signal systems 

92 Total Distribution Plant 
(SfiNEkAL'Pl-XNf 

9 ] Land and land rights 

94 Structures and improvements 

9 ) Office furniture and equipment 

96 Transportation equipment 

97 Stores equipment 

98 Shop equipment 

99 Laboratory equipment 

too Tools and work equipment 

101 Communication equipment 

102 Miscellaneous equipment 

lOj Subtotal General Plant 

104 Other tangible property 

105 Electric plant purchased 

lOd Electric plant sold 

107 Donations in aid of construction— Credit 

108 Total General Punt 

109 TOTAL ELECTRIC PLANT IN SERVICE AND IN 

PROCESS OF RECLASSinCATION 


3,118.123 15,373,0<(a| 4,498.908 I 60,356.201 I 17,220,4051 42,348,4211 15.312.325 I 70.851.558 


ADDITIONS AND RETIREMENTS OF EUCTRIC PUNT 


ADDITIONS 

1 10 Intangible plant 
Production plant 

1 1 1 Steam production plant 

112 Hydraulic production plant 

Internal combustion engine production plant 
Total production plant 

115 Transmission plant 

116 Distribution plant 

117 General plant 

118 Total Electric Plant Additions 

RETIREMENTS 

119 Intangible plant 
Production plant 

Steam production plant 
Hydraulic production plant 
Internal combustion engine production plant 
Total production plant 

124 Ttansmuiion plant 

125 Distribution plant 

1261 General plant 




NET ADDITIONS 

128 Intangible plant 
Production plant 

129 ^I‘ain pr^uction plant 

lyo Hydraulic production plant 

131 Internal combustion engine production plant 

132 Total production plant 

133 Transmission plant 

134 Distribution plant 

135 General plant 

1 35 Total Electric Plant 



NR Nor reported 
A. Unclassified retirements 


B Includes 0,500 unclassified retirements 
C Unclassified electric plant 
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STATISTICS OF EUCTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Utility Plant 


HOJSI ON 

Light! nC & 
Power 

COHPANY 


Southwestern Southwestern Southwestern 


Electr ic 
Servi CE 
Company 
(A) 


Gas and 
Electr I c 
Company 


Push c 
Servi uE 
Company 


EUCTRIC UriUTY PLANT 
Uiility plant in service 
Utility plant [eased to others 
Construction work in progress 
Utility plant held for future use 
Utility plant acijuiution adjustments 
Utility plant in process of reclassificanon 
Total 

Sesers cs fo r depreciation and amortiaatioo 


■fimiifc' 


GAS UTILITY PLANT 
JO Utility plant in service 

1 1 Utility plant leased to others 

1 2 Construction work in progress 

13 Utility plant held for future use 

14 Utility plant acquisition adjustments 

J 3 Utility plant in process of leclasssfication 

J6 Total 

17 Reserves for dcpretiation and amortitation 

18 Total Gas Utidty Plsnt Lem REieAVis 

OTPIER UnUTY PLANT 

19 Utility plant in service 

20 Utility plant leased to others 

2 1 Construction worL in progress 

23 Utility plant held for future use 

23 Utility plant acquisition adjustments 

24 UtiUty plant in process of reclassification 

25 Total 

36 Reserve s for depr eciarion and anvoftlaation 

27 Total Other Utility Plant Less REsuvis 

TOTAL CmLlTY PLANT 
2S Utility plant in service 

29 Utility plant leased to others 

30 Construction wotic m progress 

31 Utility plant held for future use 

32 Utility plant acquisibon adjustments 

33 Utility plant lo process ot ctclmSatioa 

34 Unclassified and undistributed 

3} Total 

36 Reserves for depreciation and ammtiaatiein 

37 TOTAL UnUTY PLANT LESS RESERVES 


44,579,118 55,876,244 

4,954,632 9,918,193 

1,802,782 C 596,041 



81,946,642 

15,259,436 

48,054 

3,133,362 


5,083,313 

44,379,118 

60,749 

4,954,632 

1,496,593 

1,802,782 

-mm 

•~5355^?H■ 




Texas 
Electr i c 
Serv I c E 
Company 


Texas Hydro Texas 

Electric Power 

Corporation Corporation 


Texas 
Power &. 

Light 

Company 


1 

i 

2,120,409 

2,560,232 



26,243,488 

5,331,933 

3,446,718 

36,629,500 

2,120,409 

2,560,232 

29,656,448 

55,891 

2,316,624 

3,144,650 

56,248,510 
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DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFICATION 



intangible plant 

Orpniiatioji 
frAnchiscs and consents 
MtKell%neous plant 






t 

32,499 

4 

11, 500 

i 

2,645 

86,753 

32.499 

wmmamM 

89.398 


524,085 

5,062,868 

64,274 

113,630 

2,630,713 

7,993,604 

436, 147 

2,315,800 

8,381,846 

4,672 

580,860 

223 

3,643,069 

2,654,539 | 

143, 465 

938, 558 

138.167 

7.613 

100.434 


HYDRAULIC PRODUCnON PLAf'TT 
Land and land 

Structures and improvements 
Reservoirs, dams and waterways 
Water wheels, turbines and generators 
Accessory electric equipment 
Mtscelianeous power plant equipmeui 
Roads railroads and bridges 


ToTAi HyDjwuucPitoDucnoN Punt 


INTERNAL COMBUSTION ENGINE PROD PLAN! 
land and (and rights 
Structures and improvements 
fuel holders producers, and accessories 
Internal combustion engines 
Generators 

Accessory electric ecjuipmcnt 
Miscellaneous power plant equipment 


iiwiwatiiHMiMiinjJiawjiiy 




Report for year ended Aug 31, 1948 
Ice utility 

See note (E) to item 34 

Water utility Certain ice propert i esi stjlo curing year, remainder 
leased to others 

Includes $397,277 unclassified utility plant acOuisition 

__A.BjUU544tt)HS 


Transmission station equipment included with hydraulic production 
PLANT 

























STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

UUhty Plant 


535 a 




DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFICATION— 



Total Dutobution Plant 


GEN 

Lanii and land nglils 
Stractum and improvemenu 
OfEce furniture and erjuipment 
Transportation erjuipment 
Stores equipment 
Shop equipment 
Laboratory equipment 
Tools and work equipment 
Communication equipment 

Miscellaneous equipment 

Subtotal Geniral Plant 

Other tangible property 
Electric plant purchased 
Electric plant sold 

Donations in aid of construction— Credit 


Total Gbneral Plant 


TOTAL ELECTRIC PLANT IN SERVICE AND IN 
PROCESS OF RECLASSIFICATION 


1,411,991 

91,286 

89,640 

3,181,757 

1,068,921 

1,569,015 

2,497,880 




313,485 

296,493 

4,907,391 

9, 170,700 
7,762,161 


1,514,485 

8,563,438 

2,027,242 

6,087,730 


277,926 
1,264,138 
582,306 
1,2 ’5,602 
42,026 
57,720 
198,696 
106,631 
117,636 


22,562 

128 

430,754 





271,143 

573,701 

14,222 

3,371,539 

11,661 

2,458,216 

3,495,583 



189,489 
726,071 
334,582 
340, 103 
1,844 
38,622 
60,524 
49,562 
243, 197 



81.946,642 



44.579.118 55.876.244 


ADDITIONS AND RETIREMENTS OF ELECTRIC PLANT 


1,006,163 

7,606,006 


ADDITIONS 

110 Intangible plant 

Production plant 

1 1 1 Steam production plant 

1 1 2 Hydraulic production plant 

I I y Internal combustion engine production pisnt 

1 H Total production plant 

III Transmission plant 
lid Distnbuhon plant 

117 General plant 

1 18 Total Electric Plant Additions 

RETIREMENTS ^ 

lip Intangible plant 

Production plant 

120 Steam production plant 

121 Hydraulic production plant 

122 Inlemal combustion engine production plant 

12} Total productinn plant 

124 Transmission plant 
1 2d Distribution plant 
12|S General plant 

127 Total Electric Plant Retirements 

NET ADDITIONS 

128 Intangible plant 
Production plant 

129 Steam production plant 

130 Hydraulic production plant 

131 Internal combustion engine production plant 

132 Total production plant 

133 Transmission plant 

134 Distnbulion plant 

133 General plant 
136 Total Ele 


NR Not reported 

A Report for year ended Aus 31, 1948. 

B Transh I ss i^iN plant included with distribution plant 
C Unclassified electric plant 


1 


1 

i 


11,015 



2,416,768 

744,163 

47.504 

605,867 

5,532,191 

1,085 

105.717 

IlKieijEilU^ 


606.867 

— 11 II III ill 




3,606,259 4-, 723, 605 

220.766 1.011.266 



I'H 1 1 W 


246 164,031 


138,872 

1,080,779 27,912 





616,727 

1.084 







$ 

1,750 


59,457 





1,750 
56,008 
958. 224 



Transmission station equipment included with hydraulic production 
PLANT 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

UtiUty Plant 


West Texas 

UT IL IT I ES 
CoHPANT 


Southern 
Utah Pover 
Company 


Tellur IDE 
Power 
Company 


Utah Power 
1 Light 
Company 


Bellows Falls 
Hydro- 
Electr 1 0 
CqRPoRat ion 
(Cl 


Central 
Vermont 
Public 
Serv ice 

CoRPORAT ION 


Green 

Mo UNTA I N 
Power 

CoRPORAT ION 


Publ I c 
Electr I c 
Light 
Company 


ELECnuC imUTY PLANT 
lltUNj pUnt in sltvice 
Ublitp pljnt Ittsed to other? 

Coiutruction worlc m piograi 
Utility plant held for future iu4 
Utility plant icipiiiition ad|iutincnU 
Uulity plant in praces? of reclauihcation 
Total 

Retetvis for depreciation and aiRottmlioo 


GAS UnilTP PLANT 
"Utility plant in seivite 
Utihty plant leased to otheis 
Conslcuetioa work in peogeeu 
Utility plant held for future uk 
Utility plant icqumtion idiuStmoiU 
Utility plant in ptoces? of reclass ilieanon 
Total 

Reserves for depreaattoa and aroortization 


Total Gas Utiutv Plant Less REsenva 


OTHER UTILITY PLANT 
15 Utility plant in service 

20 Utility plant leased to othas 

21 Cooslmrtion work in progress 
’J Utdity plant held for future use 

23 Utility plant acqiusition adjustments 

24 UtiLty plant in process of tcclassilication 
2J Total 

26 Reserves for denreciilion and amoctiaation 


Total Oihes Utility Plant Less Rismes 


total UTIUTY PLANT 

28 Utility plant in service 

29 Utility plant leased tn others 

30 Construction work in progress 

31 Utility plant held for future use 

32 Utility plant aci^iiisition adjustmeats 

3 ) Utility plant in piQcess of teclassihcatioo 

34 Unclisiificd and undistributed 

35 Total 

Reserves for depreciation and atnortiaation 


TOTAL unUTY PLANT LESS RESERVES 



78,442,691 13,297,526 20,027,697 12,237,114 

913'277 2,447,410 612,237 206,242 

294,489 

3,482,156 5,691,391 


47,737,521 2,641,902 2,605,761 79,254,966 13,297,526 21,046,448 13,663,498 

2:690:i49 6,264 176,108 913;359 2,447,410 612,776 2^,765 

•TO 8S4 294; '4 sy 

1,604,594 3.482,156 5,691,391 


5,542,688 

171,042 

136,424 

390,588 




DETAH of electric UTIUTY plant in service and in process of REClASSraCATION 



Total Intangible Plant 


STEAM PRODUCTION PLANT 
d 2 Land and land rights 

43 Structures and improvements 

44 Boiler plant erjuipmcnl 

45 Engines and engine driven generators 

45 Turbogenerator units 

47 Accessory electric etjuipmcnt 

48 Miscellaneous power plant enuipment 


Total Steam Peoduction Punt 


HYDRAUUC PRODUCTION PLANT 
Land and land rights 
Structures and improvemenls 
Reservoirs, duns and waterways 
Waterwheels turbines and generators 
Accessory electnc e<iuipraent 
Miscellaneous power plint equipment 
Roads railroads and bildues 


Total Hyoraulic PaoDuenoN Punt 



292,868 
2,876, 052 
3,078,364 
247,294 
2,609,473 
1,261,142 


i 

82,682 

i 

11,604 

S2.682 

11,604 

7,690 

9,046 

11,976 

2,427 

4,928 

131,620 

364,282 

245,279 
20,461 
4., 309 


4,488 38 
61,376 

40 
dl 


95,575 

123,382 


Total, ice $2,137,471, water $4,258,142 Less reserves, ice 
$1,025,440, WATER $3,936,984 


B Heating utility- 

C Company acquired by New England Power Co on July 28, 1948 


















































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Uubty Plant 

Utik I Vtmont 



West Texas 
Utilities 
Company 


Southern 
Utah Power 
Company 


Telluride 

Power 

Company 


Utah Power 
&. Light 
Company 




Tm Utiik 

VtnMMt 



DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF REOLASSIFICATlON-CoBY/nW 


I transmjsssion plant 

S 7 Lwd and Iinil fights 

Clunog land and rights of way 
Structures and improvements 

70 Station cfjuipment 

71 Towers and fixtures 

72 Poles and fixtures 

7 J Overhead conductors and devices 

74 Underground conduit 

75 Underground conductors and devices 

76 Roads and trails 


Total Transmission Plant 


DISTRIBUTION PLANT 
Land and land rights 
Structures and improvements 
Station erpiipment 
Storage battery equipment 
Poles towers, and fixtures 
Overhead conductors and devices 
Underground conduit 
Underground conductors and devices 
Line translormeis 
Services 
Metets 

Installations on customers premises 
Leased property on customers premises 
Street lichtinit and signal systems 


Total Distribution Plant 


Land and land rights 
Structures and improvements 
Office furniture and equipment 
Transportation equipment 
Stores equipment 
Shop equipment 
Laboratory equipment 
Tools and work equipment 
Communication equipment 
Miscellaneous equipment 


Subtotal General Plant 


Other tangible property 
Electric plant purchased 
Electric plant sold 

Donations in aid of construction — Credit 


Total General Plant 


TOTAL ELECTRIC PLANT IN SERVICE AND IN 
PROCESS OF RECLASSIFICATION 


132,661 

3,568,602 

91 

4,246,507 

4,236,644 


60,327 

40,596 

959,746 

3,828,342 

3,096,326 

5,492 

22,399 

2,751,388 

1,119,447 

1,797,093 

6,122 

5,738 



131,873 

164,647 


5,008 

104,580 

155,818 

118,940 


178,205 

50,059 

89,284 



305,702 

211,407 


162,306 

92,239 

136,242 


254,375 

496,333 

3,080,036 

6,163,838 
4,217,743 
303, 105 
619,236 
3,969,619 
2,079,256 
2,625,253 
4,439 
16,229 
988.882 





194,562 

219,826 

419,454 

601,541 

13,996 

157 

65,088 

53,652 

461,813 





282,698 

214,186 

690,816 

160,907 

644,437 

722,085 




94,612 

71,044 

1,337,058 

2,622,478 

2,787,700 

451 

1,406,246 

814,355 

1,000,342 


42.113,731 


2.641.902 



2.605.761 I 78.442.691 



148,982 « 


8,393 78 


189,300 

S6 

105,957 


89,524 

88 

984 

99 


3,072 98 

1.2BO 99 




ADDITIONS 

1 10 Intangible plant 
Production plant 

1 1 1 Steam production plant 

1 12 Hydraulic production plant 

j Internal combustion engine ptoduction plant 

I H Total production plant 

in Transmission plant 
tlfi Distnbution plant 

1 17 General plan t 

119 Total Electric Plant aAopiTloNs 

RETIREMENTS 

I IP Intangible plant 

Production plant 

120 Steam production plant 

121 Hydraulic production plant 

1 22 Internal combustion engine production plant 

123 Total production plant 

12d Transmission plant 

12 J Disttibution plant 

126 General plant 

127 Total Electric Plant REnRtMBNTs 

NET ADbrTIONS 

128 Intangible plant 

Production plant 

129 Steam production plant 

130 Hydraulic production plant 

1 3 1 Internal combustion engine production plant 

132 Total production plant 

133 Tnuumiuion plant 

134 Diatiibution plant 

135 General plant 

I3fi Total Electwc P. 




ADDITIONS AND RETIREMENTS OF ELECTRIC PLANT 



128,943 

1,625,656 

144,956 


WH |i| H'l I ■ 



102,289 

2.593 


1,909,049 

21,580 








3,306 

16,033 

310.616 





98,190 

900,075 




651,462 
3, 600,749 
332.615 


192 

492,503 

30.256 


I 

52 


331,297 




97,998 

407,572 

6.272 


4,549.624 




136,445 
1,357,282 
C 459.748 



370 4,554 





52 

326,743 


1,776 

1,302,760 


A Company AcquiRCo by New Enslano Power Co on July 28, 1948 
B Unclassified electric plant 


C Unclassified additions 

D See note (C) to item 117. 


































































VirpniJi 

WubmftoQ 


STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

VuhtyPhns 


Virfinu I Wiihinfton 




East Coast 
Elcctr k 
Company 
(A) 


Eastern 
Shore Public 

SERVI lE 

Cohpany of 
Virginia 


Northern 

Virginia 

Power 

Company 


Old Don I n i on 
Power 
Company 


Virginia 
Elects i c and 
Power 
Company 


Pac inc 
Power L 

L ISHT 
ColifPANY 

(F) 


Puget Sound 
Power & 
Light 
Company 


electric UnUTY PLANT 

Utility pliRt in intvice 
Utility ^lint Instd to othcn 
CoiutructKn woik m propels 
Ubliiy plint heldSor fuliire use 
Utility pltnt gcquuitiOD ul|mtnicna 
Utility plant in process of fcdassiEcation 
Total 

Reserves for depieaatton and amortiaation 


GAS imUTY PLANT 
IQ Ulilily plant in service 

1 1 Utility plant leased to otheis 

12 Construction ivort in progress 

1 1 Utility plant held for future use 
14 Utility plant aciyuisttion idjustroencs 

13 Utility plant in process of reclassification 

la Total 

17 Restrvts fot depreciation and amortualion 

18 Total Gas Umnr Plant Less Resaaves 

OTHER UTfLITYPLANT 
ID Utility plant in service 

20 Utility plant leased to olheti 

2 1 Construction work in progress 

22 Utility plant held for future use 

S3 Utility plant acquisition adjusCnients 

24 Utility plant in process of redissilicilmn 

23 Total 

26 Reserves f or depreciation and atnortization 

27 Total Othea Utility Plant Less RtsEAVta 

TOTAL imUTY PLANT 

28 Utility plant lo service 

29 Utility plant leased to others 

JO Construction work m progress 

jl Utility plant held for future use 

32 Utility plant acquisition adjustments 

3} Utility plant in process of rcclassilicition 

34 Unclassified and undistiibuted 

35 Total 

3fi Reserves foe depreciation and aroortuation 

37 TOTAL UTILITY PLANT LESS RESERVES 


950,003 

8,070,427 


56,553,977 123,407,564 

1,613,151 4,747,073 

145,176 



950,003 4,024,297 2,736,862 9,720,210 4,003,399 

8,070,427 13,274 181,292 3,639,780 10,119 


63,829,590 

1,619,809 

2,592,385 

125,993,085 

4,747,071 
145, 176 




DETAIL OF ELECTRIC UTIUTY PLANT IN SERVICE AND IN PROCESS OF RECL-iSSIFlCATION 



INTANGIBLE PLANT 

Or£i4uzatton 
FfAflchises and consents 
Miscellaneous intangible plant 



STEAM PXODUenON PLANT 

Land and land rights 

Structures and impravenicnts 

Boiler plant tt^ipment 

Bngines wd engine driven generaTors 

Turbogenentor units 

Accessory electric equipment 

Misccilaoetius power plant equipiwnt 

291,457 

Total Steam Paoduction Pumt 

■■KiiKsai 


i 

941 

605 

$ 

12,653 

843 

J 

5,338 

8,212 

1.627 

13.496 

13.550 


HYDUAULIC PRODUCTION PUNT 
Land and land rights 
Structures and rmprovenicnts 
Reservoirs dams and witerways 
Waterwheels turbines^ and generators 
Accessory electric etjuipment 
Miscellaneous power pUnt equipment 
Roads, railraads and bnd 





293,734 

8,627,964 

13,376,847 



i 

i 

t 


7,650 

216,629 

12,319 

13,099 

20,679 



208,837 
2,457,098 '*3 
3,600,625 

43 

2,399,957 
797,323 ‘I’ 


E j i a E »Hl 


1,864,971 

1,227,896 

3,580,633 

948,716 

1,942,291 

3,154,109 

2_,e35, 528 

9,629,790 

18,662,826 

1,267,894 

1,390,622 

4,444,458 

586,860 

448,955 

2,223,455 

22,739 

125,250 

235,659 





NR Not reported 

A Report reflects acouisition of properties of Tidewater Electric 
Service Co , formerly leased to respondent, acquired Apr 30, 1947 
Ice utility sold during 1948 
See note (E) to item 34 
Common utility 


Report reflects acquisition of Northwestern Electric Co,, acquired 
May 31, 1947 

Heating, ^1,519,041, water, t503,729, common, ^5,264,815 
Includes reserve for oEPREckATiON of other physical property 
Heating utility 


V u ( I L M r 

E. Unclassified utility plant acquisition adjustments. 











































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Utility Plant 

Viifimi I Wuliii 


Braddock 
Light & Power 

COHPANTj 
I NCORPORAT ED 


East Coast 
Electric 
Company 
(A) 


H 


Eastern | 
Shore Publ i c ! 

Service 
Company of 
Virginia 


Nor thern 
Virginia 
Power 
Company 


Old Dom i n i on 
Power 
Company 


Virginia 
Electric and 
Power 
Company 


Pa c I F I c 
Power i. 
Light 
Company 

(E) 


VlitW* 


Puget Sound 
Power & 
Light 
Company 


DETAIL OF ELECTRJC UTILITY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFICATION— Ow/wW 


TRANSMISSSION PLANT 
Land ind land nghts 
Cleanng land and nghtsHjf way 
Stnictures and imptovsmenta 
Station et]uipracnt 
Towets and Axtuiea 
Poles and fixtures 
Overhead conductors and devices 
Underground Conduit 
Underground conductors and devices 
Roads and trails 


Total Transmission Plant 


DISTRIBUTION PLANT 
Land and land rights 
Structures and improvements 
Station equipment 
Storage bartery equipment 
Poles towers and fixtures 
Overhead conductors arid devices 
Underground conduit 
Underground conductors and devices 
Line transformers 
Services 
Meters 

Installations on customers premises 
Leased property on custorners premises 
Street hehttno and sicnal systems 


GENERAL P 
Land and land rights 
Structures and improvements 
Office furniture and equipment 
Transportation equipment 
Stores equipment 
Shop equipment 
Laboratory equipment 
Tools and woclt equipment 
Communication equipment 
Miscellaneous equipment 


SUBTOTAL General Plant 


Other tangible property 
Electric plant purchased 
Eleanc plant sold 

Donations in aid of constiuction— Credit 


Total General Plant 


TOTAL EUCTRIC PUNT IN SERVICE AND IN 
PROCESS OF RECLASSIFICATION 




% 

67,946 

58,245 

91,615 

88,731 

142,791 


449.331 






40, 964 
31,300 
9,031 
333, 900 
103, 259 
241,685 
316,467 


50,289 

274,886 

126,797 

123,621 

730,698 

437,400 

1,599,030 

279,021 

1,167,515 

5,709 

4,129 

220,452 

958,343 

84, 182 

374,952 

144,269 

494,234 


393 

lili 1 

— aKHi 




950.003 4.024.2 



1,000 
12, 104 
39,783 
119,683 
4,161 
11,010 
6,969 
16,499 
42,395 



ADDITIONS AND RETIREMENTS OF ELECTRIC PLANT 


ADDITIONS 
Intangible plant 
Production plant 
Steam pioduction plant 
Hydraulicproduction plant 
Internal combustion engine production plant 
Total production plant 
Transmission plant 
Distribution plant 
General plant 


Total Electric Plant Adoitions 


RETIREMENTS 
Intangible plant 
Ptoduaion plant 
Steam production plant 
Hydraulic production plant 
Internal combustion engine production plant 
Total production plant 
Transmisiion plant 
Distribution plant 
General plant 


Total Electric Plant Retirements 



t 

1 

7,780 




A Report reflects acquisition of properties of Tidewater Electric 
Service Co , formerly leased to respondent, acquired Apr 30,1947 
B Includes 417,859,307 unclassified electric plant 

C Includes $11,782,698 unclassified additions 


See note (C) to i teh 117 

Report reflects acquisition of Northwestern Electric Co 
acquired May 31, 1947 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Utility Plant 


Wash I mstom 
wat£R Pover 
CompahYj The 


APPALAEHI AH 
Electr ic 
Power 
C oHPAHY 

(B) 


Beech Boetoh 
Power 
Company, 
Inc 
(0 


Kanawha 

Valley 

Power 

Company 


Mononoanela 

Power 

Company 


Potomac 
Light ahd 
Power 
Company 


West Virginia 
I Power and 

TRANSMI 5SI0N 
Company 
(F) 


Wheel i hg 
Electr I c 
Company 


lUCTRlC UTILmf PLANT 
Utilitj plint JO str^ice 
Lltilrty pUnl Icutd to otbin 
Corntniction woric in ptogm 
Ulibty plant held lor future ujc 
Utility plant acquilition adjutttneota 
Utility plant la ptoccM of redasiifcation 
Total 

Resuvn foi depKCiaCion and amortiaitioo 


GAS UnUTV PLANT 
to Utility plant m service 

tl Utility plant leased to othen 

12 Coastniction work in ptogras 

t; Utility plant held foe future use 

14 Utility plant uqumtion adjustmcnla 

15 Utility plant m proceis of leclasaificition 
IS Total 

ly Reserves for deprfnation and ainoitiaation 


OTHER uninr PLANT 

1(1 Utility plant in service 

23 Utility plant leased to othets 

21 CoiutnicUon tvoifc in piogresi 

22 Utility plant held for future use 

2) Utility plant acquisition adjiutinents 

24 Utility plant in pioceas of leclassificatioii 

25 Total 

2S Reserves for depreciation and arnortiaitioa 


TOTAL UnUTY PLANT 

28 Utility plant in service 

29 Utility plant leased to otheii 

39 Coiutruetion wotk m ptogtest 

31 Utility plant held for future use 

32 Utility plant acquiainonul|ustmenU 

33 Utility plant in proceis of aedassification 

34 Undaaithed and undistributed 

35 Total 

36 Resetva for deppeeiation and amortaalioo 

37 





Omii OF ELECTRIC UTEITY PLANT IN SERVICE AND IN PROCESS OE RECLASSIFICATION 



INTERNAL COMBUSTION ENGINE PROD PLANT 
Lind and land rights 
Structures and utiprovcincots 
FucHioldus producers and accessories 
Intcmil combiulion engines 
Generators 

Accesses electro equipment 
Mucellincous power plant I 


Total Intbskal Comsustion Enoinh Psod Pu 


iimw.nii:wsnf«i»wjiti*'.»ii 


NR Not reported 

A Total, heating $ 1 , 722 , 239 , water $ 1 , 963,445 

B Report reflects acquisition of Holston River Power Co , acquired 

June 30, 1948, 

C Company has ho utility plant but operates the Windsor steam electric 
generatins station for the account of its two owners. West Penn 
Power Co and Ohio Power Co 


D Plants built on dams owneo by the Federal Government. 

E Water utility 

F Company has no utility plant but leases and operates the Lake Lynn 
hydroelectric generating station owned by West Penn Power Co 


^ ^ 
































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Utility Plant 




Wiibinitoa 

Wen Vitjuu* 



Includes *110,000 undistributed electric plant sold 
See note (A) to item 126 

Report reflects acquisition or Holston River Power Co,, acquired 
June 30, 1948 

Includes *1,130,645 undistributed electric plant purchased 
Includes |454,511 unclassified retirements 
See notes (d) and (E) to itemI Il7 and 126 


Company has no utility plant but opebates the Windsor steam electric 
generatins station for the account of its two owners, West Penn 
Power Co and Ohio Power Co 

Transmission station equipment included with distribution station 
EQUI pment 

Company has no utility plant but leases and operates the Lake Lynn 

HYDROELECTRIC GENERATING STATION OWNED BY WEST PeMN POWER Co 
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STATISTICS OF ELECTRIC UTIUTIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Utthty Plant 


Co NSOL I DATED 

Water Power 
Cohprnv 


Interstate 
Light and 
Power 
Company 



Interstate 

Power 

Cqhpamv of 
Wisconsin 


1,923,841 

139,728 

3,575 


GAS unUTY PUNT 

10 Utility plant in icrncc 

1 1 Uoltty plant leaKd to othen 

1 2 Construction wotk in progress 

13 Utilityplant held for future use 

14 Utility plant icquisiton adjustmdits 

13 Utility plant in process 01 reclassihcation 

16 Total 

17 Reserves for depr ecutirsn and imoitialion 

18 Total G/is Uthtty Punt Uss Rkeuves 

OTHER UnUTY PLANT 
tp Utility plant in service 

za Utility plant leased to others 

21 Conslrudion work in progress 

22 Utility plant held for future use 

23 Utility plant acqursition idjustmenfs 

24 Utili^ plant in process of tedassihcation 

25 Total 

26 Reserves for depreciation and amottiaatioo 

27 Total Othia Utility Pl^wt Lzss Reseavas 

TOTAL UTIUTY PUNT 
23' Utility plant in service 

29 Utility plant leased to others 

30 Coiutnictioa work in progress 

3 1 Utility pltat held for future use 

32 Utility plant acrpiisitioo td{U3tiiKllts 

33 Utility plant in process of leclassi&uitioo 

34 Unolassided and undistributed ^ 

35 Total 

36 Reserves for deptecution and imotliaation 

37 TOTAL UmnY PLANT LESS RESERVES 


.AKE Super lOR 
District 
Power 
Company 

Madison 

Gas and 
Elects i c 
Company 

Menominee 
and Mar inette 
Light and 
Tract ion 
Company 

Northern 

States 

Power 

Company 

t 


S 

s 

13,209,551 

445,737 

2,048,574 

A 

11,356,655 

211,110 
4B, 124 

2,997,833 

20,274 

37,792,514 

1,034,348 

3,821,332 

2,703,922 

■ 15,7(33:852 
Z,22&^L5 




250,257 

3,206,876 

903,440 

2,851,841 

3,692 


12,188 

13,782 

A 





St Croix 

F ALLS 
WiSCONS IN 

Improvement 

Company 


2,757,679 


603,213 

! 

216,232 

1,797,037 


5,283 

16,212 



9,978 


7,521,878 

1,369,938 

1,923,841 

139,728 

3,575 

13,459,808 

445,737 

2,052,266 

A 




B 795,450 


15,366,745 

4,117,505 

42,441,392 



1,034,348 

211,110 

37,745 

3,851,326 

48,124 


9,978 



2,703,922 




See note (B) to item 34 

Unclassified utility plant acquisition adjustments. 
Common utility 


D Total, heat i ng ^449, 833, common $1,373,394. Less reserves, heating 
$151,866, common $661,884 






































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER il, 1948 

Utility Plant 



Interstate 

Interstate 

Lake Super ior 

Mao I SON 

Light and 

Power 

JlSTB ict 

Gas and 

Power 

Company or 

Power 

Electric 

Company 

Wl ScONS IN 

Company 

Company 



DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFICATION— 


448, 

216 

370 

67 

194, 

.406 

1,607 

68 

24, 

.390 

735 

69 

3,066, 

,505 

282,078 

70 

417, 

,022 

481 

71 

1,257, 

,177 

33,789 

7 ? 

1,966, 

,179 

26,742 

71 


264 


74 

67, 

.706 


75 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Utiltty Plant 


Super ior 
Water, 

LtSHT ano 

Power 

Company 


WiSCONS IN 

Electric 

Power 

Company 


WtSCONS IN 
Gas & 

CLECTR 1C 

Company 


ELECTRIC UnUTY PLANT 
Utility plant in service 
Utility plant leased to othen 
Construction work ,o progress 
Utility plant held lot futuie use 
Utility plant accjuisition adjustments 
Utility plant m process of teclassiication 
Total 

Reserves for deprecation and amoitiaation 


Total Electwc llnun' Plant Less Reserves 


GAS UTIUTY PLANT 
Utility plant in service 
Utilitjr plant leased to others 
Constmaion »ork in progress 
Uulity plant held for future use 
Utility plant acquisition adjustments 
Utility plant in process of rectassiBcatian 
Total 

Reserves for depreciation and amottiiation 


OTHER imLlTY PLANT 
Utility plant in service 
Utility plant leased to ethers 
Constnittion work in progress 
Uhlity plant held for future use 
Utility plant acquisition adiustmenU 
Utility plant in process of reclassiScation 
Total 

Reserves for depreciation and imoftization 


TOTAL UTILITY PLANT 
2 B Utility plant in service 

29 Utility plant leased to others 

30 Construction work in progress 

31 Utility plant held fot future use 

32 Utihlf plant acquisitioai adjustments 

33 Utility plant in ptccess of redassifiation 

34 Unclassified and undistcibuted 

33 Total 

36 Reserves for depfeciatioo and atnoitiution 

37 



127,095,791 

20,403,223 

1,197,109 

7,348,815 

171,570 


WiSCONS IN 

Hydro 
Electr 1 c 
Cohtany 

WiSCONS IN 
MICHIGAN 

Power 

Company 

WISCONS IN 

Power and 
Light 
Company 

1 

t 

i 

4,820,687 

23,773,574 

62,987,723 

489,880 

821,268 

.4,871,071 

24,230 


203,154 

1,638,210 


Wl SCONS IN 

Public 

Service 

CORPORAT ION 


Cheyenne 
Light, Fuel 
AND Power 
Company 


41,552 


2 , 060 ,aa 0 3,547,073 



6,341,891 130,642,864 33,440,766 5,096,569 30,616,055 70,572,745 63,647,672 

1 197 109 

7!348;815 191,078 588,809 826,061 5,227,^6 

317 603 28,004 172,275 

119 020 ' 361,822 C 2,327,534 C 112,272 


499,492 

31,698 



12,883,695 

275,882 

1,842,481 

4,831,743 

7,488,875 

226,496 

19,508 
317,603 j 

98,929 

i 

4,813 

158,668 

260,403 

1,286 

C 588,091 

86,761 

C 

15,185 

764.716 


822,486 

52,778 

2,855,600 


2,753,278 

2,480,031 

96,498 

95,850 

102,865 

5,895 

2,437 

130,723 


C 101,232 

C 

314.904 






DETAIL Of ELECTRIC UTILITY PLANT IN SERVICE AND IN PROaSS OE RECLASSmCATlON 



INTANGIBLE PLANT 
Ojgwiiaatioa 
Franchises and consents 
Miscellaneous intangible plant 



HYDRAULIC PRODUCTION PLANT 
Land and land rights 
Structures and improvements 
Reservoirs dams and watenvays 
Water wheels turbines, and generators 
Accessory electric equipment 
MisreUaneous power plant equipment 
Roads, railroads and br|d 




310,072 

211,538 

17.334 


422,088 

2,968,073 

3,870,870 

11,941 

2,765,909 

895,423 



49,325 

6,547 

69,069 

12,708 

16,776 

136, 101 
48,999 
723,058 
217,198 
41,753 
2,161 

154 .426 

1.169.272 




9.616.692 

1,482,608 

1,221,336 

4,147,639 

1,479,064 

304,200 

66,033 

1,778,904 

987,535 

4,455,222 

1,818,567 

593,785 

83,942 


Total, water 11,855,841, common $205,040 Less reserves, water 

$1,596,115, COMMON $157,832 

Heating utility 

See note (E) to item 34 

Total, heating $130,683, water $1,947,927, common $874,240 


Uhclassifieo utility plant acquisition adjustments 
Total, transportation $781,698, common $1,931,921 

Total, heating 018,780, common $98,517 Less reserves, heating 
$103,665, COMMON $79,346 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Utility Plant 


Sup er I OR 
Water j 
Light and 
Power 
Company 


Wisconsin 
Euectr I c 
Power 
Company 


Wisconsin 
Gas &. 
Electr I c 
Company 


Wisconsin 
Hydro 
Electr i c 
COHP/JNY 


Wl SCONS I N 
Ml CH I GAN 
Power 
Company 


Wl SCONSI N 
Power and 
Light 
Company 


Wiiconain I Wyonag 


Wisconsin 
PUBL I c 
Service 
Corporation 


Cheyenne 
Light, Fuel 
AND Power 
Company 


DETAIL OF ELECTRIC UTILITY PLANT IN SERVICE AND IN PROCESS OF RECLASSIFICATION-0)»iA«W 


TRANSMISSSION PLANT 

67 Lind and land rights 

68 Cleanng land and rights of way 

69 Structures and improvements 

70 Station equipment 

71 Towers and fixtures 

72 Poles and fixtures 

73 Overhead conductors and devices 

74 Underground conduit 

73 Underground conductors and devices 

76 Roads and trails 


DISTRIBUTION PLANT 
Land and land rights 
Structures and improvements 
Station equipment 
Storage battery equipment 
Poles towers and fixtures 
Overhead conductors and devices 
Underground conduit 
Underground condurtors and devices 
Line transformers 
Services 
Meters 

Installations on customers premises 
Leased property on customers premises 
Street lighting and signal systems 


Total Distribution Plant 


93 Land and land rights 

94 Structures »nd improvements 
Office furniture and equipment 
Transportation equipment 
Stores equipment 

Shop equipment 
Laboratory equipment 
Tools and work equipment 
Communication equipment 
Miscellaneous equipment 


Subtotal General Plant 


Other tangible property 
Electric plant purchased 
Electric plant sold 

Donations in aid of construction— Credit 


Total General Plant 


TOTAL ELECTRIC PLANT IN SERVICE AND IN 
PROCESS OF RECLASSIFICATION 


2,816,617 
55, 278 
106,439 
4,047,475 
2,499,449 
867,626 
2,237,056 


513,991 

t 

759, 213 

51, 572 
49,187 
2,431,717 
1,196,773 
910, 979 
1,991,715 

199,078 
129,099 
3,677, 507 
1,359, 151 
2,198,784 
3,299,834 



ADDITIONS AND RETIREMENTS OF EUCTRIC PLANT 


ADDITIONS 
110 Intangible plant 

Production plarit 

L 1 1 Steam production plant 

1 1 2 Hydraulic production plant 

1 13 Internal combustion engine productlnn plant 

1 14 Total production plant 

115 Transmission plant 

1 16 Distribution plant 

1 17 General plant 


1,147 8,582,671 




RETIREMENTS 

Intangible plant 

Pioduction plant 

Steam production plant 

508 

Hydraulic production plant 

Internal combustion engine production plant 

Total pioduction plant 

508 

Transmisaion plant 

Distribution plint 

26,159 

General plant 

63 




NET ADDITIONS 

128 Intangible plant 
Production plant 

129 Steam production plant 

130 Hydraulic production plant 

131 Internal combustion engine production plant 

132 Total production plant 

133 Transmission plant 

134 Distribution plant 
133 General plant 
136 



407 

10,797 

3,938 

45,302 

9,394 

107,370 

533 

64 






639 8,457,555 


1,573,987 
56,999 2x681,286 




353,938 

(41,347) 

125,790 

(65,421) 

8,518 

312.591 

565,952 

2,814,071 

145,887 

3.fl3fL5Ql. 


, a,5ia 

86,338 

(8,203) 

^6(653 


A Includes 4238,522 unclassified additions 

6 Includes $67,490 unclassified retirements 

C See notes (a) and (B) to items 117 and 126 

842507 0 - 49-28 


Includes $1,608,883 unclassified distribution plant 
Unclassified electric plant 




















































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31,^1948 

Utility Plant 



ITEM 

Southern 

WYOM ING 

Utilities 

Company 

VlESTERN 

PUBL 1C 

Sepv ice 
Company, The 

ELECTRIC UnUTY PLANT 

* 

i 

UUjity pUnt m lervice 
! Utility plint loscil to othcf! 

, Conitructicm work in progress 

Utility plant hfid for future use 

1 Utility pUnt iit^isttion adjustments 

511,685 

1,482,224 

’ Total 

511,685 

— r74a?722T 

[ Swerves for deprecation and amortiuitjon 

187.369 

335,443 


Toui. ELEaRic Umm' Planjt Less RtsER^ es 


GAS UTSLITY PLANT 

10 Utility pUnt in service 

11 Utility plant leased to olhm 

IJ ConJtreclion ivoilc m progresi 

13 Utility plant held for Ltute use 

14 Utility plant acquisition adjustments 

1 3 Utility plant m process of redissidcatHin 

16 Total 

17 Reserves (or depreciation and amOtliialion 

15 TorAL Gas Utility Plant Less ResEgvLs 

OTHER UTILITY PUNT 
19 Utility plant in service 

sfl Utility plant leased to others 

1 1 Coiuinictian lod in piogiess 

21 Utility plant held for future use 

23 Utility plant acquisition adjustments 

24 Utility plant in process of recUssilication 

23 Total 

26 Reserves for denreciatian and amoitiialion 


Total Othej Uriun Plant Less Reserves 


I 


TOTAL UTIUTY PUNT 
Utility plant ui service 
Utility plant leased to others 
Canstruction uorlc m progress 
Utility plant held for luhire use 
Utility plant acquisition adjustments 
Utility plant m process of reclassihcation 
UnclassiEed and undistributed 

Total 

Reserves for depreciation and amoitiainoo 


TOTAL UflLITY PLANT LESS RESERVES 



DETAIL OF electric UTILITY PLANT IN SERVICE AND IN PROCESS OP RECLASSIFICATION 



























STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Utility Plant » 



93 Und and land n^hb 

94 Structures and improvements 

93 Office furniture and equipment 

96 Transportation equipment 

97 Stores equipment 

98 Shop equipment 

99 Laboratory equipment 

too Tools and work equipment 

101 Communication equipment 

102 Miscellaneous cquipnient 

103 Subtotal GeNfani Plant 

104 Other tangible property 

101 Electric plant purthased 

105 Electric plant sold 

107 Donations in aid of construction— C tedit 


Total Guneral Plant 


TOTAL ELECTRIC PLANT IN SERVICE AND IN 
PROCESS OFRECLASSiriCATION 


ADDITIONS AND RFIIREMENTS 01 ELECTRIC PLANT 


ADDITIONS 
Intangible plant 
Production planl 
Steam production plant 
Hydraulic production plant 
Internal combustion engine prodiiulion plant 
Total production plant 
Transmission plant 
Diatribotion plant 
General olant 


Total Electric Plant AnwTioNi 


RETIREMENTS 
Intangible plant 
Production plant 
Steam production plant 
Hydraulic producrion plant 
Internal combustion engine pioduction plant 
Total production plant 
Transmission plant 
Distribution plant 
General olant 


Total kfaRic Plant Rii irrm rnts 


NET ADDH IONS 
Intangible plant 
Production plant 
Steam production plant 
Hydraulic production plant 
Internal combusllon engine production plant 
Total production plant 
Transmission plant 
Distribution plant 
General nlaht 

























SECTION VII 
PHYSICAL QUANTITIES 



STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 
Physical QuanttUes— Electric Plant and Energy Account 


Alabama 

Power 

Company 


AlabAmaiAnifinfl 


B IRH I NSHAH 
Electric 
Company 


Ar I 2QNA 
Ed I Son 
Company, 1 


Ar 1 Zona 
Power 

Company, The 

(H) 


Central 
Ar I zoN A 
Light and 
Power 
Company 


Citizens 
UT I L IT I ES 

Company 

(0 


Tucson Gas, 
Electr I c 
Light and 
Power 

Company, The 



Not reported 

Excludes 40,000 kw leased from others and 10,340 kw owned and 

OPERATED BY OTHERS TOR THE ACCOUNT OF RESPONDENT 

Excludes 8,000 kw oWneo by others and operated As a joint fAciLiTY 
Company also owns 1 7 miles 110 kv undersround cable 


Excludes network transformers in underground vaults 

Transmission substation capacity included with distribution substation 

CAPACITY 

Report reflects accuisition of BangoR Gas Co > acquired Nov 29, 1948 
Exclude 1,925 kw leased from others 
1947 data 












































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 
Physical Quantities —Electric Plant and Energy Account 


Arlunm I Ciliforoii 


Arkansas- 
M 1 S30UH t 
Power 
Company 


Arkansas 

Power &. 

L IGHT 
Company 


Arkansas 

Utilities 

Company 

(E) 


Arklahoma 
Corpora? ion. 
The 
(F) 


Citizens 
El ECTB I c 
Com PANY 
(E) 


CALiroPN !A 
Electr IC 
Power 
Company 


Cal iforn !A* 
Pacific 
Utilities 
Company 


Coast 
Count 1 £S 
Gas and 
Electr i c 
Company 


CAPACITY 


GENERATING STATIONS 

Stnm pUnts 

0 to 1 000 kw 
1 001 2000 
2 001 5 000 

5 001 10000 

10 001 25 000 

25 001 40 000 

40 001 60000 

60 001 lOOOOO “ 

over too 000 

Total Steam Plants 

Hydnulic pUnce 

0 ro 1 000 kitf 

1 001 2 000 

3 001 5 000 

5 001 ' 10 000 

10 001 25 000 

1 25 001 40 000 

40 001 60000 ' 

60 001 100 000 

over 100 000 

I ToTu. HYDtuiJLic Plants 

Intern^ combosnon engine pUfics 
0 CO 500 k« 

501 1 000 

1 001 2 000 

2,001 5 000 

over 5 OOP . 

; Total iHTfRNAL Combustion Engine Punts 

Total Peoduction Plant 


1,000 1 


85,350 4 I 


1,450 1 


•' A 86.350 5 

1.040 2 668 1 




DISTRIBUTION SYSTEM 

68 SubiwuooA— Tmuformn c»p*a(j — Kvi 

69 Ovtthaid lines — pole miles 

70 — wire miles 

71 Underground and submarine lines — cable mdes 

72 Line cransfomieis — number 

7J — capacity— Eva 

74 Meters— on cnitomen premises 
7J —total 

7fl Street Lighting Ttansformeis — number 

77 — rapacity— kvi 

78 Lamps — number 


NR Not reported 

A Exclude 13,750 kw leased from others, 

B Exclude 396 xw leased from others 

C Respondent also operates under joint lease with Oklahoma Gas &. 

Electric Co 197 miles of 154 kv tower lines owned by The Arklahoma 

CoRp . , 

D Respondent also operates under joint lease with Oklahoma Gas i 

Electric Co And Southwestern Gas i Electric Co 160,000 kva owneo 
BY The Arklahoma CoRp 

E Not an electric operating company, electric plant and property leased 
to Arkansas Power 4- Light Co 

r Not an electric operating company, plant and property operated under 

JOINT l-EASE BY ARKANSAS PoWER &. LjgHT Cd , OKLAHOMA GAS & £lECTR|C Co 

and Southwestern Gas & Electric Co 


Excludes 2,250 kw leased from others and respondent's allotment of 
CAPACITY IN THE HoOVER Dam POWER PLANT OWNED BY THE UNITED STATES OF 

Includes 261,538 thousand kwh generated by the capacity, alloyed to 
THE respondent, IN THE HooVER DAM POWER PLANT OWNED BY THE UNITED 
States of America 

Excludes 2,900 kva leased from others and respondent's allotment aif 
capacity in the Hoover Dam power plant owned by the United States of 

7,800 KV A IN transmission-distribution substations included with 

transmission substation capacity 

Plant removed from service Dec 31, 1948. 

45,000 KVA transmission-distribution substations included with 
transmission substation capacity 


























STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 
Physical Quantities — Electric Plant and Energy Account 








Pac I r I c 

Gas and 
Electr I c 
Company 

San Diego 

Gas &. 
Electr ic 
Company 

So UT HEPN 

California 

Edison 

Company 

Vallejo 
Electric 
Light and 
Power 
Company 

Colorado 

Central 

Power 

Company 

Frontier 

Power 

Company 



NR Not reported 

A Company also owns 3 4 miles 100 kv and 11 8 miles 110 kv underorouno cable 
B 355,750 KVA in transmission ^ distribution substations included 
WITH transmission substation capacity 
C Excludes 495,000 kw leased from others 


Excludes 30,000 kw leased from others 

Company also owns 0 3 miles 66 kv underground cablei 

Excludes 652,500 kva owned by others and operated sv respondent 

Excludes 90,000 kva leased from others 

Exc-udes 3,000 KW leased from others 

1947 Data 


































Colortio 

Cc&necticut 


STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 
Physical QuanUttes —Electnc Plant and Energy Account 


So UTHERN 
Colorado 
Power 
Company 


Colorado I Connecticttt 


Western 

Colorado 

Power 


Connecticut 
Light and 
Power 


Company, The Company, The 


Connecticut 

Power 


Danbury and 
Bethel Gas 


Company, The and Electric 
Light 

Company, The 


Derby 
Gas and 
Electr ic 
Company, The 


Hartford 
Electr i c 
Light 

Company, The 


Mystic 

Power 

Company, The 



Total Steau Plants 

H/draulic plioL' 

0 ro 1 000 lew 

1001 2 000 

2 001 5 000 ' 

5 001 10 000 

10 001 25 000 

25 001 40 000 

40 001 60 000 

60 001 100 000 

ovej 100 000 

Tot u. HYPtAUuc Plants 

[nccnul combusuon cngint pUnra 
0 to 500 kw 
501 1,000 ‘ 

1,001 2 000 < 

2 001 ‘ 5 000 ' 

ova 5 000 ' 

Total INTtwAi. Cohbustiqn Encine Piants 
Total Pioduction Plant 


ELECTRIC ENERGY ACCOUNT 
Gcoenaoo (exdudinj lanofi use) 

28 Strain 

JJ Hfilnulic 

30 In icmAl combusaon engine 

31 Total Gihiratiom 

32 Puidiura 

33 tnierehiniie— In (gsoss) 

54 Total Eniagy Genihatid PutoiAsm anp Intwchg 

35 SaIm 

36 tncrachioge— Out (grara) 

37 Ujed bf Co (kcL la use) end fum without ehuge 

38 tosses 




H 


182 

72 


35 





52 


16 



160 


16 

74 

23 




67 Subiaooni— Trinsfontier 


DISTRIBUTION SYSTEM 

68 Subsnoont— Ti»nrfo(in« ap«clt)f — kvt 

69 OveriiraJ lines — pole miles 

70 — wiiemllej 

71 Undeigrountl end lubminoe linei— ctbic milra 

72 Line tndeTomieis — number 

73 — tepeoty— kv» 

74 Metn— oo customen ptemises 

75 — toiel 

76 Strttt lighting Tnnsfottnoj— nuinbci 

77 — apedty— levs 

78 lenioi — qumbee 


45.700 1 15.450 I 372.150 I 165.000 1 C 23.000 



Nf? Not reporteb 
A Includes underground lines 

B Company also owns 0 2 miles 11 ny and 0 6 miles 69 ay underground cable 
C Transmission - distribution substations 
0 See note (C) to item 67 


Includes 10,000 kva jointly owned 
Less than one mile 

Company also owns 1 1 miles 11 kv and 1 1 miles 22 kv underground 

CABLE. 

1947 data 


i 







































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 
Physical Quantities — Electric Plant and Energy Account 

Connecticut I rtclawarc I Dietnct of ColumUia I Florida * 


United 

1 LLUM I NAT 1 NG 

Company, The 

i 

Delaware 
Power &. 

Light 

Company 

Potomac 
Electr i c 
Power 
Company 

capacity SlSr 1 

CAPACITY 

I CAPACITY ““ 


FLo R IDA 
Power 

CofiPORAT ION 


Florida 
Power &. 

Light 
Com PANv 


Flo R I DA 
Public 
Utilities 
Company 


Gulf 

Power 

Company 


Conn Deliwire 
D C Florida 


Tampa 
Electp IC 
Company 




GENERATING STATIONS 



Steam plants 



1 

0 

to 1 000 kw 


2 

1 001 

2 000 


3 

2 001 

4,100 1 


4 

5 001 

10 000 


5 

10 001 

25 000 12,500 1 


6 

23 001 

40 000 


7 

40 001 

60 000 


8 

60 001 

100 000 


9 

over 

iwooo 221.000 ? 

nnn 





824 

2 





1,000 

1 



2,660 

2 








12,500 

3 








5,100 

1 






15,000 

1 

51,500 

3 



22,500 

1 



37,500 

1 

68, 500 

2 





30, 000 

1 

93,500 

2 

149,000 

2 





57,500 

1 



58 Subitacions— Tnnifotmet capacity— kvt 

59 Overhead linei — pole mUci 

70 — wire mUei 

71 Underground and lubmanne llnea— cable mllea 

72 Line traniformera— number 

73 — capacity— leva 

7d Metera — on cuatomera premiiei 
73 — total 

75 Street lighting Traniformera— number 

77 — apadty— kvi 

78 Lamni— number 


NR Not reported 

A On structures owned by others 

B Company also owns 2 8 miles 69 irv underground cable 

C Company also owns 0 4 miles 66 kv underground cable and 0 7 miles oo 

KV SUBMAR INE CABLE 

D Company also owns 4 6 miles 33 kv and 2 1 miles 66 kv underground 

CABLE 


Ea Excludes 750 kv leased prom oyhers 

F Transmission substation capacity included with distribution 
SUBSTATION capacity 
<3 Includes underground lines 

H Company also owns 2 4 miles 66 kv underground cable 









































Georgii Idaho 
Ilhnoit 


STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 
Physical Quantities— Electric Plant and Energy Account 



GEORG I A 
Power and 
Light 
Conpany 


Savannah 
Electr ic and 
Power 
Company 


Central 
I ll ino is 
ElECTR 1C AND 

Gas Co 


Central 

Illinois 

Light 

Company 


Central 
1 LL INOIS 
PUBL I c 
Service 
Company 


Commonwealth 

Edison 

Company 


CAPACITY Sira capacity Sra CAPACITY Sra CAPACITY Sra 



NR Not reported „ „„„ 

A Includes 3,000 rw leased to others, excludes 2,800 xw leased from 
others 

B Company also owns 4 8 miles 110 kv underground cable 
C Excludes network transformers in underground vaults 
D Submarine cable onev, miles of underground cable not reported 
E Includes 505 miles on transmission and other poles 
F Circuit miles, excludes lines or less than 2,300 volts in the 
Lincoln and Albion Districts 


Circu it m res 

Includes 41,590 thousand kwh generated during test period 
Less than one mile 

Excludes 44,500 kva owned by others and operated by respondent 
Excludes 82,065 kva owned by others and operated by respondent 
Company also owns 151 2 miles 56 kv and 14 6 miles 132 kv 
underground cable 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 

Physical Quantities — Electric Plant and Energy Account uimou 


L 

1 

N 

E 

N 

0 

ITEM 

1 LL 1 NO 1 

Norther 

UT IL IT 1 
Com PAN 

s 

N 

E S 

Y 

Illinois 

Power 

Company 

1 nterstate 
Light &. 
Power Co 

Kewanee 

PUBL IC 1 

Service 
Company i 

I 

Mt Carmel 

Pub l 1 c 
Utility Co 

Northwestern 

Illinois 

Gas & 

El EC tr 1C 
Company 

Pro Duc e 
Terminal 

CORPORAT ION 

PUBL IC 

Serv ice 
Company of 
Northern 
Illinois 

L 

1 

E 

N 

0 

CAPACITY 


capacity 

Sjiim 

capacity 

flAim 

CAPACITY 

MO or 

CAPACITY 1 

1 

Srm j 

capacity 

MO OF i 

capacity 

31,500 


capacity j 

HO OF 
F-AMTS 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 
27 

GENERATING STATIONS 

Steam planes 

0 ro 1 000 kw 

1001 2 000 

2^1 5 000 

5 001 10 000 

10 001 25 000 

25 001 40 000 

40 001 60 000 

60 001 100 000 

over 100 000 

65,500 

1 

1,500 

15,240 

15,600 

120,000 

1 

4 

1 

1 

9,700 

1 



3,500 

i 

1 

1 

i 

6,400 

1 

1 

I 

1 

75,000 

290,000 

1 

1 

1 

2 

i 

4 

5 

6 

7 

a 

5 

10 

u 

12 

13 

H 

n 

16 

17 

IH 

19 

20 

21 

22 

2^ 

24 

2) 

16 

27 

Total Steam Plants 

65.500 

1 

152.340 

7 

9,700 

1 



3,500 

1 6.400 

~T 

31,500 

i 

365,000 

2 

Hydraulic plancR 

0 ro 1 000 kw 

1 001 2 000 

2001 5000 

5 001 10 000 

10 001 25 000 

25 001 40 000 

40 001 60 000 

60 001 100 000 

over ] 00 000 

545 

1,490 

5,375 

1 

1 

2 

2,024 

1 











600 

1 

Totu. Htdrauuc Plants 

7,410 

4 

2.(524 

1 











600 

T 

Internal combustion engine plants 

0 to 500 kw 

501 ' 1,000 

1 001 2 000 

2 001 5 000 

over 3 000 



2,000 

1 









2,250 

1 



Total Intbrnal Combustion Engine Plants 



2.000 

1 









2.250 

1 



Total Production Plant 

■KMRblM 

5 

156,364 

9 

9. 700 

1 



■TWI • 

mi 

6.400 

Tl 1 33.750 

,.2 




28 

25 

AD 

31 

32 

33 
3-1 

35 

36 

37 

38 

ELECTRIC ENERGY ACCOlINT ^ 

Generation (excluding station u^cj 

Steam 

H)drauln. 

Internal combustion engine 

375,254 

28,320 

564,657 

18,115 

3.530 

37,984 

THOUSANDS OF 

MLOVTArr HOURS 

18,124 

16,039 

58,734 

246 

1,798,336 

2,850 

28 

IP 

30 

n 

}2 

jj 

34 

35 

34 
37 

35 

Total GbneratioN 

403.574 

586.303 

37.984 


18.124 

16.039 

56.980 

■mFhsiiMJ 

Furchaics 

Interchanfie—ln (gioss) 

205,492 

■MrIkSI 


30,873 



61,648 

1,811,985 

Total Ensrgy Generated, Puruiased and Intbrchc 

609.067 

1.709.927 

37.984 

30.873 

18.124 

16.039 

120.629 

MyiiTii'ii 

SrIu 

Intetchsoge — Out (gross) 

Used by Co (eecI sta use) and (urn without charge 

Losses 

539,519 

5,013 

64.534 

1,436,861 

14,936 

10,367 

247.760 

35,540 

60 

2.383 

28,256 

30 

2.586 

16,835 

120 

1.168 

13,290 

241 

2.507 

117,646 

2.982 

3,252,259 

16,042 

344.869 



■■■■■■■■■■ 


m 


TRANSMISSION SYSTEM 
lower lines- structure miles 

23 000 [0 33 000 volts 

34 000 44 oew ' 

43 000 ' (56,OCO " 

67 000 ‘ 110 000 ' 

111.000 ‘ 132,000 ' 

133.000 ' 220,000 " 

over 220 000 

4 

28 

4 

278 

240 






C 24 

2 

264 


Total Tower Lines Structure Miles 

32 








Tower lines— circuit miles 

23 000 to 33,000 volts 

34 000 ' 44 OOO " 

43 000 66 000 

67,000 ' 110,000 " 

111 000 " 132,000 ' 

133 000 ‘ 220,000 " 

over 2J0 000 ' 

12 

29 

7 

523 

240 






C 33 

2 

375 

Total Tower Lines Circuit Miles 

41 

770 







Pole lines— structure milts 

under 1 1 oOO volts 

11.000 to 22 000 " 

23 000 ' 33 000 ' 

34 000 - 44,000 " 

45.000 " 66,000 ‘ 

67 000 ' 110,000 ' 

111.000 " 132 000 '• 

133 000 '• 220 000 ' 

23 

722 

138 

1 

1,035 

160 

15 

17 



61 



Total Pole Lines .Structure Miles 

883 

1.196 

32 



Mu 


1.369 

Total Pole Lines Qrcuit Miles 


1,279 

32 



61 


1.461 

■■aA.w.»ii8.f.i}nmLi!A;ntiiL| 1 1 1 iii i iii i ■ iii i — 1 

915 

1.718 

32 



61 


1.659 

Total Transmission Lines— Circuit Milbs 

isT 

■ 2,049 

32 



61 


D 1.871 

Subittiions— TjRnifotmcr Cipscity— )ivt 

184,411 

799,702 

7,248 



1.500 


483,075 



DISTRIBUTION SYSTEM 

Substations- Ttinsfofmer capacity — leva 

Overhead lines ~ pole miles 

— wire miles 

Underground and submarine lines— able mllci 

Line ctansformers— number 

— apRCity— leva 

Meters — on customers premises 
— toul 

Street Dghtlng Tisnsfotmets— number 

— npicity— tvs 

Lamps— number 

44,837 

7,076 

A 8,519 

B 

27,504 

180,458 

88,656 

93,421 

94 

1,454 

7,742 

80,428 

10,928 

33,019 

15 

47,902 

545,653 

274,704 

294,248 

261 

2,399 

18,081 

1,323 

49 

192 

221 

2,797 

2,318 

2,366 

1 

8 

309 

3,750 

191 

NR 

569 

17,892 

6,538 

7,303 

4 

80 

450 

103 

306 

844 

8,171 

4,186 

4,340 

NR 

MR 

NR 

1,287 

NR 

825 

6,937 

4,187 

4,512 

7 

140 

436 

27,500 

NR 

NR 

14 

648 

99,005 

559 

772 

668,102 

12,029 

72,305 

933,513 

457,408 

4 62,891 

1 


C. Voltage 33,1X30 and under 

D. COMPANV ALSO OWNS 787 MILES 33 KV AND UNDER, 7 5 MILES 66 KV, AND 
0 06 miles 13a KV UNDERGROUND CABLE 


NR Not reported. 

A Circuit miles 
B Less than one mile 











































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 
Physical Quantities— Electric Plant and Energy Account 


Sherraro 

Power 

SrsT EM 

(A) 


South Beloit 
Water j 
Gas anb 
Elects |C 

COHPANT 


JN ION 
Electric 
Power 
Company 


Western 
United 
Gas and 
Electric 
Company 


Ch I cago 

DlSTR ICT 

Electric 

I GENER AT ING 
Corporation 


ClT IZEN 3 
Heat, Light 
AND Power 
Company 


Indiana 

i M ICH IGAN 

Electr ic 
Company 

(G) 


Ind iana 
Serv 1 C E 
CORPORAT ION 

(H) 


CAPACITY I I CAPACITY 


Total Stsam Plants 

HyUyauIic plants 

0 ro 1 OOO lew 

1001 2 000 

2 001 5 000 

;00I 10000 

10001 25 000 

25 001 -mood 

'40 001 60 000 

60 001 ' 100 000 

OVH 100000 

Tot o- HYBAAUUe Plants 

InccmaJ combuatjon engine ptinu 
0 to 500 kv 

501 1000 

1001 2000 

2 001 5 000 

OA« 1 000 

T otal Intbilwai. Combustion Enoini Plants 
Total PioDUcnoN Plant 




Stiei 

Interchinge— Out (grea) 

Uied bj Co (ad su use) und fura without ebuge 
lojsei _ _ 


1,495,064 

80,040 

65, 185 

1.575.1(54 

738,427 

376.791 

2.690.323 

65 . 185 

283,559 

348.744 

2,101,597 

331,924 

353,986 

9,614 

770 

220.123 

16.049 



IBUTION SYSTEM 
tS8 Siibsationi— Ttinilbfma apstiijr— liv* 

69 Ovetheud lines — pole miles 

70 — wue nilei 

71 Undesgtouud tnd lubmAtlne lines— able miles 

72 Line truiifoniiess — number 

75 — opeaty— V y* 

7d Meters — on cunomefs premises 

75 — totsl 

76 Sneer Ughong Ttunsformett— number 

77 — tspudty— k»A 
7! Lsunps— nuraber 


NR Not reported- „ anao 

A Report reflects operations Eor period Jam 21 , 1948 to Dec 31 , 1948 
B Less THAN oNE mile 

C Company also owns 1 1 miles 11 KV, 0,6 miles 13 8 kv, 0 3 miles 33 RV 
AMO 0 3 MILES 66 KV UNDEROROUNO CABLE, 0 7 MILES 13 2 KV, 0 5 MILES 
33 KV, AND 0 3 MILES 66 KV SUBMARINE CABLE 
0 Excludes 12 9 miles leased from others 



2,613 

1,250 

219, 154 

780 

95 

981 

1,970 

h« 

6,482 

19 

2,734 

411 

5,683 

8,628 

6,605 

200,013 

4,862 

2,345 

66,111 

5,390 

2,554 

72, 132 

2 


62 

20 


1,231 

305 

142 

3,449 



Company also owns 0 4 miles 33 kv Ano 0 5 miles 66 kv unoerground 
cable and leases from others 0 6 miles 132 kv underground cable 
Includes 10 4 miles leased to others 

Report reflects acquisition of Indiana Service Corf , acquired 
Aug 31, 1948 

Company Acquired by Indiana &. Michigan Electric Co on Aug 31 , 1946 . 


i 


































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31 1948 
Physical Quantities— Electric Plant and Energy Account 



Indianapolis 
Power & 

U I GHT 
CoMPANr 


Mad I Son 
Light and 
Power 
Company 


Northern 
Ind iana 
PUBL 1 c 
Service 
Company 


PuBL 1C 
Serv ice 
Company of 
Indiana, Inc 


Southeastern 

Indiana 

Power 

Company 


Southern 

I NDIANA 
Gas and 
Electr 1 c 
Company 


Central 
States 
Electr ic 
Company 


I NTER3 TATE 
Power 
Company 


SiiS CAPACITY 



5fi fncerehinge — Out (gtoM) 

37 Uied by Co (cxd iii us;) uid furn without chug; 


384,722 33 
34 

1,659 37 
69,635 38 



48 Subsutions— Tnnsfotmn cijMicitjr— kv* 

69 Ovohatl lln;i — pol; wlu 

70 — wire milci 

71 Uaiktgrdunil ind submiiin; linre— obi; mllu 
7J LIm tnnifonnus— numb« 

73 — c»p«aty— kv» 

74 M««i— on customeri' premiics 

73 —tot*! * 

76 Siren Ughnng Tiinifonnns— numbet 

77 — njndty — kvi 

78 Umps— numbn 


NR Not reported 

A Company also owns 1.9 miles 33 kv underground cable. 

B Company also owns 2 7 miles 6.6 Kv,,0.05 miles 12 5 kv, 6 8 miles 

33 KV, 5.6 MILES 66 KV AND 0 04 Mub 132 KV UNDERGROUND CABLE 


Excludes 55,000 kw leased from others,. 

C 1 RCU IT M I LES 
























































STATISTICS OF ELECTRIC UTIUTIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 
Physical Quantities —Electric Plant and Energy Account 


1 ow* 

Electr ic 
Company 


i ow* 

Elecib ic 
Light a«d 
Power 
Company 


loWA- 
I LL INttlS 

Gas and 
Electric 
Company 


Iowa 

Power and 
Light 
Company 


5* CAPACITY CAPACITY |)5un| 


(OWA 

Public 

Service 

Company 


CAPACITY 


Iowa 

Southern 
Utilities 
Company of 
Delawar e 


Northwestern 
Light and 
Power 
Company 


Sioux City 
Gas ano 
Electr I c 
Company 


GENERATING STATIONS 


Sieira piioH 

0 10 

1 1 001 
2 001 
5 001 
10 001 
, 25 001 

' 40001 

1 60001 

! OYCf 


1,000 i 


I ' 9,710 1 II 

19,00C 1 15,710 I 1 I 22,000 1 


1,360 i 2 2, 100 1 3 1,000 1 

1,250 1 1 2,820 2 
4,500 1 1 4,700 1 



NR Not reported. 

A Plant placed in service during year, investment included in 
construction worn in progress. 

B Company also owns 2 2 miles 13 2 kv underground cable and 1 hue 
13 2 Nv submarine cable 


C Includes capacity cost of which is included in construction work 
IN progress 

D Company also owns 1 1 miles underground cable 
E Less than one m i le 
F Excludes meters in company's use 


i 














































61 t 


STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 
Physical Quantities — Electric Plant and Eneipy Account 

Keatuctv 


, 


KeiiiucLy 


L 

I 

N 

E 

N 

0 

item 

Central 
Kansas 
Power 
Company , 

i Eastern i Kansas , Kansas Kansas 1 

Kansas Electric | Gas «nl Power ahu 

jllTILITlES, PpWEP 1 ElETTRIC LiGHT 

In Company, The 1 Company Company, The j 

^ — ~r 

Western 
Lights. 1 

Telephone 
Company, Inu 

KENTUCPY 1 

Utilities i 
Company i 

Keniuchy and 
West V ipginia, 
Power 

Company, j 

InCORFCRaTEL I 

L 

1 

N 

E 

N 

0 

CAPACITY 

SSiiS's j CAPACITY 

SSml CAPACITY I™",; CAPACITY 1?°?, 

1 _l _ _ [ , 

CAPACITY ' 

1 

1 

1 

1 

1 

1 

1 

1 1 

CAPACITY CAPACITY 

' 1 

T 

PUU^ j 

capacity ,>^■<^1 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

13 

16 

17 

18 

19 

20 

21 

22 

2i 

24 

23 

26 

27 

GENERATING STATIONS 

Steam plants 

0 to 1 000 IcsY 

1001 2 000 

2 001 5 000 

5001 10000 

10 001 25 000 

25 001 40 000 

40 001 60 000 

60 001 100 000 

over 100 000 

180 

12,500 

1 

1 

, 1,650 

1 

-J ^ 

1 

1 1 

1 

26,400 

, 

3 ! 

1 

1 

66,000 

48,000 

1 

i 

1 

1 

2 

1 

2,000 

3,100 

8,150 

16,500 

30.000 

52.000 

750 

10, 100 
6, (jOO 

1 

3 

1 1 

1.750 

4.750 

21.500 

12.500 
30, COO 
=0,000 

1 

i 

i! 

3 1 
1 

1 1 
1 

i 

19,500 1 

I 

i 

1 

2 

■1 

6 

7 

10 

u 

II 

H 

14 

n 

l(j 

17 

la 

10 

30 

21 

22 

U 

35 

26 

2^ 

Total Steam Plants 

12 . 680 

2 

1.650 

1 26.4C0 

3 

114.000 

3 111,750 

e 16.850 

5 , 120.500 1 e i 

19.5061 1 

Hydraulic plants 

0 ro 1 000 kw 

1 001 2 000 

2 001 3 000 

5 001 10 000 

10 001 25 000 

25 001 40 000 

40(Xll 60 000 

60 001 100 000 

over 100 000 



275 

1 




1 

660 

1 



2,040 

23,500 

'! 

1 



Total Hydrauuc Plants 



275~ 

1 





660 

“T[ 



30 ,540 

“12 



Internal combusnon engine plants 

0 to 500 kw 

501 1 000 “ 

1 OQl 2000 

2 001 • 3 000 

over 1 000 

220 

2,686 

1 

2 

1,760 

1 

196 

1 



812 

2,794 

5 

2 

2,100 

862 

6,703 

5,9?2 

a 

1 

5 





Total Internal Combustion Engine Plants 

2.906 

3 

1.760 

1 

196 

1 



3.606 

7 

15.607 

15 





Total Proouction Punt 

maEEia 

_5_ 

MINI 

_3_ 


4 




met 

Mtil-gT III 

mt 

151.040 

‘aq. 

IQ ^0(1 





ELECTRIC ENERGY ACCOUNT 

Geaerauon (excluding station use) 

Steam 

HydrauliL 

Internal combustion engine 

35,631 

a, 435 

104 

136 

6,509 

159,138 

THOUSANDS OF 

716,954 

ULOWATT HOURS 

660,401 

1,101 

2.871 

73,999 

45.410 

730, 541 
55,050 

C 43,559 

23 

20 

iO 

51 

32 
31 

34 

35 
i$ 
37 

33 

Total GeneratioH 

44.066. 

6, 750 

159.138 

716.954 

664.374 

119,410 

785,. 592 

43,. 559 

Purchases 

Interchange— In (gross) 

123 

52,891 

61,944 

8,204 

36.414 

24,948 

34,909 

262,973 
14 . 246 

471,842 


44,1^0 

59TS4T 

221,083 

761,573 

689,323 

154,319 

1,062,812 

515,402 

Sales 

Intefch«ng« — Out (grass) 

Used by Co (excl s» ust) and fiun wiihouc -chuge 

Lasses 

36,281 

164 

7,744 

50, 093 

297 

9,250 

194,122 

996 

25,963 


587,728 

1,864 

99,729 

125,547 

3,317 

25,454 

892, 659 
20, 742 
8,346 
141,064 

474, 161 

1,856 

39,383 




!9 

<10 

<11 

42 

43 

44 

43 

46 

47 

48 

49 

50 

51 

52 

53 

34 

35 

36 

37 
58 

39 

60 

61 

62 

63 

64 

65 

66 

iL 

TRANSMISSION SYSTEM 

Towee lines- siructuie miles 

23 000 to 31 000 toIis 

34 000 44 000 

45 000 ' 66 OCO 

67000 UOOOO 

111 000 132 000 

133 000 “ 220 000 

over 220 000 




109 

237 


214 

B 

29 



■■■■■■ 




237 


214 

29 

Tower lines— arcuit miles 

23 000 10 33 000 volts 

34 000 44 QOO 

43 000 66 000 

67 000 110 000 

111 000 132 000 

153 000 220 000 ‘ 

over 220 OOO " 




216 

291 


428 

1 

30 

Total Tower Lines Orcuit Miles 





29l 



51 

Pole lines— structure miles 

under 11 000 volts 

11,000 to 22 000 

23 000 ' 33 000 " 

34 000 44 000 

45 000 ' 66 000 ‘ 

67 000 110 000 

111 000 " 132 000 " 

133 000 220 000 ‘ 

221 

239 

200 

58 

311 

140 

543 

186 

990 

71 

B 

971 

1,330 

607 

195 

213 

2 

71 

45 

Total Pole Lines StrUcturb Miles 

460 

258 

45r 

725" 

TTSeT 

^ 571 

1.937 

526 

Total Pole Lines Orcuit Miles 

?6T 

25T 

JSS" 

745' 



U93S 

g?3 

Total Transmission Lines— Structure Miles 

- ^ ^ 

25B 

451 

SSSr 

1,298 

571 

2,15i 

555 

Total Transmission Dnbs— Circuit JidiLBS 

^6T 

259' 

SSF 

951“ 

1,591 

RR" 

2,366 

574 

Substations— Transformer capacity-— kva 

9,275 

HHHI 

49,500 

200,867 

212, 070 


331,233 

250,387 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

DISTRIBUTION SYSTEM 

Substations— Transformer capacity — kva 

Overhead lines — pole miles 

— wife mdcs 

Underground and submarine lines — cable mdcs 
lane trtnsrormets--numbet 

—capacity— kva 

Meters— on customers premises 
—total 

Street Lighting Transformers— number 

— capacity—kva 

Lamps— number 


5,493 

338 

2,445 

NR 

NR 

NR 

NR 

17 

171 

1,676 

48,275 

2,641 

9,957 

12 

7,691 

78,477 

41,183 

43,837 

47 

631 

5,181 


197,977 

4,585 

15,416 

16 

17, 650 
217, 586 
106,177 
110,576 
118 
1,823 
13, 054 

21,405 

1,003 

NR 

NR 

NR 

NR 

NR 

NR 

13 

199 

5,511 



6B 

69 

70 

71 

72 

73 

74 

75 
7fi 

77 

78 


NR Not peporteu 
A C IPCU IT H ILES 
B Less than one mile 


C After delivery of 15,876 thousand kwh to Appalachian fLECTRi: Power 

Co UNDER INTERCONNECTION AGREEMENT- 






































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 
Physical Quantities — Ekctrtc Plant and Energy Account 



Kentucky I 

T 

Louisvills; 1 Louisville [Union Light, Central 
Gas and I Tpansn iss ion Heat and | Louisiana 
Electric CoRpsration, Pover i Electric 
Tompany I Company, The | Company, If 


Louisiana ] Maine 


I Gulp Publ ic 
(Service Co , 


Louisiana 
Power 4. 

Light 

Company 


New Orleans 
Publ i c 
Serv I c E 
Inc 


Banco R 
Hyoro- 
Electrk 
Company t 
Subs i d i aR i 


CAPACITY CAPACITY Sum 


CAPACITY CAPAOTY I CAPACITY |«^| CAPAC.TV \Z^\ CAPACITY CAPACITY 


GENERATING STATIONS 


j Stetm pUcts 

I 0 CO 

1 001 

3 OOl 5 000 

1 5 001 lOOOO 

I 10 001 25 000 

2' 001 40 000 

40 001 60 000 

' 60 001 100 000 

ove* 100 OOP 

7q7a l Stfa^ Plants^ ~ 

Hydnulic plinth 

0 fo 1 000 kw 



jbutton system 

68 Subsaacras— TaMfofiner apACity — kvt 
6^ OwhaMi Iiaes —pde miles 

70 — wire miles 

71 UndergrouDd ind submmneUncs — cable mile* 

72 twe tfansfonuetJ—oumbef 

73 — capaaty-kva 

74 Mttcrs— Ofl ciwtomen premises 

73 — toul 

76 Street Lighcmg Transfonners^uinbcf 

77 — apicitjr— kva 

78 Uttps— Qumber 


bf? Not pcporteo 
A Less than oke mile 

B Street lighting ano signal system epuipment in LouisvillEj ay 
C Leased to others 

D Company also owns 9 S miles 13 2 kv underground lines 
E Circuit m iles 


Internal combustion engine generation included with steam generation 
Received and delivered without charge. 

Company also owns 11 1 miles 110 kv underground cable 
Penobscot Transportation Co , Northeastern Co 
Type of supporting structure not reported 


only 












































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 
Physical Quantities — Electiic Plant and Eneigy Account 


613 


Stexm plints 


1 001 

2 OOl 
5 OQl 

10 001 
25 001 
-10 001 
60 OOl 


GBNERATiNG STATIONS 

to 1 000 lew 
2000 
5000 
10 000 
25 000 
40 000 

6oooa 
100 000 
100 000 


Maine 1 Mirylind 


Marylmd 


CE 4TRM 
Ma I we Power 
ComP AM y 


MA INE 
POBL tC 
$ERV ICE 

Company 


RuMroPo 
Palls Power 
Company 


Rumtoc-d Lights Comowingo 
Company Power 

I Company 


Con 50 L [ cjat £0 
Ga3 Electric 
Light and 


13 j 500 
48,500 
40,000 


Totai Steam pLA^^■s 


Hydraulic plants 


1 001 
2 001 
5 001 
10 001 
25 001 
40 OOl 
60 001 
over 


J 000 kw 
2000 
5000 
10 000 
25 000 
40 000 
60 000 
lOOOOO 
TOO 000 


Totvl Hydraouc Plants 

lacemid combuiuon engine planK 
0 to 500 kw 

501 1 000 ■ 

I 001 2 000 

2,001 5 000 

over 3 OOP 

Total iNTHawAL Combus^on Engine Plants 


ELECTRIC ENERGY ACCOUNT 
Genenctoo (excluding sacion u^e) 


102. QQQ 


4,687 

10,923 

15,700 

42,415 

31,200 



800 

1,500 


1,600 


7 ,1 Q0 


CAPACITY 1 






t 

24,000 

1 

EH^.TDOU 

1 





24.000 

1 


I & 20,000 


72, DOO 
427.500 
dl9,SQ0 


— 

East :rn 

■ 

Shqpe Pua 

L I ^ 

Serv ice 


Cqmpaht of 

Mapy laud. 

The 

CAPACITY 

fU»i73 


Po TOMA C 
Etr |50H 

ICompant, The 


925 


27, 0X‘ 


2779251 

2 1 





1,013 

2,340 

4 

2 






17,200 
30, COG 
84,500 


125 


125 


THOUSANDS OF KILOWATT HOURS 


28 

29 

30 

Steam 

Hydraulic 

Internal combustion engine 

460, 684 
649,050 

P 61/4 

4,728 

is: 031 

141,980 



2,565,259 

204,914 

3.695 

801,694 

751 

28 

30 

n 


1.112.651 

22.759 

141.980 



2.565.259 

208.610 

802.445 

;i 

32 

Purchijes 

31, 199 

49,178 


12,078 

40,035 

677,455 


21,825 

12 

33 

Interchange— In [cross) 

A 5.452 





235.083 

62.306 

44.876 

33 

m 


wmm[ 1 H 1 1 ■ 

71.937 

141.980 

12.078 

40.035 

3.477.797 

270.916 

869.146 

34 

35 

Saic! 

982, 118 

58,163 

137,753 

10,583 

34,731 

3,166,108 

113,670 

720,338 

}5 

36 

Interchange — Out (gross) 






66,680 

132,668 

6,819 

36 

37 

Used by Co (exd sea use) and fum without charge 

26, 105 

345 


69 

89 

3,271 

417 

80,571 

}7 

IQ 

Losses 

141.079 

13.428 

4.227 

1.425 

5.213 

241.737 

24.159 

61,417 

38 




■ 

transmission system 

■ 









■ 

Tower Imcs— scruaure miles 










|9 

23 OOO to 33 000 volts 









39 

m 

34 000 * 44 000 

32 






2 


40 

41 

45 000 «0C0 









41 

42 

67 000 110 000 






57 



42 

43 

111 000 132 000 









43 

44 

133,000 220,000 ' 






2 



44 

45 

□VCI 220 000 “ 









43 

m 


32 





■HHHHIsIbI 

2 


66 


Tower lines — orcuic miles 










47 

23 000 to 33 000 volts 









47 

48 

34 000 44 000 

49 






3 


48 

451 

43 000 66000 • 









49 

50 

67 000 110 000 






79 



50 

51 

111 000 132 000 









51 

52 

133 000 ' 220,000 






2 



52 

53 

ovei 220 000 









13 

34 

Totai ToVpbii Linus Oscurr Milis 

49 



■ibubhihh 


FTST 

3 


J4 


Pole lines — structure miles 










55 

under 11 000 volts 

53 








35 

56 

11 000 to 22 000 ' 



3 

16 



58 


36 

57 

23 000 ' 33 000 ' 

677 




61 



247 

37 

58 

34 000 * 44 000 

154 






177 


5d 

39 

45 OOO ' 66,000 ' 








35 

59 

60 

67 000 ' 110000 ' 

393 





63 



60 

61 

111 000 ' 132,000 " 








27 

61 

62 

133 000 “ 220,000 ' 









62 

m 


1.577 



16 

61 

63 

235 

309 

63 

S4 


1.687 



16 

61 

63 

238 

3§8 

64 

65 

Total Tkansmissiom Lints— Stauctuab Milbs 

1.609 

NR 

3 

16 

61 

125 

§37 

305 

65 

B 

Total Taansuissiom Ltnss— Oacuit Milbs 

8 1.736 


5 

16 

61 

J 144 

241 

3§S 


1 

SubscatiODs— Transfoemer capaatr — kva 

680.769 

NR 

NR 

6,740 


765.933 

93,500 


1 




DISTRIBUTION SYSTEM 










68 

Subscicioos — TrsQsfofmer capacity — leva 

376, 119 




8,899 

736, 460 

38,062 

51,050 

68 

m 

Overhead lines pole miles 

8,587 



NR 


NR 

1_,4B6 

3,305 

69 

H 

— wire miles 

C 10,144 




1,7^3 

31,883 

4,581 

9,539 

TO 

u 

Undetgiouod ind lubnuiine luui— able milei 

144 




^ F 

1,402 

3 

F 

71 



34,119 

NR 


672 

2,743 

39,648 

6, 650 

14,503 

72 

73 


263,727 

NR 


5,501 

20 , 260 

620,975 

73,707 

122,222 


74 


188,543 

NR 


6,048 

9,796 

385,560 

35,352 

66,210 

74 

75 

— totil 

203 ; 073 

NR 


6,731 

10, 161 

403, 160 

38,949 

68j9S0 


76 

Seieec Lighting Transformers — number 

182 

NR 


6 

9 

172 

29 

41 

76 

El 


2,501 

bR 


94 

65 

5,383 

323 

626 

77 

B 

lamps — aumber 


NR 


755 

774 

36,605 

3.992 

4,435 



NR Not reported 
A Received without chapse 

B Company also owns 17 2 miles 11 Kv, and 1 mile 22 kv undersmound 

CABLE AND 0 3 MILES 11 KV SUBMARINE CABLE. 

C Circuit m iles, 

D Cost included in construction work in prosress 
C Excludes 5,775 kw leased from others 

842507 0 - 49 - 29 


Less than ome mile 

Plant used principally for production or steam, investment in electri 

GENERATING EQUIPMENT WRITTEN OFF AND INVESTMENT IH BoILERS AND 
equipment TRANSFERRED TO HEATING PLANT ACCOUNT 
Excludes 28 5 miles owned by others and operated by respondent 
Company also owns 8 2 miles 33 kv underground and submarine cable 




























MarrUnd 

Muuchniem 


STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 
Physical Quantities— Electric Plant and Energy Account 

Maryland I Mauachuient 


SuSQUCrtANNA SuSCUEHANNA |SUS0UEHANNA 
EtEcypic 1 pQWEB 1 Tpamshission 

Company, The i Company, The 1 Company of 
(A) ' (B) I Mapyeand 


Amesburv 

Ct-ECTR 1C 
L IGHT 

Company 


Athol Gas ani 
Electric 
Company 


At tleboro 
Steam and 
Electr 1 c 
Company 

UI 





NR Not peporteb 

A Company owns no physical properties but leases and operates 
properties of The Susquehanna Power Co 
B Not an operating company, plant and property leased to The Susquehanna 
Electp I c Co 

C Company also owns 0 3 miles 13 2 kv underground cable 


Less than one mile 

Report reflects acquisition of Norton Power &. Ele 
■June 30, 1948 

Company owns 0 5 miles 22 rv underground cable 
Company owns 0 6 miles 13 8 kv underground cable 

























STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31 1948 
Physical Quantities — Electric Plant and Energy Account 


615 


Mi Bichuaeiti 


L 

I 

E 

0 

1 

ITEM 

B05TCN Ld 

CMPAr 

1 

SON 

F 

1 

BRO CK T OW , » «MbP 1 Di 

Disc 14 LcMPANrEiEi-TPic L 
GMPfrN 

1 

E 1 

G H T| 

1 

APE 6 

V 1 N [ f A P D 
LllCTH 11 

COHP - NY 

1 

I £ fj T A L 

Haa5_A hu_e;tt5 

tLEC TP 1 
' 0 M P 6 H / 1 

I 

L A S T E P H 1 

‘.1a5jm;,HU5ET7j 
Elef n , ( ; 

COMPfi NY 

(E) 

r«LL Rl 
Lll iP 
L ! GH 
C DM = A 

/ER ! 

it 

F 1 - L H 3 UP 
Ga3 -no 

El £ C T R 1 

Light 

C a M V - fi Y 

1 

i 

i 

L 

1 

N 1 
£ 1 

CAPACITY 

Sim 

CAPACITY 1 

1 

j 

CAPACITY 1 

1 

i 

1 

CAPACITY j 


CAPACITY 1 

1 

capacity 

1 

CAPACITY 1 

*° ^ ' 

CAPACITY 1 

1 

^ 1 

0 j 

1 

2 

3 

4 

5 

6 

7 

6 

9 

GENERATING STATIONS 

Sieam plants 

0 to 1 000 kw 

1 001 2 000 

2 001 5 000 

5 001 10 000 

lOOOl 25 000 

25 001 40 000 

40 001 60 000 

60 001 100 000 

over 100 000 

557, bio 

1 

1 

1 

,000 

1 

1 

1 

1 

22,750 

1 

1 

1 

] 

1 ^ 

1 

1 

1 


14, _50 

1 

j 

I 

! 

Id, OOO 

1 

1 

1 

1 

2 

4 

5 

6 

7 

8 

9 

10 

Total Steam Plants 

557.010 


- .OQO 

1 ^ 

.2.75''1 

1 






" T 

10 


Hydraulic plant* 













1 


1 




11 

0 ro 

1 000 kw 

L D'j 

1 






1 

750 

1 


1 


* 



11 

12 

1 001 

2 000 












1 


1 



12 

13 

2 001 

5 000 














1 



13 

14 

5 001 

10 000 

















14 

15 

10 001 

25 000 














1 



15 

16 

25 001 

40 000 

















16 

17 

40 001 

60 000 

















17 

18 

60 001 

100 000 

















18 

19 

over 

100 000 

















19 

20 

Tot\l Hydraulic Plains 

-J ‘ 

t: I 






750 

1 







70 


Inceraa] combustion engine plants 


















21 

0 CO 

500 kw 

















21 

22 

501 

1 000 

















22 

25 

1 001 

2 OOO 







1,360 

1 









23 

24 

2 001 

5 000 

















24 

2i 

ovet 

5 000 

















25 

26 

Total Internal Combustion Encinb Plants I 






1,360 

1 









26 

27 

Total Production Plant 

7 . f J 

tL 

, ^ . ono 

_1_ 

?2.750 

1 

1 . 360 1 1 

750 




14.250 

1 

■■rwTiirn 

Bl 

27 







■■■ 


■Mb 








sss 





ELECTRIC ENERGY ACCOUNT 
















Generation (excluding station use) 


















28 

Steam 


J, 37b, 

067 

32, 

611 

104, 

672 










518 

28 

29 

Hydraulic 



9 79 







1 

365 







29 

30 


















30 

El 


— 'irvi ■! 

3?r 

811 

104 

6?2 

2 A &. 

1 

,365 

■■■■■■■ 

■■■■rcvEd 


31 

32 

Purchases 


197, 

0P4 

151, 

979 

128, 

347 

51 

415 

53 

339 

425 

597 

201 

303 

63, 

169 

32 

33 

Interchange— In (gross) 

















33 

m 


3.076, 

'571 

184, 

7^ 

233,019 

51,662 

54 

704 

4?5 

597 

214 

456 

88.688 

34 

35 

Sales 


,803, 

798 

155, 

171 

223, 

455 

43 

440 

48 

385 

421 

627 

196 

924 

82, 

883 

35 

36 

Interchange — Out (gross) 

















36 

37 

Used by Co (exd 

sta use) and fum without charge 

9, 

841 


491 


954 


371 


115 




510 


453 

37 

38 

Losses 



431 

J9, 

1?7 

8,609 

7 

650 

6 

203 

3 

970 

17 

020 

5 

351 

38 





TRANSMISSION SYSTEM 



















Tower lines- struaure mdes 


















39 

23 000 to 

33 000 voles 

















39 

m 

34 000 

44 000 

















40 

m 

45 000 

66,OCO 














6 



41 

42 

67 000 

no 000 








D 









42 

43 

111 000 

132 OCO • 


38 


13 













43 

la 

133,000 ‘ 

220 000 ' 

















44 

m 

over 

220,000 * 

















45 

m 

Total Tower Lines Structure Miles 

33 

13 





6 


m 


Tower lines— circuit miles 


















47 

23 000 to 

33 000 voles 

















47 

48 

34 000 

44 000 

















48 

49 

45 000 

66000 * 














12 



49 

50 

67 000 

110 000 " 








D 









30 

51 

111 000 

132,000 '* 


;? 


26 













51 

52 

133 000 * 

220,000 

















52 

53 

over 

220 000 

















53 

54 

Total Tower Lines Orcuit Miles 


-77 

___ _ 26 


D 







Pole lines — structure miles 


















55 

under 

11 000 voles 


















56 

11 000 CO 

22 000 ' 




8 








35 




19 


57 

23 000 ‘ 

33 000 


3 


16 














58 

34 000 ' 

44,000 ' 


















59 

45 000 

66 000 ' 














1 




60 

67 000 ' 

110,000 


?3 






17 










61 

111,000 * 

132 000 


4 
















62 

133,000 

220 ooa 


















63 

Total Pole Lines Structure Miles 

50 

24 


17 


35 

1 

19 

fi5 

64 

Total Pole Lines Orcuit Mass 

53 

33 


17 



1 

25 

M 

65 

Total Tjunsmission Lines— Structure Miles 


PR 

37 


17 



7 

19 

65 

66 

Total Transmission Lines— Circuit Miles 

B 

130 

59 


17 


F 

57 

13 

G 

23 


67 

Substations — Transrocmer cspKity— kva 

ri45. 

542 

C 33.000 




OOO 




6. 

000 

m 

Mi 


■■1 


distribution system 



















68 

Substations— Transformer capacirv — kvt 

.83 

1"1 

C 55,050 

56, 

850 

20, 

200 

21, 

750 



61, 

500 

7, 

500 

68 

69 




^ » 1 

976 


71 


890 


749 




337 


252 

69 

70 





5.801 


484 

3,853 

3, 

810 



2, 

515 

1, 

166 

70 

71 

Underground and submarine lines — cable miles 

3^ 

vTR 


60 

330 


11 


D 




247 


58 

71 

72 


15 1 

513 

4,088 

915 

3, 

704 

3, 

327 



1, 

707 

1, 

832 

72 

73 


415, 

573 

71,549 

47,018 

29, 

529 

26, 

922 



32, 

274 

15, 

105 

73 

74 


46H, 

781 

53,973 

36, 

599 

27, 

603 

16, 

365 



42, 

386 

16, 

729 

74 

75 



486, 

286 

56.366 

37, 

583 

28, 

605 

17, 

464 



43, 

676 

17, 

710 

75 

76 

Street Lighcmg Transformers— number 


24? 


40 


NR 


33 


21 




39 


’dA 

76 

77 


— apaatjr — kvt 


948 

1. 

124 


NR 


423 


312 



1, 

060 


345 

77 

1 


49, 

588 

8,204 

3, 

700 

. ...5. 

554 

2 , 

474 



4s 

019 

2 , 

261 

78 


NR Not reported 

A Excludes 50 kw leased from others 

B Company also owns 10 9 miles 13 S kVj 35 9 miles £a xv, and 7 8 miles 
115 KV UNDERGROUND CABLE 

C 30,000 KVA IN TR ANSM I SS I ON-D I STR I BUT I ON SUBSTATION INCLUDED WITH 

transmission substation capacity 


Les' than one mile 

Company acouired by New England Power Co on January 1, 
1949 

Comp nt also owns 63 miles 22 kv undergnouno cable 
Company also owns 6 6 miles 17 kv underground cable. 


842507 0 - 49 - 30 




































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 
Physical Quantities —Electric Plant and Energy Account 


Gaponeh 

1 Gloucester | 

Haverhill 

EILE tTR i C 

Luectr C 1 

Elects 1 c 

LIC.H7 

1 Company 

COMPANY 

CaMPANT 




Holyoke i 

Water Power 1 
Company I 

Lawrence I 
Gas and | 
Electric 
Company 

Lowell 

Electric 

Light 

[ Corporation, 

1 The 

Lynn Gas 

AND Electr I c 
Company 

( MalOEN 

Electric 
Company 

^ 

CAPACITY 1 « * 

1 capacity 

1 

1 CAPACITY ffihm 

CAPACITY “SuS; 

CAPACITY ; 



rofcmaj CQtnbuirjoo ccguie puou 


Total Iktjlnal Combustion ENciNt Plants 


Total Pboduction Plant 


ElECmiC ENERGY ACCOUNT 

GenerBOaD fpxcluAiog sOQOA UST) 

29 Scdm 

29 Hfctattiie 

30 Ic igiul conbusDon mjfiar 

31 Total Gsnbbation 

32 Piutluues 

33 Infodun 


28 
29 
50 
31 

216,864 132 
133 
34 


36 Inteidunge — Out (gtosi) 

37 Us«l hf Co (ad. ta use ) sail fuin. without olutgB 

38 Ituia 


131,957 

25,004 

79 


136,312 

1,392 


155,144 

1,877 


245,904 

3,833 


205,700 35 

36 

1,081 37 
38 


I TRAKSMISSION system 

Tower IinM- smjcnuc iiiilo 


23 000 CD 

33 000 volts 

34000 

44,000 

45 000 " 

660C0 « 

67000 

110000 

111 000 

13200Q 

133 000 “ 

220000 


I Dvcf 220000 ** 

Total Town Uses Snuctyxs Mtm 
Tower Unci— otcuit milcj 

23 000 to 33 000 voltl 


Total Tower Iinss Oicuit Mnjs 


Pde Lncs — structure miles 

uniler 11 000 volts 

IlOOd to 22000 

2> 000 33 OOO ‘ 

34 OOO 44000 

45 000 ‘ 66000 

67 000 " 110 000 

inooo “ 132 000 

1J3 000 ' 220000 




Total Pols Lines Orcutt miles 


Total Tiansicssion Limss--Stjh/ctu« Milk 


Total Transmission Lines— Cucurr Milk 


Substations— Tranifonnet 


DlSTRIBUTrON SYSTEM 

68 Substations— Tnnsfofincr capaaty— Kva 

69 Overhead lines pole miles 

70 — wire miles 

71 Und€i|round lUid subounoc lmcs--<able miles 

72 line tnasrormers— *fluinbcr 

75 — captaiy— kvi 

74 Metcfs*— on cuatooiei* pcemises 

75 — total 

76 Street Jjgbtjfl^ Ttanjfonntfj-^unibei 

77 — apaocy— kva 
7fi Lamps — number 


80,000 

68 

329 

59 

2,638 

70 

1, 107 

71 

1,976 

72 

53,307 

73 

58,525 

74 

59,946 

175 


A L£55 than one mi L E 

B Less than due mile, company also owns 0 S miles 22 kv undergrounq 
CABLE 


Company also owns 5 1 miles 13 8 KV underground cable 

Less than one mile, company also owns 1 9 miles 24 kv underground 

CABLE AND 4 MILES 24 KV SUBMARINE CABLE 







































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECENIBER 31, 1948 
Physical QuanttUes — Electric Plant and Energy Account 



NR Not reported 
A. Company also 
B Report refle 


C Includes 65 4 miles wood poles and steel tower lines 
D Includes 130 8 miles on wood poles and steel towers 
E Company also owns 1 1 miles 22 kv underground cable. 





































Mu^achxiucts 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR. YEAR ENDED DECEMBER 31. 1948 
Physical Quantities — Electric Plant and Energy Account 



Southern 
Berkshire 
Power 1 

£lC i,TR 1 
Co mP iN r 


CAPACITY CAPACITY 


Wathuset 

ElECTB I r 

Company 


I Western Weymouth Light Worcester 

I Ma5.,achu5£t--. and Power Bounty 

1 ElEctpic Company i ClEltric 

CcHPANY Company 


WoR c Es ter 
Suburban 
EeEctr I ■ 
Company 


CAPACITY capacity i " .S CAPACHY i 


I over 100 000 

] Total Steam Plants 

HyiJraLtic plinth 

0 la ) 000 kw 

j I 001 2 000 

’ OCl 1 000 

J 001 10 000 

laooi 25000 

25 001 40 000 

40001 60000 

CooOl lOoOOO 

ovet too 000 

Total Hydiaduc Plants 

j Inrcfoal combusuon engine planis 

0 to 300 lew 

501 1 000 

' 1 001 2000 
2 001 3 000 

ovei 3 QOQ 

Total Internal Coubustion Engine Plants 








MR Not reported 

A Excludes 35,080 kw leased from others 
B Includes 1,S3£ thousand kwh exchanged for water power 
C Company also owns 63 5 miles 13 ky anb 5 3 miles 2 ? kv uNoEftsRouMO 
cable, and 0 3 hi les 13 kv submarine cable 
D 346 300 KVA in transmission-distribution substations included 
WITH transmission SUBSTATION CAPACITY 

E Company also owns 5 9 miles D a kv underground cable and 0 1 miles 

13,8 RV SUBMARINE CABLE 


F 3,050 KVA IN TRANSMISSION-DIE RIBUTION SUBSTATION INCLUDED WITH 
TRANSMISSION SUBSTATION CAPACITY 

G Includes 3,750 kva leased to others 
H Less than one mile 

J Less than one mile, company ylso owns 2 miles 13 8 kv submarine 

CABLE AND 13 8 KV UNDERGHOUAD CABLE IN 24 3 MILES OF CONDUIT LINE 
K Company also owns 0 4 miles 13 8 kv underground cable 

























MB Not repoNtei) 

A. Company aeso owns 11 2 miles 22 kv underground cable 
B 501,130 KVa in transmission “ distribution substation includeo with 
transmission substation capacity 
C Includes street liohtinc 

D ExCLUPCS 500 KW LEASED EROM OTHERS 


G Excludes 5,140 kw leased from others 

H Company also owns 4 6 miles kv submarine and underground cable 
J Leased to others 

K Incorporated Feb 26, 1947, acquired Copper District Power Co , 

Houghton County Electric Light Co , and Iron Range Light 4, Power Co 
ON June 11, 194? 














































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 
Physical Quantities ^Electric Plant and 'Energy Account 


■ 1 '"n 


Minmesota 

1 Hiss ISSIPP 1 1 

Northern 

Power 4 

1 Valley Public] 

States 

Ll GMT 

Service i 

Power 

Com pany 

Company | 

Company 


Mississippi 

Mississippi 

CIT IZENS 

Power 

Power 4 

Electr |C 

Company 

Light 

CoRpoRat ion 


Company 

(r) 


Empire 

Gasconade 

Distk ict 

Power Company 

ElectR 1C 

(G) 

Company, The 




\ 8,750 I 2 

5,800 1 

11,000 1 128,500 1 a 




Hjdnulic pUntf 




1 


1 DOO Lw 

846 3 


1 3,440 

1 001 

2 000 

4,920 , 3 


6,100 


5 OOO 

9,920 3 


i 

) 001 

10 000 


6,000 

1 6,500 

10 001 “ 

25 000 

24,000 2 



23 001 

40 000 




40 001 

60000 “ 

55,350 1 



60 001 

100 OOO 





100 000 






OISIRIBUnON SYSTEM 
68 Suiisatiou— TnniToimer cip«at]p-“kvt 

Ovabail luti — pole niilu 

70 — wile imla 

71 Uaderjmuid •nd subminne luicj — able mice 

72 line HuufofBKtj— dunjbcf 

7} — apecity— kv» 

74 Mcccn— w cunomcn ptmies 

75 —tool 

76 Street Tmufocmen — Dumber 

77 — apedtj — k»» 

78 Uinpi— aumber 



322,940 

3,438 

NR 

88 

14,101 

119,240 

76,664 

80,208 

59 

981 

6,865 


Not reported 'i 

Excludes 2,730 kw leased troh others 

Less THAN omC mile 

COMAANT ALSO OWNS 0 1 HILE 2 4 K ^, 12 MILES 4 KV, AND 219 5 MILES 
13 8 KV UNDERGROUND CABLE 

CAPACITT Of 196 SUBSTATIONS tNOlVIOUAL CAPACITT OF 300 KVA AND 
UNDER, NOT REPORTED 


3,143 68 
251 69 
563 70 
B 71 
934 

4,757 73 
4,362 74 
4,716 73 
9 76 
48 77 
511 7* 


Transmission ^ubstation capacity included with distribution sub- 
station CAPACITY 

Company formed Nov. 5, 1947, acquired Genevieve Electric Cooperative, 
Inc as of May 12, 1948 Report reflects full year operation of 

ACQUIRED company 

Company acquired ay Missouri Power & Light Co on Dec 31, 1948 


























































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 
Physical Quantities— Electric Plant and Energy Account 



Kansas City 

Missour I 

Missour i 

M 1 530UR 1 

M 1 SSOUR 1 

H 1 SSOUR 1 

St. Joseph 

Sho-Me Power 

Power 4. 

Edison 

Gas 4 

Power 4 

PUBL 1 C 

UT IL it lES 

Light 4 

CoR PORAT ion 

Company 

Company 

Electr ic 
Serv ice 
Company 

Light 

Company 

(C) 

Serv ice 
CoRPorat ion 

Company 

1 

Power 

Company 

(D) 



GENERATING STATIONS 


Stnun pUnis 

0 to 1 000 kw 
1 001 2 000 

JOOl 5 000 ‘ 

5 001 10 000 • 

10 001 " 25 000 

25 001 40 000 

40 001 £0000 

£0001 100 000 

over 100 000 



Total Stiam Piakts 

Hydtiulic planet 

0 to 1 000 kw 

1 001 2,000 

2 001 5 000 

5 001 10 000 

10 001 25 000 

25 001 40 000 

40 001 £0 000 

£0 001 100 000 " 

ovn 100 000 

Total HYoaAUUC Plants 

Iniemil combuiDon engine pUnn 
0 to 500 kw 
501 “ 1 000 

1001 2 000 

2,001 ‘ 5 000 

over 5 000 “ 

Total lunitNAL Comumon Engin» Plants 
Total PaoouenoN Plant 


35 SiJet 

3£ Inteidiange— Out (jioss) 

37 Used bT Co (end <ta use) and fum without dittge 


58,590 55 
35 3S 
97 37 
12.909 38 





IBUTION SYSTEM 

68 Substationa— Transformer captaiy — kva 

69 Overhead lines — pole milea 

70 — wire miles 

71 Underground and submarine lines — cable miles 

72 lane transfonners — number 

73 — apaatj — kva 

74 Meters — on custemera premises 

75 — total 

7£ Street Lighting Ttansformets— number 

77 — apaciiy— kva 

78 Lamps — number 


Not reported 

Company also owns 1 hue 6 6 KV, 31 7 miles 13 2 kv, and 0 7 miles 
33 KV UNDERGROUND CABLE, 

Transmission substation capacity included with distribution substation 

CAPAC ITY. 


1,762 72 
22,336 7} 
10,957 74 
12,458 75 
19 76 
133 77 
1,094 78 


Report reflects acouisitioN or Gasconade Power Co , acquired Dec 31, 
1948. 

Report reflects acquisition of United Utilities Corp and Maryville 
Electric Light 4. Power Co , acquired Peb 5, 1947 and Oct 1, 1947, 

respect IVELY 


























































Miuoan Mont 


STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 
physical Quantttte:— Electric Plant and Energy Account 

Mjuoun I MoatUL I Ncvmda 1 Nrr Hampllura 



Not reported 

Excludes 15,000 kw leased ehom others 
Less than one mile 

Company also owns 0.4 miles 2 3 kv, Q 2 miles 13 8 kv, 32 4 miles 
33 KV AND 7 2 NILES 66 KV UMDERGRoONO cable, AMD 0 5 miles 33 KV 
AHO 0 3 MILES 66 KV SUBMARINE CABLE 


0 Includes service and street light wire 

E Includes service cable 

F Excludes 56,832 thousand kwh billed but not delivered 
G Not sesregateo 





























































ELECTRIC ENERGY ACCOUNT 
Geiienuon (exdudjng aacion use} 

28 Sceam 

29 Hydraulic 

50 In ceraal combusnon engine 

31 Total Gbnekation 

32 Pufchues 

33 Interchancc— In (cross) 


Total Energy Generated Purchased and Intbrchc 


Sales 

loterchtnge— Out (gross) 

Used by Co (excl su use) and fum without charge 
Losses 


TRANSMISSION SYSTEM 
Tower lines-* scnicrurc miles 

23 000 to 33 000 volts 



■ 


67 000 ‘ 

110 OOG 

111 000 

132,000 

133000 

220 000 • 

over 

220 000 

■■EZZSiSSl 

■iiiimdur.’nrrKTrrriM^^Hl 

Tower lines — arcuic 

miles 

23 000 to 

33 000 volts 

34 000 ‘ 

44 000 '* 

43,000 

66000 < 

67 000 “ 

110000 ' 

111,000 ' 

132000 

133000 

220,000 

over 

220 000 













DISTRIBUTION SYSTEM 
Subsaaoas — ^Ttinslofnier cipiclty — kv* 
Ovnfaad lines — pole miles 

— wire miles 

Underground end submtnnc lines — able miles 
Line miufomiets — number 

— apscity — kvs 
Meters— on customers premises 
— torsi 

Seten Dghnng Trtnsfocmers— number 

— apeciry— L ys 

lamps— number 



165,870 
4,412 
NR 
104 
24,315 
245, 181 
127,090 
135,917 
NR 
NR 
NR 




NR Not reporteo 

A Company also owns 2 7 miles 33 kv undersrouno cable 
B Atlantic City Electric Co owns 85,500 kw and Deepwater Light & 

Power Co owns 53,000 kw or Deepwater Steam Plant, total 138,500 kw 
C (includes 32,500 kw producing by-proouct electric energy for account 

OF AND FOR delivery TO E I DU PONT DE NEMOURS &. Co , InC IN 
connection with THEIR TAKINGS OF PROCESS STCAM FROM THE DEEPWATER 
Steam Plant 


D Excludes generation of 32,500 kw referred to in note (C) to item 9 

E Company also owns 0 5 miles 13 2 kv and 2 4 miles 33 kv underground 

cAaLE,AND 0 3 miles 13 2 kv and 0 3 miles 33 kv submarine cable 
F Less than one mile 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 
Physical Quantities— Electric Plant and Energy Account 



NR Not reported 

A Irclloes 33,578 thousand kwh delivered to associated company, 
receipts credited to operatino expenses 
B Company also owns 6 9 miles 26 4 kv and 9,2 miles 132 kv umderqroumo 

CABLE 

C Includes transmission lines 

D Received from associated company cost charged to joint production 

EXPENSES 

E Less than one mile 

F. Includes 173 miles pole and tower lines 
G Includes 177 miles on pole and tower limes 
H Company also owns 484 2 miles 22 kv underground cable 


Company also owns 10 3 miles 13 2 kv underground cable, 

2 8 MILES 13 2 kv and 0 7 miles 132 Kv submarine cable 
Report reelects acquisition of Northern Development Corp , 
acquired July 31, 1948 

Includes 8 000 kw jointly owned, excludes 7,040 kw leased 
from others. 

Reported as energy delivered to power pool 
Voltage 13,200 and under 

Includes 146 6 miles wood poles and steel tower lines 
Includes 249 4 miles on wood poles and steel towers 
Company also olns 29 3 miles 13 2 kv and under, and 3 9 
miles 33 KV UNDERGROUND CABLE 












































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 
Physical Quantities — Electric Plant and Energy Account 



Consolidated 
Edison 
Company of 
New York, 
Inc 


Eastern Long Island New York 

New York Lighting Power ano 

Power Company Light 

Corporation Corporation 


New York 
State 
Electr 1C 
<5l Gas 

Co R PO R AT I o» 


Ni agara 
Falls Power 
Company, TmE 


Orange and 
Rockland 
Electr ic 


Patchogue 
Elects ic 
Light 


Company, The Company, The e 


CAPACITY CAPACITY 


\z^\ CAPACITY \zJk\ CAPACITY 


Sceun pUots 

GENERATING STATIONS I 

0 

CO 1000 kw 

1 001 

2000 

2,001 

5000 

5 001 

10 000 

10,001 

25 000 “ 

25 001 

40 000 

40 001 

60DOO 

60 001 

100 000 

over 

100 000 



Total Steam Plants 

HydnuJic pUnLK 

0 ro 1 000 kw 
1 001 2.000 

2 001 3 000 

3 OOt 10 000 

10 001 25 000 

23 001 40 000 

40 001 60 000 ‘ 

60 001 100000 

ovtr 100 000 

Total Hypaauuc Plants 

Inccnul combusaoD engme pUau 
0 to 300 kw 

501 1,000 

1 001 • 2,000 

2,001 3 000 

QVtf 3 000 

Total Intbamal Comusnow Ewgiwt Plawts 
Total Paoouction Plant 


ELECTRIC ENERGY ACCOUNT 
Genencion (excluding ecxnon use) 

28 Sceim 

29 Hydnulic 

30 Ifl cemil eombusoon engine 

31 Total dmAATioM 

32 Putchssei 

33 InietchAnge— In (gtosi) 

34 Total Eniacy G»n»aat»o Purchas«p and Intblchg 

33 SaIcs 

36 Incerchtnge — Out (gross) 

37 Used by Co (excL stt use) end futn without chstge 

38 Lasses 


10,176,321 

3,292 

103,612 

242,976 

30 

392 

Hiyi ■ 



1,929,089 

4,194,498 

40,499 

6,049 

9,775 

130 


27,844 |J2 


24,294 35 

36 

102 37 


TRANSMISSION SYSTEM 

Towec lines — sctuccuie aides 

23.000 CO 33 000 votes 

34.000 ■ 44 000 

43 000 66 000 “ 

67 000 110 000 

111000 ‘ 132 000 ' 

133 000 220 000 “ 

over 220 000 ' 

Total Tosha Lines Staucture Miles 
Tower lines— circuit miles 

23 000 to 33 000 volts 

34000 < 44 000 

45 000 ‘ 66 000 ‘ 

67 000 ‘ 110 000 

111 000 132 000 

133 000 220,000 " 

over 220 000 " 

Total Towxa Lines Oxcurr Milm 
Pole lines — structure miles 

under 11 000 volts 

11.000 to 22 000 ' 



Not reported. 

Excludes 149,100 kw owned by others and operated by respondent 
Combined energy account of Consolidated Edison System, information 

BY INDIVIDUAL COMPANIES NOT AVAILABLE 

Company owns 28 9 miles 138 kv underground cab' : 

Includes 40,000 kw placed in service Dec 12, -948 
Company also owns 0 3 miles 23 kv, 0 6 miles 66 kv and 2 8 miles 
132 kv underground cable, and 3 6 miles 23 kv submarine cable 
Reported as energyiRecei ved from power pool 

Company also owns 0 1 miles 6 6 kv, 45 1 miles 13 2 kv and 1 6 miles 
34 5 KV UNDERGROUND CABLE 


Company also owns 0 9 miles 12 kv underground cable 

Excludes 41,250 kw owned by others and operated by respondent 

Excludes 315,658 thousand kwh developed from mechanical energy 

supplied to generators owned by others and 6,501 thousand kwh 

supplied during certain breakdown and maintenance situations as 

SPECirjEO UNDER CONTRACT. CONTRACT TERMINATED IN 1949 

Company also owns 8 6 miles 2 4 kv and 138 3 miles 12 kv underground 

CABLE 

Less than one mile 
1947 DATA 



















































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 
Physical Quantities— Electric Plant and Energy Account 



NR Not reported 

A ExCLUOES 1,200 KW FROM OTHERS 

B CoMPANT ALSO OWNS 3 MILES 13 2 KV UNDERGROUND CABLE, AND 1 MILE 13 2 
KV AND 0 5 MILES 23 KV SUBMARINE CABLE 

C Includes 85 6 miles on jointly owned poles and 101 2 miles on poles 

OWNED BY others 

D Company also owns 135 6 miles 11 kv underground cable 


Includes 36,469 thousand kwh transferred to associated company, 
receipts credited to joint production expenses 
Less than one mile 

Represents energy transmitted by the respondent for the account of 
TME Aluminum Co of America 

Includes 1 7 miles or wood poles and steel tower lines 
See Consolidated Edison Co of New York, Inc 
Transmission - distribution substations 
See note (K) to item 67 

Company also owns 6 3 miles 138 kv underground cable 
1947 DATA 



















































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 
Physical QuanttUes —Electric Plant and Energy Account 


n 


Carol i m 
Aluminum | 

H 


Company 

E 

ITEM 


! 

0 


capacity 



Carol ima 
PowcR 4. 

Light 

COMPAHT 


Duke 

Power 

Cdhpany 


Nantahala 
Power amo 
Light 
Company 


T IDE Water 
Power 
Company 


Montama -» 
Dako T A 
Utilities Co 
(F) 


Otter Tail 
Power 
Company 


Konk CudCaa 
HDak Obc 


Light i. 
Power 

Company, The 

(g} 


GENERATING STATIONS 



Steam pUers 

0 CO 
1 001 
2 001 


5 001 

10 000 ! 


10 001 

25 000 ' 1 


25 001 

40 000 


40 001 

60 000 ' 


60 001 

100 000 


over 

100 000 1 




Hydraulic plants 

0 ro 

1000 kw 


1 001 ' 

2000 


2 001 

5000 


5 001 

10 000 


10 001 

23 000 

20,300 

25 001 

40 000 

33,000 

40 001 

60 000 

45,000 

6QQ01 

over 

100 OOQ 

100 000 

161,200 


Total Hvdiuujjc Plants 


ustioa engine pUn( 


Total Internal Combustion Engine Plants 


Total Productton Plant 



DISTRIBUTION SYSTEM 

68 SubstttiOns— Tnnsfofmer ciptCJty— kvt 

69 Ovohetd bnes — pole mdea 

70 -Y- wire miles 

71 Underground tnd submsnne lines — cable milei 

72 lone tnniformert — number 

73 — capacity — kvs 

74 M«er»— on customers picnusei 

73 —total 

76 Street Lghang Transrormefs— number 

77 — capacity — kra 

78 Lamps— number 


NR Not reported 

A Excludes IjfiOO kw leased from others 
B Gross generation 

C Includes station use 

0 H FRAME AND TOWER LIMES 


E Less than one mile 

F Report reflects acquisition of Sheridan County Electric Co , acquired 
July 14, 1947 

G All of company's properties Acquired by Dayton Power 1 Light Co on 

Sept 30, 1946 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31. 1948 

Physical Quantities — Electric Plant and Energy Account 



NR Not reported 

A (kcludes 50,226 thousand kuh returned to T V A in partial patment 

FOR ENERST PURCHASED- 

B Excludes 75 wiles leased from others 

C Company also owns 6 miles 13 2 kv and 13 4 miles 66 kv underground 

C 1 RCU ITS 

D 218,100 KVA IN TRANSMISSION - DISTRIBUTION SUBSTATIONS INCLUDED WITH 
TRANSMISSION SUBSTATION CAPACITY 

E Circuit miles 

F Company also owns 864 9 miles 11 kv, 4 8 miles 13 2 kv, 31 2 miles 
33 KV and 14 3 HUES 66 kv underground cable 
G Includes service wire. 

H Company also owns 20 6 miles 13 2 kv and 29 2 miles 40 kv underground 
CABLE 


J 134,500 KVA IN TRANSMISSION - DISTRIBUTION SUBSTATIONS INCLUDED WITH 
TRANSMISSION SUBSTATION CAPACITY 

K Report reflects acouisition op all properties of Bradford S. Gettysburg 
Electric Light i Power Co , Brookville A Lewisbubg Electric Lighting 
Co , Buckeye Light A Power Co , Eaton Lighting Co , Greenville Electric 
Light A Power Co , New Madison Lighting Co , and Western Ohio Public 
Service Co , acquired Sept 30, 1948 

L Company also owns 0 6 miles 33 kv and 0 7 miles 66 kv underground 
CABLE 

M All of company's properties acquired by Dayton Power A Light Co on 
Sept 30, 1948 

N Type of supporting structure not reported 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 
Physical Quantities — Electric Plant and Energy Account 


Ohio-Midland Ohio Power I Oh io Public Toledo Oklahoma 

Light and Compant, The | Service Edison Gas and 

PovER Company, The Company, The Electric 

Company (6) Company 


PUBL I c 
Serv ice 
COMPANY or 
Oklahoma 
(H) 


Cal I foRn ia 

Or EGON 

Power 

Company, The 


OhMk Okbk. 
OrefO« 


Mount A i n 
States 
Power 
Company 



GENERATING STATIONS 

Steam plants 


0 

to 1 000 kv 

1 001 

2000 

2 001 

5000 ‘ 

5 001 

10 000 ‘ 

10 001 

25 000 

25 001 

40 000 

40 001 

60 000 

60 001 

100 000 

over 

100 000 

Total Stsam Plants 

Hydraulic planL4 

0 

ro I 000 kw 

1 001 

2000 

2 001 

5000 

5 001 

10 000 

10 001 

25 000 

23 001 

40000 * 

40 001 

60 000 

60 001 

100 000 

over 

100 000 

1 Tot\l Hvdrauijc Plants 

Internal comb 

usQon engine planu 

0 

10 500 kw 

301 

1000 


1001 2 000 

2 001 3 000 

over 3000 

Total Inteiinal Combustion Enginb Plants 


ELECTRIC ENERGY ACCOUNT 
Geoeracion (excliiding sacion use; 

28 Steam 

29 Hydraulic 

30 In ternal combuanon engine 

31 Total Gbhbilatioh 

32 purchases 

33 Interchange — In (gfoss) 

34 Total Energy Generated Purchasep awd Inttachg 

35 Sales 

36 Interchange — Out (gross) 

37 Used by Co (excL sea. use) and fura without charge 

38 Losses 



717,243 

514,343 

5,492 

4,657 





10 


6 

1 


275 

101 

5 

879 

309 

342 



299.813 L 225.800 


P 100,000 67 




DISTRIBUTION S 

68 Subsuuons — Transformer ctpaacy — kva 

69 eWerbetd Hoes — pole miles 

70 — wire mUes 

71 Underground and submarme lines — cable mdes 

72 Line transformers — number 

73 — capaaty — kva 

74 Meters — on cuttomers premises 

73 — rood 

76 Street Ughciag Transformers — number 

77 — captacy — kva 

78 Lampi — cfbmbet 


NR Not reported ' 

A Includes 150,000 kw in Windsor Steam Plant - totae or 300,000 kw owned 
JOINTLY BY The Ohio Power Co , and West Penn Power Co , plant 
operated as a unit, each company's portion of production expenses 
charged to miscellaneous 5TEAH PRODUCTION EXPENSES 

B Report reflects acquisition of Union Power Co,, acquired in July 1948 

C Less than one mile 

D 606,913 KVA transmission - distribution substations INCLUDED WITH 
transmission SUBSTATIoR CAPACITY 

E Respondent also operates under joint lease with Southwestern Gas & 
Electric Co. and Arkansas Power 4, Light Co 197 miles of 154 kv line 
OWNED BY The Arklahoma CoRP 

E 20,825 KVA IN transmission-distribution substations included with 
transmission substation capacity 



Respondent also operates under joint lease with Southwestern Gas 4 
Electric Co. and Arkansas Powtr S. Light Co 160,000 kva owned by The 
Arklahoma Corp 

Report reflects acquisition of Oklahoma Power 4. Water Co , acquired 
Dec 29, 1947 

Excludes 2,592 kw leased from others 
Excludes 15,000 kw leased from others 

33,200 KVA IN transmission-distribution substations included with 

transmission substation capacity 

Includes 18,250 kw leased to others 

Excludes 90 miles leased from others 

Includes 15,000 kva leased to others 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 
Physical Quantities— Electric Plant and Energy Account 


1948 


1 Edison 

Hepshey 

Home Electric 

Luzerne 

1 Light and [ 

Electric 

Company 

County 

Power 1 

Company 

(c) 

Gas and 

1 Company 



Electr I c 

' ’ 1 

t 1 — 

1 

Corpora t i on 

1 — 1 



28 

29 

T ELECraiC ENERGY ACCOUNT 

Cenerauon (excluding latioa uscl 

1 Scexm 

1 Hydniulii. 

90, 477 
567,750 



THOUSANDS OF 

3,952,798 

ILOll ATT HOURS 

12, 122 



325,680 

28 

29 

10 



65fl. PP7 



3.952.79a 

JJL-122 



325, 680 

u 

m 


1,3:3,558 

I0,3o3 

21, 293 

118,955 

122, 594 

21,758 

12,610 

1,836 




57 . 643 



46,761 




616 





10.363 

21.293 

4.118,514 

.04, 716 

21,758 

12^610 

328, 133 

54 

35 

Sil«s 

1,733, ’23 

8,290 

16,805 

3.778,686 

183,010 

20,511 

11,130 

189,999 

33 

M 

Inracha^ige— Out (grow) 

57,4'77 



32,353 




119,452 


37 

Used by Co (red 5 a and funi «-ithout chirge 

2,533 

26 


16,046 

73 1 


37 

1,504 


il 

Lossm 

25i:iBa. 

2.046__ 



_2Q. 968 

1.246. 

. L_4.42 

17 . 177 


— 

TRANSMISSION SYSTEM 





■ 






Towec lines— scrucnire miles 










39 

23000 to 33 000Yolu 









39 

40 

34 000 44 0CO 









4U 

41 

45 000 66,OCO 

54 



139 




18 

m 

42 

67 OOO 110 OOO 









42 

43 

ill 000 132 000 









|9 

44 

133 000 ' 220 000 ' 









19 

□ 

over 220 000 










m 


54 



139 




18 

Q 

1 

Tower lines— oicun miles 









H 

Q 

23 000 to 33 OOO Yolts 









Q 

4a 

34 000 44 000 ' 









4a 

49 

45 000 66 000 

98 



269 




29 

49 

50 

67 000 “ 110 000 ' 









50 

51 

111 000 132 000 









51 

m 










52 

53 

over 220 CXW ' 









53 

54 

Total ToIpb* Lnes Qicurr UiLSs 

93 



69 




29 

54 


Pole lioes—jcnictuxt nules 










55 

unJtr 11 000 volts 









55 

56 

tlDOO rp 22DOO ‘ 



24 





73 


57 

23 000 33 OOO 

152 

33 

8 



2 




58 

J4000 44000 










59 

45 000 “ 66.000 ‘ 

422 



40 



B 

25 


60 

67 000 110 000 










61 

ILl 000 132 DOO ‘ 

7 









62 

133 000 220 000 




1 






m 


581 

33 

32 

40 

mmmmm 


B 

98 

63 

64 

Total Pole Ixnes Qaeurr Mtus 

632 

33 

32 

40 


2 



m 

65 

Total Txansmssion Lines— Snuj'cnm Miles 

635 

33 

32 

179 


2 

B 

116 

65 


Total Teansmjssion Lines— Ciecuit Miles 

A 730 

33 

32 

309 


2 

B 

183 


1 

Sobiunons— Tnasfotmer dpAOty— kvi 

345,475 

NR 


1.298.173 





1 




■mil 


DISTRIBUTION SYSTEM 










68 

SiibstAnans— TurtsIofiiiH apacity— kv* 

456,776 

5,675 

7,200 

560,723 

54,400 

6,592 

2, 200 

21,870 

ea 

69 

Ovotiad lines — pole miles 

5,136 

NR 

228 

5,124 

1,355 

NR 

136 

720 

69 

70 

— Wire mJe 5 

20,689 

NR 

798 

18,710 

4,342 

253 

450 

2,386 

70 

71 

Undetgiaund and submuuie lines— able miles 

218 


B 

751 

4 

17 


6 

71 

72 

Liflc tnnsforraeri— number 

39,910 

1,246 

1,531 

30,744 

7,419 

456 

602 

3,349 

72 

73 

— apaatj— Ion 

589,362 

7,961 

13, 145 

557, 132 

104,700 

14, 996 

7,698 

90, 262 

73 

74 

Mcfcfd— fill customers premises 

215,414 

4,910 

5,144 

401,489 

49,736 

2,783 

5,762 


m 

75 

—sots! 

229,414 

5,247 

5,617 

415,648 

52,257 

2,852 

5,764 

44,109 

IS 

76 

Street D^bnng Trans/bnnCfs— number 

182 

3 

5 

340 

51 

8 

8 

44 

76 

77 

— cipsaty—kvt 

5,087 

28 

58 

13,644 

383 

180 

NR 

1,115 

77 

78 

ru*mp< — number 

12,741 

395 

344 

45, 289 

3,011 

606 

485 

3.227 

IB 


NR Not reported 

A CjMP-Di also owns 0 S MILES 57 KV SUBMARINE CABLE 
d Ll iHAN ONE MILE 


C Initial report, properties formerly operated uNOfR lease by 
Altoona 4. Logan Valley Electric Railway Co 
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STATISTICS OF ELECTRIC UTILITIES IN THE U*NITED STATES FOR YEAR ENDED DECEMBER 31, 1948 
Physical Quantities — Electric Plant and Energy Account 


MetRoPolik 

Edison 

Company 


Natrona 
Light &. 
POWEP 

Company 


I tJORTHERN 
\ Pennsylvania 
I Power 
I Company 


Pennsy lvan I 
Elec tr i l 
Company 


Pennsvlvan 

Power 

Company 


Penn SYLVAN! 

Power K 
Light 
C o MP A N 


GENERATING STATIONS 


1 000 kw 

2 000 
3 000 

10 000 
25 000 
40 000 
60 000 
100 000 
100 000 


Hfdiaulic pUnc< 


0 ro 

1 000 kw 

1 001 

2 000 

2 001 

3 000 

3 001 

10 000 

10 001 

25 000 

23 001 

40 000 

40 001 

60 000 

60 001 

100 000 

over 

100 000 

Totu Hydrauuc Plants 

IntemaJ combiisuon 

engine plencs 

0 to 

300 kw 

301 

1 000 

1001 

2000 

2 001 

3 000 

over 

3 000 

Total Internal Combustion Engine Plants 


2,933 

13 

1,440 

1 

40.000 

1 


ELECTRIC ENERGY ACCOUNT 

Geucruion (excluding Aiauon use) 

28 Steam 1,261,247 

29 Hydraulic 534 

30 Int ernal combustion engine 

31 Total GaNenATioN 

32 Putchases 

33 Interchange — In (gross) 

34 Total Ewb»oy GENBRATeo Purchased and Intercho 

35 Sales 1,389,974 

36 Interchange — Out (gross) 89, 128 

37 Used by Co (excL su use) and Turn without charge 7 , 2 14 

38 Losses 1B3.075 


1,860,032 I 32 
35 


568,499 

78,396 

2,974,248 

118,730 

10,286 

1,356,465 

106,781 

7,368,607 

346,276 

6,164 






TRANSMISSION SYSTEM 
Tower lines- structure mdes 

23 000 to 33 OOO volts 

34 000 44,000 ■ 

45 000 66000 

67 000 110 000 

111 000 132 000 

133 000 220 000 ‘ 

over 220 000 ‘ 


Total Towba Lines Stkuctuu Miles 


Tower lines — circuic miles 

23.000 to 33 000 volts 


Total Tower Lines Orcuit Miles 


Pole Imes — structure nades 

under 11 000 volts 






67 000 110 000 

111000 ' 132 000 

133 000 ' 220 000 


67 SubsiRtions — Transformer 


743.400 E 161.150 


943.225 1 G 350.600 I 1,582.800 |67 


248, 175 
5,505 
19,096 
A 365 
24,419 
324,597 
153,820 
159, 927 
NR 
NR 

11,942 


459, 817 
NR 

324,887 


946,476 

16,489 


1,484,540 48 
6,419 69 
36,363 70 
4,891 71 
40, 844 72 
1,041,656 73 
869,131 74 
884,045 75 
868 76 
13,902 77 
63,906 78 


Not reported. 

Wire miles 

Plant used principally for production of steam, investment 

TRANSFERRED TO HEATINq UTILITY PLANT ACCOUNTS IN 1945 
Includes 98 miles of wood poles and steel tower lines. 

Includes 102 9 miles on wood poles and steel towers 

53,900 KVA IN transmission-distribution substations included with 

transmission substation capacity 


Effective capacity 

Excludes 60,000 kva owned by others and operated by respondent 
Less than one mile 

Excludes 89 8 miles leased from others 

Company also owns 4 3 miles 13 2 kv and 45 6 miles 66 kv underground 

CABLE 


842507 0 - 49 - 31 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 
Physical Quantities— Electric Plant and Energy Account 


Penaiytvama | Rhode Iiland 


Philaoelph I * Sate Harbqr 
El ectr I c Watep Power 


Power 

CoRPANf 

U) 


CoRPDRAT lOH 


Scranton 
Electr ic 
Company j T he 


South Penn 
Power 
Company 


Southern 
Pennsylvan ia 
Power 
Company 


West Penn 
Power 
Company 


Blackstone 
Valley 
Gas and 
Electr IC 
Company 


Narragansett 
Electr ic 
Company, T he 


CAPACITY 1",^; CAPACITY |S,S; CAPACITY 


CAPACITY JSim CAPACITY 



Not REPORTED 

Not ah operatinq company,, plant and property leased to Philadelphia 
Electr i c Co 
Effective capacity 
Less than ome mile 

Company also owns 1 3 miles 23 kv uNOEireRoUNti cable 

Includes 150,000 rw in Windsor steam plant, total op 300,000 kw 

OWNED JOINTLY BY WEST PENN POWER Co AND THE OHIO PoWER Co . , 

PLANT OPERATED AS A UNIT, EACH COMPANY'S PORTION OF PRODUCTION 
EJPENSE3 CHARGED TO MISCELLANEOUS STEAM PRODUCTION EXPENSES 


Includes 50,000 KW leased to others 
Includes 13 4 miles leased to others 
Includes 26 8 miles leased to others 
Includes 3 7 miles leased to others 
Includes 7 3 miles leased to others 

Company also owns 0 13 miles 22 kv submarine cable leased to others, 
AND 0 02 MILES 13 8 KV underground cable 
Leased to others 

Company also owns 4 7 miles 33 kv and 4 2 miles 110 kv underground 
cable 

















































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 
Physical Quantities —Electric Plant and Energy Account 


Rliadi lil*s4 

S.C ScMtli DakcU 



hR Not reported 

A Company also owns 2 miles 23 kv underground cable and 0 5 miles 

submarine cable ■, /-ye 

B Respondent's equity in line being acquired at annual rate of 2 1/2^ 

OF ORIGINAL COST EQUITY INCLUDED IN OTHER DEFERRED DEBITS 

C Excludes 6 8 miles leaded from others 


D Excludes 3 7 miles leased from others 

E Excludes 7 3 miles leased from others. 

F Excludes 10,000 kya owned by others and operated by respondent 

G Report for year ended Nov 30, 1948 












































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 
Physical Quantities— -Electric Plant and Energy Account 



NR Not REPORTED 
A C I Rcu IT H I LES 

B Gross seneration 

C Entire output of company sold to T V A and Arkansas Rover & Light 
Co 


D Transmission substation capacity included with distribution 
substation capacity 

E Includes capacity cost of which is included in construction work 

PRqCR ESS 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 
Physical Quantities — Electric Plant and Energy Account 


635 


Texu 



NR Not reported 

A Excludes 35,000 kw leased from others 
B Company also owns 2 2 miles submarine cable 
C Report for year ended Aug 31, 1946 

D 4,000 KVA IN transmission - DISTRIBUTION SUBSTATIONS INCLUDED WITH 
TRANSMISSION SUBSTATION CAPACITY* 

E Respondent also operates under joint lease with Oklahoma Gas A 
Electric Co and Arkansas Power A Light Co 197 miles or 154 kv 

TOWER lines owned BY TkE ARKLAHOMA CoRP. 


r Respondent also operates under joint lease with Oklahoma Gas A 
Electric Co and Arkansas Power A Light Co 160,000 kva owned by 
The Arklahoma Corp- 

G. Excludes 650 kw leased from others 

H. Pole and tower lines, excludes 75 9 miles leased from others 

J. Excludes 62 7 miles leased from others 

K. Excludes 63 3 miles leased from others, 

L 207,200 KVA in transmission - distribution aUeSTATIONS INCLUDED 
with transmission SUBSTATION CAPACITY 
Less Yhan one mile 


M 










































Tcxm Utah 
Vemodt 


STATISTICS OF ELECTIIIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 
Physical Quantities— Elecinc Plant and Energy Account 



UlCmiC ENERGY ACCOUNT 
Gaiaxnoa fadudingscttioa utc) 

28 S(eini 

29 H;<lnuUc 

30 Ini tnnl combuaion 

31 ToTjvi.^iWMA'noH — - 

32 Futchzs« 

33 iDterdaajjy— tn (gon) 

M Totac EKncr GniWATg), Pwowap awq Iwnioic 

35 Sola 

50 Intetciangt— Ouc (gcoa) 

57 Hied b]> Co (ecd so. use) lod fum wubout ohujc 

58 Loim 


I TRANSMISSION SYSTEM 

I Towti Unc] — struccoro aulcs 



THOUSANDS OP KILOWATT-HOURS 

176,121 

261 

561,946 

5.243 

131,574 

51,717 



ini IMII il I 


1,000,628 
84,914 
5, 740 
204.759 


155, 289 

1,685 

239,114 

B 1,691 
3,625 





39 

23 000 CO 

33 00avDla 

40 

34000 " 

44,000 

41 

^3 000 

44 0CO • 

42 

$7mo 

UOOOO 

43 

III 000 “ 

132 000 ‘ 

44 

133, 000 " 

220 000 


43 otct 220 OOP 

44 Total Town Inns Stiuctuu Mujs 
T ower Imo— oremt mJeJ 

47 23 000 to 33 000iroltJ 

48 34 000 " 44000 ' 

49 4Jfl00 44.000 

30 47 000 “ UOOOO “ 

51 lUOOO 132,000 “ 

» 133,000 “ 220000 " 

53 ore 220 000 ‘ 

34 toTAi Toim. Lma CucunrMim 

Pole linei— itnicnire milei 

53 undei U ooo volet 

54 11 000 to 2ZOOO ' 

57 23 000 “ 33,000 ' 

58 34 000 " 44,000 

39 43 000 ' 44,000 " 

40 47 000 UOOOO 

41 111 000 < 132,000 ' 

42 133 000 ‘ 220,000 

43 Total Pole bwm .Stiuctijm Miles 

44 Total Pou Link Cucorr Mtm 

43 Total TiLA2«niMioN Lmp— Snu'cniM MiuB 

44 Total TUNiiosaow Lmn-Oici)iT Mms 

47 Subtaaoai— Tniufonna a 




6,944 

8,575 

NR 

NR 

NR 

NR 

NR 

NR 

NR 

NR 

NR 

NR 

NR 

NR 

NR 

2 

NR 

30 

NR 

41 



NR Not reported 

A. Company acquired oy Mew Ensland Power Co on July 28, 1948 

B. Receiveo and delivered witkout enarge 


Less than one mile 

14,600 KVA in transmission-distribution substations included with 
transmission substation capacity 





















































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 
Physical Quantities — Electric Plant and Energy Account 


Vuxuiia 

WiUunstoo 



NR Not reported 

A Company owns 0 8 miles 66 kv underground cable 
B Report reflects acquisition of properties of Tidewater Electric 
Service Co , formerly leased to respondent, acquired Apr 30, 1947 
C Less than one mile 
D Operated by Potomac Light &. Power Co 

E Includes 3,960 kw operated by Potomac Light &. Power Co 

r Includes 101 9 miles operated by Potomac Light i Power Co 

G Excludes 7,500 kw leased from others 


Company also owns 2,3 miles 13 2 kv underground cable. 

Includes capacity of 392 line transformers leased from otmers 
Report reflects acquisition of Northwestern Electric Cc , acquired 
May 31, 1947 

Excludes 2,100 kw leased from others 
Voltage 230,000 volts 

43,000 KVA IN transm iss lo.N - distribution substations included wi>h 
transmission substation capacity 

Excludes 6,000 kw owned by others and operated by respondent 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 



Circuit miles 

CoHPANT HKS NO utility PLANT BUT OPERATES THE WINDSOR STEAM ELECTRIC 

generatins station roR The account of* its two owners^ West Penn 
Power Co and Ohio Power Co The output or the station is also 
included in the energy accounts of the owner - companies 
Plants built on dams owned by the Federal Government 
Transmission - distribution substations 
Sec note (f) tj item 67 


OPERATED BY RESPONDENT 

Company has no utility plant but leases and operates the Lake Lynn 
hydroelectric generating station owned by West Penn Power Co 
Excludes 50,000 kw leased from West Penn Power Co 

62,500 KVA IN transmission - distribution substations included with 
transmission substation capacity 
Less than one mile 





























STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 
Physical Quantities — Electric Plant and Energy Account 



CONSSL I DATED 
Watep Power 
Com pant 


I NTERSTATE 
Light a (i d 
Power 
Company 


I NTEPSTATE 
Power 

CrMPANY OF 
W I SCONS I N 


|Lake Super ior 
I District 
I Power 
Company 


Mad I so N 
Gas and 
Electr I c 
Company 


Menominee 
'anj Marinette 

L I r HT AND 

Traction 

Company 


Northefn 

States 

Power 

Company 


St Cpo I X 
Falls 

Wl SCONS I N 

Impro vement 
Company 



NR Not reported 

A Excludes 2,000 kw removed from service in Apr 1948, equipment 
formerly leased from others 
B Includes 1,800 ku leased to others 

C Capacity of ceptain substations, individual capacities 300 kva and 
under, not reported 


Less than one mile 

Includes 2,160 kw leased to others 

Company also owns 3 7 miles 13 8 kv underground cable 

Excludes 24 0 miles of transmission pole lire carrying distribution 

c iRcu its 













































STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 
physical Quantities '-Electric Plant and Energy Account 


Wiuoniio I Wyoniiiit 


Superior 
Wat eh, 
Light ahd 
Power 
Company 


WiSCQNS IM 

Electr 1 c 
Power 
Company 


WlSCONS 1 H 

Gas 

Electric 

Company 


UlSCONS IN 

Hydro 

Electric 

Company 


WlSCONS IN 

Michigan 

Power 

Company 


Wisconsin 
Power ano 
Light 
Company 


Wisconsin 
PUBL ic 
Serv ice 
CorpoRat ion 


Cheyenne 
Light, Fuel 
and Power 
Company 


GENERATING STATIONS 


! Stejin plmtJ 

<1 ro 
1001 *• 
2.001 " 
3001 
10 001 
23 001 
40001 
60 001 
OYCt 


13^700 37,200 I 2 



NR Not reported 

A Company also owns 2 5 miles 26 4 kv underground cable 
6. Company also owns 1 7 hues 26 4 kv underground cable 


C Excludes equipment in communities of less than 2,5CX) population 
0 Less than one hue 

E Includes transmission pole line carrying distribution circuits 
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STATISTICS OF ELECTRIC UTILITIES IN THE UNITED STATES FOR YEAR ENDED DECEMBER 31, 1948 
Physical Quantities —Electric Plant and Energy Account 



Southern Western 

Wyom ing Publ I c 

Ut 1 1 I T I Es Service 

Company Company, The 


StMis pUnts 

GENERATING STATIONS 

0 

to 1000 kw 

1001 

2000 

2,001 

5000 

5001 

10 000 

10001 

25 000 

25001 

40 000 

40 001 

60 000 

60 001 

100 000 

over 

100 000 " 


Total Steam Plants 


Hydraulic planrr 


Intcniai combiuuon engine pUnis 
0 to 300 kw 
;01 1 000 

I 001 2 000 ‘ 

2,001 3 000 

over 3 000 


ELECTRIC ENERGY ACCOUNT 

Genenuon (excluding station usej 

28 Steam 

29 Hydraulic 

30 In ternal combustion engine 

31 Total GENiiunoN 

32 Purchases 

33 Interchange— In (poss) 

34 Total Eneecy Generated Purchased and Inteecmg 

33 Sales 

35 Interchange — Out (gross) 

37 Used by Co (cxd sia use) and Cum without charge 

38 Loises 


I TRANSMISSION SYSTEM 

Tower lines- structure miles 


39 

23000 CO 

33 000 voles 

40 

34 000 

44 000 

41 

45 000 

66.0C0 

42 

67 000 

110 000 

43 

111 000 

132 000 

44 

133000 

220,000 

43 

over 

220 000 


Total Towee Lines STaucToas Miles 
Tower lines — arcuit mdes 

23.000 to 33,000 volts 

34.000 44 000 ' 

43000 66 000 

67000 110 000 

111 000 132 000 

133 000 220 000 ' 

over 220 000 " 

Total ToVvEa Lines Oecuit Miles 
Pole lines — structure miles 

under 11 000 volts 

11 000 to 22 000 

23 000 ' 33 000 ‘ 

34 000 44 000 " 

43 000 ' 66 000 “ 

67 000 110 000 

111 000 ‘ 132 000 

133,000 " 220 000 ' 


37 23 000 ' 33 000 ' 

38 34 000 44 000 " 

39 43 000 ' 66 000 “ 

60 67 000 110 000 

61 111 000 ‘ 132 000 

62 133,000 " 220 000 ' 

63 Total Pole Lines .Steuctuee Miles 

64 Total Pole Lines QacuiT Miles 

63 Total Transmission Lines— Steuctum Miles 

66 Total Transmission Lsnes— O acurr Miles 

67 Substadons- Tnnsrormer capaci 


STRIBUTION SYSTEM 

68 Substttions— Ttansfojmer capacity — kva 

69 Overhead lines — pole mdes 

70 — wire mdes 

71 Underground and submaiine lines— cable mdes 

72 Lme uanifonmers— number 

73 — apacity— kva 

74 Meters — on customers* premises 

73 — total 

76 Street Lighting Tiansfotmaa— number 
L7 —capacity — kva 

78 Lamps— number 


NR Not reported 
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AB ] NGTON ElECTR 1 C Co 
Alabama Power Co 
Alpena Power Co 
Amesbury Electric Light Co 

Appalachian Electric Power Co 
Ar I zo N A Ed I SON Co , Inc 
Arizona Power Co , (The) 

Ar K AN s as -M I s so UR I Power Co 

Arkansas Power & Light Co 
Arkansas Utilities Co 
Arklahoma Corporation, The 
At ho l Gas & Electric Co 

Atlantic City Electric Co 
Attleboro Steam &. Electric Co 
Bangor Hydro-Electric Co &. Subsidiaries 
Beech Bottom Power Co , Inc 

Bellows Falls Hydro-Electric Corp 
Beverly Gas & Electric Co 
Birmingham Electric Co 
Black Hills Power &. Light Co 

Blackstone Valley Gas & Electric Co 
Boston Consolidated Gas Co 
Boston Ed ison Co 
Braddock Light & Power Co , Inc 

Brockton Edison Co 

Buckeye Light & Power Co , (The) 

BurrAio Niagara Electric Corp 
Calipornia Electric Power Co 

California Oregon Power Co. (The) 
California-Pacific Utilities Co 
Cambridge Electric Light Co 
Cape & Vineyard Electric Co 

Carolina Alum I num Co 
Carolina Power & Light Co. 

Centra. Arizona Light &. Power Co 
Central Electric &. Gas Co 

Central Hudson Gas &. Electric Corp 
Central Illinois Electric & Gas Co 
Central Illinois Light Co 
Central Illinois Public Service Co 

Central Kansas Power Co (The) 

Central Louisiana Electric Co , Inc 

Central Maine Power Co 

Central Massachusetts Electric Co 

Central New York Power Corp. 

Central Ohio Light &. Power Co 
Central Power &. Light Co. 

Central States Electric Co 

Central Vermont Public Service Corp 
Chester County Light &. Power Co 
Cheyenne Light, Fuel &. Power Co 
Chicago District Electric Generating Corp 

Cincinnati Gas & Electric Co (The) 

Citizens Electric Co 
Citizens Electric Corp. 

Citizens Heat, Light &. Power Co 

Citizens Utilities Co 

Cleveland Electric Illuminating Co (The) 

Cliffs Power &. Light Co (The) 

Coast Counties Gas &. Electric Co 

Colorado Central Power Co 
Columbus & Southern Ohio Electric Co 
Commonwealth Edison Co 
Community Public Service Co 

Concord Electric Co 

Connecticut Light &. Power Co (The) 

Connecticut Power Co (The) 

Connecticut River Power Co. 

Conowingo Power Co 

CoNSOLiOATEC E D I SO N Co OF NEW YoRK, INC 
Consolidated Gas El Lt &. Pr Co of' Balti iore 
Consol lOATED Water Power Co 


BALANCE 

SHEET 

INCOME 

AMD 

EARNED 

SURPLUS 

CAPITAL 

STOCK 

AND 

BONDS 

PAGE NO 

PAGE NO 

PAGE NO. 


ELECTRIC 
OPERATING 
REVENUES 
CUSTOMERS 
AND SALES 


ELECTRIC 

OPERATING 

EXPENSES 


UTILITY 

PLANT 


PHYSICAL 

QUANTITIES 
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INDEX TO COMPANIES 



— 



ELECTRIC 






INCOME 

CAPITAL 

OPERATING 

ELECTR 1 C 

UTILITY 

PHYS 1 CAL 


RAl ANCF 

AND 

STOCK 

REVENUES 

OPERATING 


SHEET 

EARNED 

AfO 

CUSTOMERS 

EXPENSES 

PLANT 

QUANTITIES 

COMPANY 

SURPLUS 

BONOS 

and sales 





page no. 

page no. 

PAGE NO 

PAG E NO. 

PAGE NO 

PAGE NO 

Page no 

Consumers Rover Co- 
Dallas Power &. Light Co 

Danburt &. Bethel Gas & £l Lt Co. (The) 

Dayton Power & Light Co (The) 

37 

68 

8 

56 

137 

168 

103 

156 

213 

225 

203 

220 

319 

334 

304 

328 

419 

434 

404 

428 

519 

534 

504 

528 

619 

634 

604 

628 

Deepwater Light &. Power Co 

Delaware Power &. Light Co 

Derby Gas &, Electric Co (The) 

Detroit Edison Co & Sues i o i ap i es^ (The) 

46 

9 

a 

37 

146 

109 

108 

137 

216 

203 

203 

213 

323 

305 

304 

319 

423 

405 

404 

419 

523 

505 

504 

519 

623 

605 

604 

619 

Duke Power Co 

Duquesne Light Co 

East Coast Electri c Co 

Eastern Kamsas Utilities, Inc 

53 

59 

73 

21 

153 

159 

173 

121 

219 

222 

227 

208 

327 

330 

337 

311 

427 

430 

437 

411 

527 

530 

537 

511 

627 

630 

637 

611 

Eastern Massachusetts Electric Co 

Eastern New York Power CqRp 

Eastern Shore P S Co op Maryland (The) 

Eastern Shore P S Co op Virginia 

30 

49 

26 

73 

130 

149 

126 

173 

211 

218 

210 

227 

315 

325 

313 

337 

415 

425 

413 

437 

515 

525 

513 

537 

615 

625 

613 

637 

Edison Light & Power Co 

Edison Sault Electric Co 

El Paso Electric Co (Texas) 

Empire District Electric Co (The) 

60 

37 

68 

40 

160 

137 

168 

140 

222 

213 

225 

214 

330 

319 

334 

320 

430 

419 

434 

420 

530 

519 

534 

520 

630 

619 

634 

620 

Exeter & Hampton Electric Co 

44 

144 

216 

322 

422 

522 

622 

Fall River Electric Light Co 

30 

130 

211 

315 

415 

515 

615 

Fitchburg Gas & Electric Light Co 

F LOR 1 DA Power Co RP 

30 

9 

130 

109 

211 

204 

315 

305 

415 

405 

515 

505 

615 

605 

Florida Power &. Light Co 

Florida Public Utilities Co 

Front i er Power Co 

Gardner Electric Light Co 

10 

10 

6 

31 

110 

110 

106 

131 

204 

204 

202 

211 

305 

305 

303 

316 

405 

405 

403 

416 

505 

505 

503 

516 

605 

605 

603 

616 

Gasconade Power Co 

Georg ia Power Co 

Georgia Power & Light Co 

Gloucester Electric Co 

40 

11 

11 

31 

140 

111 

111 

131 

214 

204 

204 

211 

320 

306 

306 

316 

420 

406 

4C6 

416 

520 

506 

506 

516 

620 

606 

606 

616 

Granite State Electric Co 

Green Mountain Power Corp 

Greenville Electric Lt &. Pw Co (The) 

Gulp Power Co- 

44 

72 

56 

10 

144 

172 

156 

110 

216 

226 

220 

204 

322 

336 

328 

305 

422 

436 

428 

405 

522 

536 

528 

505 

622 

636 

628 

605 

Gulp Public Service Co , Inc 

24 

124 

209 

312 

412 

512 

612 

Gulp States Utilities Co 

68 

168 

225 

334 

434 

534 

634 

Hartford Electric Light Co (The) 

a 

108 

203 

304 

404 

504 

604 

Haverhill Electric Co 

31 

131 

211 

316 

416 

516 

616 

Hershey Electr i c Co 

60 

160 

222 

330 

430 

530 

630 

Holyoke Water Power Co 

31 

131 

211 

316 

416 

516 

616 , 
630 ^ 

Home Electric Co 

60 

160 

222 

330 

430 

530 

Home Gas & Electric Co (The) 

6 

106 

203 

303 

403 

503 

603 

Houston Lighting &. Power Co 

69 

169 

225 

335 

435 

535 

635 

Idaho Power Co 

11 

111 

204 

306 

406 

506 

606 

Illinois Northern Utilities Co 

13 

113 

205 

307 

407 

507 

607 

1 ll iNo IS Power Co 

13 

113 

205 

307 

407 

507 

607 

Indiana & Michigan Electric Co 

16 

116 

206 

308 

408 

508 

608 

Indiana Ser vice Corp 

16 

116 

206 

308 

408 

508 

608 

Indianapolis Power & Light Co 

17 

117 

206 

309 


509 

609 

Inland Utilities Co (The ) 

47 

147 

217 

324 


524 

624 

Interstate Light & Power Co Mll ) 

13 

113 

205 

307 


507 

607 

Interstate Light & Power Co (Wis ) 

77 

177 

228 

339 


539 

639 

Interstate Power Co 

18 

116 

207 

309 


509 

609 

Interstate Power Co of Wisconsin 

77 

177 

228 

339 

439 

539 

639 

Iowa Electr i c Co 

19 

119 

207 

310 

410 

510 

610 

Iowa Electric Light &. Power Co 

19 

119 

207 

310 

410 

510 

610 

1 oWA- 1 LL 1 NO 1 s Gas & Electric Co 

19 

119 

207 

310 

410 

510 

610 

Iowa Power & Light Go 

19 

119 

2Cf7 

310 

410 

510 

610 

ioVA PU0L 1 C Serv ice Co 

20 

120 

207 

310 

410 

510 

610 

Iowa Southern Utilities Co of Delaware 

20 

120 

207 

310 

410 

510 

610 

Jersey Central Power & Light Co 

46 

146 

216 

323 

423 

523 

623 

Kanawha Valley Power Co 

75 

175 

227 

338 

438 

538 

638 

Kansas City Power &, Light Co 

41 

141 

214 

321 

421 

521 

621 

Kansas Electric Power Co (The) 

21 

121 

208 

311 

411 

511 

611 

Kansas Gas & Electric Co 

21 

121 

208 

311 

411 

511 

611 

Kansas Power &. Light Co (The) 

22 

122 

208 

311 

411 

511 

611 

Kentucky Utilities Co 

22 

122 

208 

311 

411 

511 

611 

Kentucky & West Virginia Power Co , Inc 

22 

122 

208 

311 

411 

511 

611 

Kewanee Public Service Co 

13 

113 

205 

307 

407 

507 

607 

Kingsport Utilities, Inc 

67 

167 

224 

334 

434 

534 

634 
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Kno XV I LL E Power Co 
Lake Superior District Power Co 
Lawrence Gas &. Electric Co 
Lockhart Power Co 

Long Island Lighting Co 
Louisiana Power &. Light Cq 
Louisville Gas & Electric Co 
Louisville Transmission Corp 

Lowell Electric Light Corp (The) 

Luzerne County Gas &. Electric Corp 
Lynn Gas & Electric Co 
Madison Gas &. Electric Co 

Madison Light &. Power Co 
Maine Public Service Co - 
Malden Electric Co 
Mar I ETTA Electric Co (The) 

Memphis Generating Co 

Menominee &. Marinette Light &. Traction Co 
Metropolitan Edison Co 
Michigan Gas &. Electric Co 

Michigan Public Service Co 
Millville Electric Light Co 
Minnesota Power & Light Co 
Mississippi Power Co 

Mississippi Power &. Light Co 
Mississippi Valley Public Service Go 
M issouR I Edison Co 
Missouri Gas & Electric Service Co 

Missouri Power &. Light Co 
Missouri Public Service Corp 
M issour I Ut IL I T I ES Co 
Monongahela Power Co 

Montana-Dakot A Utilities Co 
Montana Power Co (The) 

Montaup Electric Co 
Mt Carmel Public Utility Co 

Mountain States Power Co 

Myst 1C Power Co (T he) 

Nantahala Power & Light Co 
Narragansett Electric Co. (The) 

Natrona Light &. Power Co 

New Bedford Gas & Edison Light Co 

New England Power Co 

New Hampshire Gas d. Electric Co 

New Jersey Power &. Light Co 
New Mexico Electric Service Corp 
New Orleans Public Service, Inc 
New York Power &. Light Corp 

New York State Electric &. Gas Corp 
Newport Electric CoRp 
Niagara Falls Power Co (The) 

Northampton Electric Lighting Co 

Northe'^n Berkshire Gas Co 
Northern Indiana Public Service Co 
Northern Pennsylvania Power Co 
Northern States Power Co (Minnesota) 

Northern States Power Co (Wisconsin) 
Northern Virginia Power Co 
Northwestern Illinois Gas &. Electric Co 
Northwestern Light & Power Co 

Northwestern Public Service Co 
Ohio Edison Co 

Ohio-Midland Light & Power Co 
Ohio Power Co (The) 

Ohio Public Service Co (The) 

Oklahoma Gas &. Electric Co 
Old Oom i n i on Power Co . 

Orange d Rockland Electric Co (The) 

Otter Tail Power Co 
Pacific Gas d Electric Co 
Pacific Power d Light Co 
Patchogue Electric Light Co. (The) 
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Paul Smith's El Lt & Pr i R R Co 

Pennsylvania Electric Co 

Pennsylvania Po«er Co 

Pennsylvania Power & Light Co 

51 

61 

62 

62 

151 

161 

162 

162 

219 

222 

222 

222 

326 

331 

331 

331 

426 

431 

431 

431 

526 

531 

531 

531 

626 

631 

631 

631 

Pennsylvania Water &. Power Co 

Philadelphia Electric Co 

Philadelphia Electric Power Co 

Plymouth County Electric Cq 

62 

62 

63 

34 

162 

162 

163 

134 

223 

223 

223 

212 

331 

331 

332 

317 

431 

431 

432 

417 

531 

531 

532 

517 

631 

631 

632 

617 

Portland General Electric Co 

Potomac Edison Co (The) 

Potomac Electric Power Co 

Potomac Light &. Power Co 

59 

26 

9 

76 

159 

126 

109 

176 

221 

210 

204 

228 

330 

313 

305 

338 

430 

413 

405 

438 

530 

513 

505 

538 

630 

613 

605 

638 

PPODUC E Term i nal Corp 

PUBL 1 c El ECTR 1 c L 1 G ht Co 

Public Service Co or Colorado 

14 

72 

6 

114 

172 

106 

205 

226 

203 

307 

336 

303 

407 

436 

403 

507 

536 

503 

607 

636 

603 

Public Service Co or Indiana^ Inc 

17 

117 

206 

309 

409 

509 

609 

Public Service Co or New Hampshire 

45 

145 

216 

323 

423 

523 

623 

Public Service Co or New Mexico 

48 

148 

217 

324 

424 

524 

624 

Public Service Co or Northern Illinois 

14 

114 

205 

307 

407 

507 

607 

Public Service Co or Qnlahoma 

58 

158 

221 

329 

429 

529 

62y 

Public Service Electric & Gas Co 

47 

147 

217 

324 

424 

524 

624 

Puget Sound Power 4. Light Co 

74 

174 

227 

337 

437 

537 

637 

Queens Borough Gas &. Electric Co 

51 

151 

219 

326 

426 

526 

62b 

Quincy Electric Light & Power Co 

34 

134 

2l2 

317 

417 

517 

617 

Rhode Island Power Transmission Co 

65 

165 

224 

333 

433 

533 

633 

Rochester Gas &. Electric Corp 

51 

151 

219 

326 

426 

526 

626 

Rockland Electr ic Co ' 

47 

147 

217 

324 

424 

524 

624 

Rockland Light & Power Co 

51 

151 

219 

326 

426 

526 

626 

Rumpord Falls Power Co 

Rumtord Light Company 

Safe Harbor Water Power Corp 

25 

25 

63 

125 

125 

163 

209 

209 

223 

313 

313 
. 332 

413 

413 

432 

513 

513 

532 

613 

613 

632 

St Croix Falls Wisconsin Improvement Co 

'?8 

178 

228 

339 

439 

539 

639 

St Joseph Light & Power Co 

42 

142 

215 

321 

421 

521 

621 

St Lawrence River Power Co (The) 

52 

152 

209 

326 

426 

526 

626 

Saleh Electric Lighting Co 

34 

134 

212 

317 

417 

517 

617 

San Diego Gas &. Electric Co 

5 

105 

202 

303 

403 

503 

603 

Savannah Electric &. Power Co 

11 

111 

204 

306 

406 

506 

606 

Scranton Electric Co (The) 

63 

163 

223 

332 

432 

532 

632 

Sherharo Power System 

15 

115 

205 

308 

408 

508 

60S 

Sho-Me Power Corp 

42 

142 

215 

321 

421 

521 

621 

Sierra Pacipk Power Co 

43 

143 

215 

322 

422 

522 

622 

Sioux City Gas & Electric Co 

20 

120 

207 

310 

410 

510 

610 

South Beloit Water, Gas &. Electric Co. 

15 

115 

205 

308 

408 

508 

608 

South Carolina Electric & Gas Co. 

65 

165 

224 

333 

433 

533 

633 

South Carolina Power Co 

66 

166 

224 

333 

433 

533 

633 

South Penn Power Co 

63 

163 

223 

332 

432 

532 

632 

Southeastern Ind'lna Power Co 

18 

118 

206 

309 

409 

509 

609 

Southern Berkshire Power & Electric Cq 

35 

135 

212 

318 

418 

518 

618 

Southern CALirunNiA Edison Co Ltd 

5 

105 

202 

303 

403 

503 

603 

Southern Colorado Power Co 

7 

107 

203 

304 

404 

504 

604 

Southern Indiana Gas &. Electric Co 

18 

118 

206 

309 

409 

509 

609 

Southern Nevada Power Co 

‘43 

143 

215 

322 

422 

522 

622 

Southern Pennsylvania Power Co 

64 

164 

223 

332 

432 

532 

632 

Southern Utah Power Co 

71 

171 

226 

336 

436 

536 

636 

Southern Wyoming Utilities Co 

81 

181 

229 

341 

441 

541 

641 

Southwestern Ele' ric Schvce Co 

69 

169 

225 

335 

435 

535 

635 

Southwestern Gas & Electric Co 

69 

169 

225 

335 

435 

535 

635 

Southwestern Public Service Co 

69 

169 

225 

335 

435 

535 

635 

Staten Island Edison CoRp. 

52 

152 

219 

326 

426 

526 

626 

Suburban Gas & Electric Co 

35 

135 

212 

318 

418 

518 

618 

Superior Water, Light & Power Co. 

79 

179 

228 

340 

440 

540 

640 

Susquehanna Electric Co (The) 

27 

127 

210 

314 

414 

514 

614 

Susquehanna Power Co (The) 

27 

127 

210 

314 

414 

514 

614 

Susquehanna Transmission Co or Maryland 

27 

127 

210 

314 

414 

514 

614 

Tampa Electric Co 

10 

110 

204 

305 

405 

505 

605 

Tellur i de Power Co 

71 

171 

226 

336 

436 

536 

636 

Texas Electric Service Co 

70 

170 

225 

335 

435 

535 

635 

Texas Hydro Electric Corp 

70 

170 

225 

335 

435 

535 

635 
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Texas Power Corp 

70 

170 

225 

335 

435 

535 

635 

Texas Power & Light Co 

70 

170 

226 

335 

435 

535 

635 

Tide Water Power Co 

54 

154 

219 

327 

427 

527 

627 

Toledo Edison Co (The) 

57 

157 

221 

329 

429 

529 

629 

Tucson GaSj Electric Lt & Pr Co (The) 

2 

102 

201 

301 

401 

501 

601 

Union Electric Co of Missouri 

43 

143 

215 

322 

422 

522 

622 

Union Electric Power Co 

15 

115 

205 

308 

408 

508 

608 

Union Light^ Heat & Power Co (The) 

23 

123 

208 

312 

412 

512 

612 

United Illuminating Co (The) 

9 

109 

203 

305 

405 

505 

605 

Upper Michigan Power &. Light Co 

38 

1^8 

213 

319 

419 

519 

619 

Upper Peninsula Power Co 

38 

138 

213 

319 

4V9 

519 

619 

Utah Power &. Light Co 

71 

171 

226 

336 

4,36 

536 

636 

Vallejo Electric Light &. Power Co 

5 

105 

202 

303 

403 

503 

603 

Virginia Electric &. Power Co 

74 

174 

227 

337 

437 

537 

637 

Wachusett Electric Co 

35 

135 

212 

318 

418 

518 

618 

Washington Water Power Co (The) 

75 

175 

227 

338 

438 

538 

638 

West Penn Power Co 

64 

164 

223 

332 

432 

532 

632 

West Texas Utilities Co 

71 

171 

226 

336 

436 

536 

636 

West Virginia Power & Transmission Co 

76 

176 

228 

338 

438 

538 

638 

Westchester Lighting Co 

52 

152 

219 

326 

426 

526 

626 

Western Colorado Power Co (The) 

7 

107 

203 

304 

404 

504 

604 

Western Light & Telephone Co , Inc 

22 

122 

208 

311 

411 

511 

611 

Western Massachusetts Electric Co. 

35 

135 

212 

318 

418 

518 

618 

Western Public Service Co (The) 

81 

181 

229 

341 

441 

541 

641 

Western United Gas &. Electric Co 

15 

115 

206 

308 

408 

508 

608 

Weymouth Light & Power Co 

36 

136 

212 

318 

418 

518 

618 

Wheeling Electric Co 

76 

176 

228 

33S 

438 

538 

638 

White Mountain Power Co 

45 

145 

216 

323 

423 

523 

623 

Wisconsin Electric Power Co 

79 

179 

229 

340 

440 

540 

640 

Wisconsin Gas &. Electric Co 

79 

179 

229 

340 

440 

540 

640 

Wisconsin Hydro Electric Co 

79 

179 

229 

340 

440 

540 

640 

Wisconsin Michigan Power Co 

80 

180 

229 

340 

440 

540 

'iS40 

Wisconsin Power i. Light Co 

80 

180 

229 

340 

440 

540 

640 

Wisconsin Public Service Corp 

80 

180 

229 

340 

440 

540 

640 

Worcester County Electric Co 

36 

136 

212 

318 

418 

518 

618 

Worcester Suburban Electric Co. 

36 

136 

212 

318 

418 

518 

618 

Yonkers Electric Light &. Power Co (The) 

52 

152 

219 

326 

426 

526 

j 

626 
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